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PREFACE, 


The  task  which  we  have  set  ourselves  in  the  present 
book  of  giving  a  detailed  and  reliable  account  of  the 
present  state  of  Telephony  has  been  no  easy  one; 
since  it  was  a  question  how,  on  the  one  hand,  to 
describe  a  number  of  installations  and  apparatus 
which  had  not  yet  found  their  way  into  publicity,  and 
on  the  other  hand,  to  select  from  many  proposed 
systems  and  arrangements  those  only  which  had 
been  found   practically  useful. 

If  we  have  at  all  succeeded  in  accomplishing  this 
task,  we  owe  it  in  a  great  measure  to  the  readiness  with 
which  we  have  been  met  by  the  different  telephone 
administrations  and  by  the  inventors  of  telephone 
apparatus  themselves,  and  we  seize  this  opportunity  of 
tendering  to  the  respective  gentlemen  our  best  thanks 
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vi  PREFACE, 

for  the  original    contributions   with  which  they  have 
supplied  us  for  the  purposes  of  this  book. 

We  have  paid  little  heed  to  priority,  and  have  not 
attempted  to  regard  patent  rights  or  national  prejudices. 
We  have  rather  endeavoured  to  explain  each  point  by 
selecting  the  best  system  in  use,  regardless  of  date  or  of 
country. 

It  will  be  found  that  we  have  briefly  detailed  the 
principles  of  sound  and  speech  and  the  laws  of  induc- 
tion, to  which  the  telephone  owes  its  birth  and  upon 
which  is  based  its  rapid  growth  to  maturity. 

We  have  but  lightly  touched  on  the  historical  side 
of  the  question,  and  have  preferred  to  proceed  at  once 
from  the  point  where  Graham  Bell  proved  telephony 
to  be  a  practical  system. 

The  carbon  transmitter  of  Edison  and  the  micro- 
phone •  of  Hughes — instruments  which  at  their  birth 
raised  many  mixed  questions  and  agitated  some  angry 
passions — with  their  various  modifications,  are  carefully 
considered,  and  the  various  theories  of  both  the 
receiver  and  the  transmitter  are  examined.  We  have 
not  neglected  a  consideration   of   the    many    special 
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PREFACE.  vii 

novelties  both  scientific  and  practical,  though  they  are 
chiefly  the  former,  and  we  endeavour  to  draw  con- 
clusions of  the  comparative  efficiency  of  some  of  the 
apparatus  by  experimental  evidence.  Most  of  what 
we  have  written  on  wires  and  cables  is  the  result 
of  actual  experience,  and  we  have  endeavoured,  as 
much  as  possible,  to  exclude  the  mere  empirical  and 
to  discard  all  changes  which  have  been  made  for  the 
mere  sake  of  change. 

Our  object  has  been  to  cover  as  wide  a  field  of 
experience  as  we  could  command,  and  in  doing  so 
we  may  have  been  gfuilty  of  some  omissions. 

The  book  has  expanded  to  a  size  far  exceeding 
our  original  proposals  ;  the  table  of  contents  shows 
the  wide  area  we  have  tried  to  cover,  but  such  as  it 
is  we  submit  it  to  the  fair  criticism  of  the  technical 
world,  for  which  it  was  written,  in  the  belief  that  it 
will  prove  of  real  practical  value. 

We  shall  be  greatly  obliged  to  those  who  may 
point  out  any  errors  that  may  have  been  overlooked, 
or  for  suggestions  as  to  any  additions  that  would  tend 
to  extend  the  usefulness  of  the  work. 
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▼ui  PREFACE. 

We  have  made  free  use  of  the  works  of  Du  Moncel, 
Wietlisbach,  Grawinkel,  Rothen  and  others,  and  we 
have  endeavoured  as  much  as  possible  to  give 
references  to  authorities. 

We  are  deeply  indebted  to  Mr.  Arthur_J.  Stubbs, 
one  of  the  Technical  Officers  of  the  British  Post 
Office,  not  only  for  many  original  diagrams  but  for 
more  than  once  repeating  the  task  of  reading  over 
and  correcting  the  proofs. 

London,  November,  1888. 
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THE     TELEPHONE. 


INTRODUCTION, 

I.  It  is  difficult  to  realise  the  fact  that  ten  years  ago 
little  or  nothing  was  known  of  the  telephone.  In  July, 
1877,  one  of  the  authors  of  this  book  brought  the  first 
pair  of  practical  telephones  to  Europe.  There  are 
now  200,000  in  daily  use. 

The  idea  of  transmitting  sound  to  a  distance  may  be 
traced  back  to  remote  antiquity  ;  it  found  its  first  prac- 
tical expression  in  the  construction  of  the  speaking- 
tube,  and  in  more  modern  times  in  that  of  the  string 
telephone. 

Robert  Hooke,  in  1667,  described  how,  by  the  help 
of  a  tightly-drawn  wire,  bent  in  many  angles,  he  propa- 
gated sound  to  a  very  considerable  distance. 

"  Tis  not  impossible,"  he  says,  "  to  hear  a  whisper  at 
a  furlong's  distance,  it  having  been  already  done  ;  and 
perhaps  the  nature  of  the  thing  would  not  make  it  more 
impossible, though  that  furlong  should  be  ten  times  multi* 
ply'd.  And  though  some  famous  authors  have  affirm'd  it 
impossible  to  hear  through  the  thinnest  plate  of  Muscovy 
glass;  yet  I  know  a  way,  by  which  'tis  easie  enough 
to  hear  one  speak  through  a  wall  a  yard  thick.  It  has 
not  yet  been  thoroughly  examined  how  far  Otacousticons 
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2  THE  TELEPHONE. 

may  be  improv'd,  nor  what  other  wayes  there  may  be 
of  quick'ning  our  hearing,  or  conveying  sound  through 
other  bodies  than  the  air :'  for  that  that  is  not  the  only 
medium  I  can  assure  the  reader,  that  I  have,  by  the  help 
of  a  distended  wire,  propagated  the  sound  to  a  very 
considerable  distance  in  an  instant,  or  with  as  seemingly 
quick  a  motion  as  that  of  light,  at  least  incomparably 
quicker  than  that  which  at  the  same  time  was  propagated 
through  the  air ;  and  this  not  only  in  a  straight  line,  or 
direct,  but  in  one  bended  in  many  angles." 

In  the  "  Repository  of  Arts,"  September  i,  1821,  we 
read  a  description  of  an  instrument  which  Wheat- 
stone  invented,  and  called  a  "  telephone'^  **  Who  knows 
but  by  this  means  the  music  of  an  opera,  performed  at 
the  King's  Theatre,  may  ere  long  be  simultajieously 
enjoyed  at  Hanover  Square  Rooms,  the  City  of  London 
Tavern,  and  even  at  the  Horn's  Tavern,  at  Kennington, 
the  sounds  travelling,  like  gas,  through  snug  conductors 
from  the  main  laboratory  of  harmony  in  the  Haymarket 
to  distant  parts  of  the  metropolis,  with  this  advantage, 
that  in  its  progress  it  is  not  subject  to  any  diminution  ? 
What  a  prospect  for  the  art  to  have  music  laid  on  at 
one-tenth  of  the  expense  of  what  we  can  get  it  our- 
selves !  And  if  music  be  capable  of  being  thus  conducted, 
perhaps  words  of  speech  may  be  susceptible  of  the  same 
means  of  propagation." 

2.  We  are  in  this  book  merely  concerned  with  the 
electrical  reproduction  of  speech,  and  the  origin  of  this 
invention  dates  as  far  back  as  1837,  when  an  American, 
named  Page,  found  that  a  magnetic  bar  could  emit 
sounds  when  exposed  to  rapid  alternate  magnetiza- 
tions and  demagnetizations.  By  rapidly  approaching 
the  poles  of  a  horse-shoe  magnet  to  a  flat  spiral  coil 
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traversed  by  a  current,  he  obtained  a  sound  termed  the 
**  magnetic  tick."  De  la  Rive,  Gassiot,  and  Marrian^ 
observed  the  same  phenomenon  in  a  soft  iron  bar 
surrounded  by  a  helix,  at  the  moment  when  this  helix 
was  traversed  by  a  current.  Frequent  interruptions  of 
current  greatly  increased  the  effect  of  Page's  vibrations, 
as  they  are  sometimes  called,  and  gave  rise  to  a  distinct 
sound  of  considerable  intensity.  When  these  makes 
and  breaks  were  made  rhythmically  and  rapidly  a 
musical  note  was  the  result. 

In  1854  Charles  Bourseul,  a  Frenchman,*  published  a 
paper  on  the  electric  transmission  of  speech,  in  which 
he  says  : — 

"  Suppose  that  a  man  speaks  near  a  movable  disc,  suffi- 
ciently pliable  to  lose  none  of  the  vibrations  of  the  voice, 
that  this  disc  alternately  makes  and  breaks  the  currents 
from  a  battery  ;  you  may  have  at  a  distance  another  disc 
which  will  simultaneously  execute  the  same  vibrations." 

"...  It  is  certain  that  in  a  more  or  less  distant 
future  speech  will  be  transmitted  by  electricity.  I  have 
made  experiments  in  this  direction  ;  they  are  delicate, 
and  demand  time  and  patience,  but  the  approximations 
obtained  promise  a  favourable  result." 

Philipp  Reis,  of  Friedrichsdorf,  wrote  in  1868: — 
"  Incited  thereto  by  my  lessons  in  physics  in  the  year 
i860,  I  attacked  a  work  begun  much  earlier  concerning 
the  oi^ans  of  hearing,  and  soon  had  the  joy  to  see  my 
pains  rewarded  with  success,  since  I  succeeded  in  in- 
venting an  apparatus  by  which  it  is  possible  to  make 
clear  and  evident  the  functions  of  the  organs  of  hearing, 
but  in  which  also  one  can  produce  tones  of  all  kinds  at 

1  V,  Gailkmin,  "  Lc  Monde  Physique,"  tome  iii.,  p.  730. 

2  Du  MoDcel,  «  Applications  de  T Electricity,*"  1854. 
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any  desired  distance  by  means  of  the  galvanic  current. 
I  named  the  instrument  *  Telephon.'  '*  ^ 

Reis's  instrument  was  in  the  first  instance  only 
intended  for  the  reproduction  of  musical  sounds,  in  fact, 
a  musical  telephone ^  and  its  application  to  the  transmis- 
sion of  speech  was  of  a  very  limited  kind  ;  but  it  con- 
tained the  essential  features  of  the  present  telephone, 
and  it  certainly  did  transmit  speech. 

3.  For  sixteen  years  the  question  of  articulating  tele- 
phony was  shelved  ;  improvements  were  made  in  the 
musical  telephone  by  Yeates  and  Van  der  Weyde,  by 
Cecil  and  Leonard  Wray,  and  various  instruments  were 
constructed  by  Varley,  Pollard  and  Garnier,and  by  Elisha 
Gray  ;  but  the  speaking  telephone  pure  and  simple  was 
only  patented  in  the  United  States,  by  Graham  Bell, 
on  the  14th  February,  1876;  and,  strange  to  say,  on  the 
very  same  day  Elisha  Gray  applied  for  a  patent  for  an  in- 
strument of  a  similar  kind.  Bell,  with  far-sighted  energy, 
worked  out  and  perfected  his  system.  Gray  allowed  his 
to  sleep  in  the  American  Patent  Office.  The  question  of 
priority  between  Gray  and  Bell  was  subsequently 
fought  in  the  Law  Courts,  and  ended  in  a  compromise, 
one  company  taking  up  the  patents  of  both  inventors. 

At  the  meeting  of  the  British  Association  of  1876, 
Sir  William  Thomson  said  :  "  In  the  Canadian  depart- 
ment I  heard  :  *  To  be  or  not  to  be,  ....  .  there's 
the  rub,'  through  an  electric  wire  ;  but  scorning  mono- 
syllables, the  electric  articulation  rose  to  higher  flights, 
and  gave  me  passages  taken  at  random  from  the 
New  York  newspapers:  'S.S.  Cox  has  arrived.'  (I 
failed  to  make  out  the  S.S.  Cox) ;  *  The  City  of 
New  York,' '  Senator  Morton,'  '  the  Seriate  has  resolved 

1  "  Philip  Rtis,"  by  Sylvanus  P.  Thomscn,  1883. 
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to  print  a  thousand  extra  copies/  *The  Americans 
in  London  have  resolved  to  celebrate  the  coming  fourth 
of  July/  All  this  my  own  ears  heard  spoken  to  me 
with  unmistakable  distinctness  by  the  thin  circular 
disc-armature  of  just  such  another  little  electro-magnet 
as  this  which  I  hold  in  my  hand.  The  words  were 
shouted  with  a  clear  and  loud  voice  by  my  colleague- 
judge,  Prof.  Watson,  at  the  far  end  of  the  line,  holding 
his  mouth  close  to  a  stretched  membrane,  such  as  you 
see  before  you  here,  carrying  a  little  piece  of  soft  iron, 
which  was  thus  made  to  perform,  in  the  neighbour- 
hood of  an  electro-magnet  in  circuit  with  the  line, 
motions  proportional  to  the  sonorific  motions  of  the 
air.  This,  the  greatest  by  far  of  all  the  marvels  of  the 
electric  telegraph,  is  due  to  a  young  countryman  of  our 
own,  Mr.  Graham  Bell,  of  Edinburgh  and  Montreal,  and 
Boston,  now  becoming  a  naturalised  citizen  of  the 
United  States.  Who  can  but  admire  the  hardihood  of 
invention  which  devised  such  very  slight  means  to 
realise  the  mathematical  conception  that,  if  electricity 
is  to  convey  all  the  delicacies  of  quality  which  distin- 
guish articulate  speech,  the  strength  of  its  current  must 
vary  continuously  as  nearly  as  may  be  in  simple  propor- 
tion to  the  velocity  of  a  particle  of  air  engaged  in  con- 
stituting the  sound  ?  *' 

At  the  meeting  of  the  same  Association  in  Plymouth, 
in  1877,  Mr.  Preece  exhibited  in  public,  for  the  first  time 
in  England,  Bell's  developed  telephone,  which  he  had  just 
brought  from  the  United  States ;  and  at  the  same  meet- 
ing Professor  Graham  Bell  gave  further  illustrations. 

4.  Every  telephone  consists  of  a  transmitter  and  a 
receiver.  The  transmitter  is  the  instrument  into  which 
words  are  spoken,  and  which  is  applied  to  the  mouth 
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or  to  which  the  mouth  is  applied.  The  receiver  is  the 
instrument  which  is  applied  to  the  ear,  and  from  which 
sounds  are  received. 

The  telephone,  as  far  as  the  receiver  is  concerned,  has 
remained  virtually  the  same  as  it  is  described  in  Bell's 
patent ;  alterations  have  been  made,  but  more  with  the 
object  of  evading  existing  patent  rights  than  with  that 
of  effecting  improvements.  It  is,  however,  quite  a 
different  matter  with  the  transmitter.  The  original  Bell 
Instrument,  which  is  identical  with  the  receiver,  has 
been  completely  ousted  as  a  transmitter.  Instead  of 
the  original  magnetic  telephone,  a  carbon  transmitter, 
involving  the  use  of  a  battery,  is  now  almost  exclusively 
employed  as  a  transmitter. 

The  invention  of  the  first  carbon  transmitter  is  due  to 
Edison,  who  constructed  it  in  1877,  shortly  after  Graham 
Bell's  discovery.  In  this  instrument  the  vibrating  plate 
abuts  against  a  button  of  carbon.  Edison  ascribed  the 
effects  obtained  to  a  variation  of  electrical  resistance 
consequent  upon  variation  of  pressure. 

A  fresh  light  was  thrown  on  this  subject  by  the  dis- 
covery of  the  microphone  by  Hughes,  in  1878.  He 
showed  that  the  effect  of  Edison's  carbon  transmitter 
was  not  due  to  any  influence  of  varying  pressure  on 
the  mass  of  the  carbon,  but  was  a  phenomenon  of  loose 
contact,  and  we  may  safely  say  that  Hughes  has  done 
as  much  for  the  perfection  of  the  telephone  as  Bell  has 
done  towards  calling  it  into  existence. 

The  transmitters  now  in  use,  such  as  Blake's,  Ber- 
liner's, Hunning's,  and  others,  are  all  constructed  on  the 
principle  of  loose  contacts ;  they  constitute  the  latest 
improvements  made  in  this  highly-interesting  apparatus, 
and  bring  us  down  to  the  present  time. 
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CHAPTER  I. 

SOUND  AND  SPEECH, 

5.  Sound  is  excited  in  the  consciousness  by  the  im- 
pinging of  sonorous  vibrations  of  air  upon  the  drum 
of  the  car,  these  vibrations  being  transmitted  to  the  brain 
by  the  nerves.  Sound  is  a  subjective  phenomenon — 
that  which  is  objective  and  is  the  basis  of  the  science 
of  ''acoustics"  is  the  periodic  disturbance  of  matter 
transmitted  in  the  form  of  wave  motion,  and  following 
simple  harmonic  laws. 

A  sonorous  vibration  or  sound  wave  has  three  distinct 
characteristics— //V^tA,  loudtuss,  and  timbre.  The  pitch 
depends  on  the  frequency  of  the  wave  disturbance,  or 
on  the  number  of  vibrations  executed  and  transmitted 
per  second ;  the  loudness  depends  on  the  amplitude  of 
these  waves,  and  the  timbre  on  their  form. 

The  timbre  of  musical  as  well  as  of  vowel  sounds, 
and  consequently  the  articulation  of  human  speech,  is 
dependent  on  the  co-existence  of  a  certain  number  of 
components  of  the  fundamental  sound,  which  are  called 
partials,  and  it  is  the  resultant  of  these  partials  which 
forms  the  waves  that  produce  speech. 

Vowels  and  consonants  are  compound  musical  tones, 
or  resultant  sounds  formed  by  the  combination  of  these 
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partials.  The  first  partial  which  determines  the  pitch  of 
the  whole  is  called  ^t^  prime,  and  the  others  its  upper 
partials.  The  upper  partials  are  numerous.  It  requires 
as  many  as  eight  partials  to  reproduce  the  vowel  o. 
Hence  the  form  of  sound  waves  is  very  complicated, 
and  it  is  marvellous  that  they  can  be  reproduced  by 
telephones. 

6.  Assuming,  as  is  really  the  case,  that  the  oscillations 
of  a  sounding  body,  or  the  vibrations  of  the  molecules 
of  air,  are  similar  to  those  of  a  pendulum,  that  is  to  say, 
that  they  follow  the  same  laws  as  the  oscillations  of  a 
tuning-fork,  we  can  graphically  represent  these  vibra- 
tions by  the  curve,  Fig.  i. 


Fig.  I. 

Let  a  material  particle  P  oscillate  on  the  line  A  g 
about  its  position  of  equilibrium  M,  between  the  limits 
A  and  g ;  that  is,  let  it  start  from  A,  proceed  to^,  and 
then  return  to  A,  and  let  it  arrive  after  ^,  3%,  ^,  and  -j^ 
of  the  whole  duration  T  of  the  oscillation,  at  the  points 
by  c,  By  and/.  Again  on  a  line  drawn  at  right  angles  to 
Ag  from  J/,  let  equal  intervals  of  time  be  marked, 
beginning  with  o. 

The  points,  o,   r,  2,  3,  4,  etc.,  follow  each  other  at 
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equal  distances,  each  of  which  corresponds  to  A  T.  At 
each  of  these  points  a  line  is  drawn  at  right  angles  to 
MD^  and  on  this  line  the  corresponding  value  of  the 
distance  of  the  oscillating  body  from  M  is  marked  ; 
thus,  for  instance,  at 

c  length  o  A  ss  MA  =  a  x  cos  o 

1  „       id    =•  J/*=  a  X  cos  30° 

2  „       2^    =  Mc  =  a  X  cos  60** 

3  ,,      o      ^  o  '  ^  a  X  cos  90° 

4  „      4^     =  Me=^  a  X  cos  120"* 

And  generally^  =  a  cos  0,  a  being  the  distance  MA^ 
and  0  the  angle  which  the  radius  to  any  point  on  the 
circumference  of  tne  reference  circle  ADg  makes  with 
MA. 

The  curve  drawn  through  the  points  Af6,c,  3,  Ct  f^gy 
etc.,  is  the  curve  of  vibratmi  of  a  body  oscillating  after 
t/ie  manner  of  a  pendulum,  and  following  the  law  of 
simple  harmonic  motion.  This  is  more  frequently  ex- 
pressed thus  :  ^  =  ^z  sin  ^,  ^  being  the  complement  of 
0,  or  the  angle  which  MD  makes  with  the  axis  as  it 
revolves  about  ^in  the  positive  direction.  It  forms  what 
is  called  a  sinusoidal  curve  or  curve  of  sines.  The  interval 
between  two  crests  of  waves  A  Bis  called  the  wave  length. 
The  distance  MA  through  which  the  particle  vibrates  \s 
called  the  amplitude  of  the  vibration.  The  whole  dura- 
tion Z,  which  is  represented  by  the  time  o  to  12,  is  called 
^^ period  of  the  vibration.  The  amplitude  and  period 
of  a  vibration  are  quite  independent  of  each  other. 
The  oscillating  particle  will  make  the  same  number  of 
vibrations  per  second  whether  the  amplitude  of  its 
excursion  be  great  or  small.  This  equality  of  period 
for  all  amplitudes  is  called  isochronism.  If  a  tuning 
fork  be  set  in  vibration,  its  note  or  pitch  depends  solely 
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on  the  number  of  excursions  to  and  fro  per  second,  but 
its  loudness  is  dependent  on  the  extent  of  these  excur- 
sions, that  is,  the  amplitude.  Hence,  while  the  note  does 
fiot  change,  the  loudness  does,  and  the  sound  dies  away 
as  the  amplitude  diminishes. 

Such  a  simple  harmonic  curve  can  be  actually  pro- 
duced by  providing  a  tuning-fork  of  a  rather  large  size 
with  a  pen  or  stylus,  which  during  its  oscillation  leaves 
traces  on  a  strip  of  paper  which  is  drawn  from  under 
the  tracing  stylus  with  uniform  velocity,  in  a  direction 
at  right  angles  to  the  line  of  vibration. 

7.  The  motion  of  an  oscillating  body,  however,  may 


Fig.  2. 

with  equal  periods  and  equal  amplitudes  follow  any  other 
form  besides  the  one  expressed  by  the  above  curve. 
But,  whatever  this  form  may  be,  it  can  in  a  similar 
manner  be  represented  as  a  curve  by  marking,  as  in 
Fig.  I,  on  a  horizontal  line  lengths  which  are  proportional 
to  the  time  elapsed  since  the  commencement  of  oscilla- 
tion, making  the  ordinates  proportional  to  the  corre- 
sponding distance  of  the  oscillating  point  from  its  position 
of  equilibrium,  and  joining  the  points  thus  obtained  by 
a  curve. 

Fig.  2  shows  three  different  curves  of  vibration,  which 
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correspond  to  equal  periods  and  amplitude.  The  top 
curve  represents  the  motion  of  a  simple  pendulum,  the 
other  two  correspond  to  a  motion  which  deviates  from 
the  swinging  of  a  pendulum,  and  it  is  to  this  difference 
in  the  form  of  vibration  that  the  difference  of  "timbre" 
must  be  ascribed. 

8,  The  vibrations  of  a  sounding  body  give  rise  in  the 

surrounding  atmosphere   to   a    wave-motion   which    is 

transmitted  by  the  successive  molecules  of  air  executing 

similar  vibrations  as  the  vibrating  body  itself.     When 

a  tuning  fork  vibrates  in  air  it  gives  to  the  air  a  series  of 

pushes,  each  of  which  produces  a  momentary  increase  of 

pressure  and  density  in  front  of  the  advancing  prongs, 

while  a  momentary  decrease  of  density  and  pressure  is 

produced  behind  them.    As  the  prongs  advance,  first  in 

one   direction   and   then   in   the   opposite,  a   series    of 

compressions  and  extensions  are  produced  in  alternate 

succession.    But  each  compressed  portion  tends  to  relieve 

itself  by  expanding  into  the  neighbouring  air,  which  is 

thus  in  its  turn  compressed,  and  the  extended  portions 

in   like   manner    communicate   extension.       Hence   a 

series  of  compressions  and  extensions  are  propagated 

through   the  surrounding  air,  and   these  constitute  an 

undulation  whose  period   is   the  same   as   that  of  the 

vibrations  of  the  tuning  fork.     If  the  sonorous  vibrations 

take    place  in    open  space  their   amplitude  must   get 

smaller  and  smaller,  and   the  sound  will  die  away.     If 

the  air  waves  impinge  on  a  diaphragm  of  any  kind,  the 

diaphragm   will   take   up   the  sonorous  vibrations  and 

oscillate  with  the  same  period  and  the  same  form.     The 

diaphragm   becomes   a   sounding  body.      If,  therefore, 

the  sounding  body  itself  oscillates  after  the  manner  of  a 

pendulum,  the  vibrations  of  the  molecules  of  air  which 
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transmit  its  sound  must  follow  the  same  simple  harmonic 
law.  A  difference  in  the  form  of  vibration  of  a  sounding 
body  causes  a  similar  change  in  the  form  of  vibration  of 
the  particles  of  air  by  whose  oscillation  the  sound  of  that 
body  is  transmitted  to  the  ear.  The  difference  of  timbre 
is  therefore  caused  by  the  differences  in  the  form  of 
vibration  of  the  sound-waves  which  reach  our  ear. 

The  theory  of  vowel  sounds  as  propounded  by 
Helmholtz  has  been  amply  confirmed  by  subsequent 
investigators.1  The  formation  of  consonants  follows  the 
same  laws,  and  the  difference  in  timbre  of  different 
voices,  or  the  variation  in  intonation  and  articulation 
which  distinguishes  one  hunian  being  from  another,  is 
due  to  the  form  of  the  sonorous  vibrations  produced  by 
each,  and  therefore  to  the  number  and  character  of 
the  partials  superimposed  upon  the  prime  tone  by  the 
peculiar  formation  of  each  mouth,  lips,  and  teeth. 

No  satisfactory  explanation  has  yet  been  made  of  the 
rationale  of  sibilant  sounds.  They  are  the  most  difficult 
to  obtain  on  the  telephone,  and  it  is  not  certain  that 
they  ever  are  properly  reproduced.  Echoes  do  not 
repeat  them,  though  they  are  reflected  in  whispering 
galleries,  as  in  the  dome  of  St.  Paul's  ;  but  the  separation 
of  the  air  space  in  which  they  are  produced  by  a 
diaphragm  seems  to  destroy  them.  They  are  probably 
something  of  the  nature  of  the  breakers  in  a  water 
wave,  though  how  produced  theory  does  not  explain. 
Their  influence  on  the  tympanum  of  the.  ear  in  the 
unbroken  air-space  of  a  restaurant  or  theatre  is 
remarkable,  and  a  good  hiss  never  fails  to  attract 
attention  above  a  perfect  babel  of  other  sounds.     The 

1  Preece  and  Stroh,  "  Studies  in  Acoustics,"  Proc. :  Royal  Society, 
No.  193.  1879. 
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scund  or  crack  of  a  whip  has  very  much  of  the  same 
character,  but  no  record  exists  of  the  transmission  of 
this  sound  by  telephone. 

9.  Now,  the  function  of  a  telephone  is  to  convert  at 
one  place  the  energy  of  these  sonorous  vibrations  into 
the  energy  of  electric  currents,  which  shall  in  their  turn, 
at  some  other  place,  be  converted  into  the  energy  of 
magnetic  attractions  and  repulsions,  which  shall  again 
be  converted  into  sonorous  vibrations,  and  so  reproduce 
the  original  sounds. 

Intermittent  currents  of  electricity  may  be  graphically 
represented   in  the  same  way  as  in  Fig.  3,  where  the 


INTERMITTENT  «     Dl^eCT. 
INTERMITTENT  «.  AUTCRNATIIMG . 


PULSATORY. 

unou1.atory. 

Fig.  3. 

small  squares  on  the  top  line  show  an  intermittent  cur- 
rent flowing  in  the  same  direction,  whilst  those  on  the 
second  line  show  an  intermittent  current  flowing  alter- 
nately in  a  positive  and  negative  direction.  Such  lines 
would  be  traced  by  the  pen  of  such  an  instrument  as 
Sir  William  Thomson's  syphon  recorder,  so  much  used 
in  working  submarine  cables  ;  or  they  would  be  found 
geometrically  as  in  Fig.  i  if  we  conceived  the  ordinates 
of  the  sinusoidal  curve  to  represent  the  strength  or 
current    flowing    at  any  moment.      Currents    of    this 


Digitized  by  VjOOQIC 


t4  THE  TELEPHONE. 

description  are  used  in  musical  telephones ;  they  repro- 
duce simple  musical  sounds  with  their  original  pitch  with- 
out timbre,  being  adapted  to  convey  the  number  of  the 
air  vibrations  which  give  to  them  their  intermittent 
character. 

A  second  kind  of  current  is  produced  by  suddenly 
varying,  by  some  means  or  other,  the  strength  of  a  con- 
tinuous current,  as  shown  in  the  third  line  ;  it  is  called 
a  pulsatory  current.  These  pulsatory  currents  too  find 
application  in  the  musical  telephone  and  are  capable 
of  transmitting  sounds  of  varying  intensity,  but  not 
of  timbre. 

If,  finally,  a  continuous  current  varies  in  strength,  not 
suddenly  and,  as  it  were,  by  jerks,  but  gradually  ascend- 
ing and  descending  according  to  the  harmonic  law,  as 
shown  in  the  bottom  line,  an  nndulatory  current  is  the 
result ;  the  flowing  electricity  is,  so  to  speak,  thrown 
into  undulatory  motion,  so  that  the  waves  are  pro- 
duced, not  by  the  generation  of  a  current,  or  by  its 
growth  to  a  certain  height  and  decline  to  zero,  but  by 
variations  of  current  strength  within  certain  distinct 
limits  and  in  a  distinct  form. 

Hence  in  working  telephones  the  electric  currents 
always  assume  the  sinusoidal  form,  and  follow  the 
simple  harmonic  law. 

The  task  of  the  telephone,  therefore,  resolves  itself  into 
one  of  the  electrical  transmission  of  harmonic  vibrations. 

These  vibrations,  as  we  have  seen,  can  be  graphically 
represented  by  a  curve,  and,  therefore,  currents,  in  order 
to  be  able  to  reproduce  these  vibrations,  must  adapt 
themselves,  as  far  as  this  form  of  motion  is  concerned, 
to  a  similar  law,  or  in  other  words,  they  must  be  such  as 
can  be  graphically  represented  by  similar  curves. 
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CHAPTER   II. 

INDUCTION. 

lO.  An  electric  current  is  always  accompanied  by  cer- 
tain magnetic  properties,  which  vary  with  the  direction  of 
the  current,  with  its  strength,  and  with  the  rate  at  which 
the  strength  rises  and  falls.  The  direction  of  a  current 
Is  defined  conventionally  by  reference  to  that  which 
flows  from  the  copper  to  the  zinc  pole  outside  a 
Daniell  cell,  called  the  positive  current.  The  strength 
of  a  current  is  measured  by  the  intensity  of  the  magnetic 
effects  which  it  produces  in  its  neighbourhood ;  and  the 
rate  at  which  the  strength  varies  is  measured  by  certain 
inductive  eff"ects  which  form  the  subject  of  this  chapter. 
The  neighbourhood  of  a  current  is  a  magnetic  field,  and 
Faraday  has  shown  how  we  can  indicate  the  intensity  and 
direction  of  this  field  by  assuming  it  to  be  traversed  by 
lines  of  force  whose  number,  per  unit  area,  at  right  angles 
to  their  direction  is  proportional  to  the  intensity  of 
magnetic  force  in  the  field,  and  whose  direction  is  that 
along  which  a  very  small  north  pole  would  be  moved  if 
placed  in  that  field.  The  space  all  around  a  conductor 
through  which  a  current  is  flowing  can  thus  be  mapped 
out  by  circles  having  the  axis  of  the  conductor  for  their 
centre,  and  if  the  positive  current  is  flowing  along  the 
conductor  away  from  the  observer,  then  a  north  pole 
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would  tend  to  move  in  a  direction  similar  to  the  motion 
of  the  hands  of  a  watch  facing  the  observer,  along  any 
one  of  these  closed  curves  of  force.  A  south  pole 
would  of  course  be  urged  in  the  opposite  direction  ; 
hence  the  two  poles  of  a  magnet  in  the  neighbourhood 
of  a  straight  conductor  are  influenced  by  opposite  forces 
which  tend  to  place  the  magnet  at  right  angles  to  the 
direction  of  the  current  and  tangential  to  the  line  of 
force.  This  very  useful  rule  enables  one  to  determine 
at  once  the  direction  in  which  a  magnet  is  deflected  by 
a  current^  and  it  also  indicates  how  an  iron  bar  is 
magnetised,  for  if  we  conceive  a  circular  Une  of  force 
to  become  a  conductor,  and  the  straight  conductor  to 
become  a  bar  of  iron,  then  a  positive  current  flowing 
in  the  direction  of  the  hands  of  a  watch  will  induce  a 
north  pole  away  from  the  observer. 

Now,  currents  and  magnetic  fields  are  so  related  that 
any  change  in  the  current  produces  a  change  in  the 
magnetic  field,  and  any  change  in  the  magnetic  field 
produces  a  change  in  the  current.  In  fact,  if  there  be  a 
magnetic  field,  and  a  conductor  in  that  field,  any  change 
in  that  field  will  produce  the  conditions  that  determine 
a  current  in  that  conductor.  Indeed,  it  is  correct  to 
say  that  if  a  conductor  forming  part  of  a  closed  circuit 
be  moved  across  a  magnetic  field  in  a  direction  at  right 
angles  to  the  lines  of  force  in  that  field,  a  current  will 
be  induced  in  that  conductor  whose  strength  is  propor- 
tional to  the  strength  of  the  field  and  to  the  rate  at 
which  the  conductor  cuts  the  lines  of  force;  and 
conversely,  if  the  conductor  be  fixed  and  the  lines  of 
force  be  projected  through  the  field  at  right  angles  to  the 
conductor,  a  current  will  be  induced  in  the  conductor 
whose  strength  is  proportional  to  the  intensity  of  the 
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field,  and  to  the  rate  at  which  the  lines  of  force  are 
projected  through  the  field.  Thus  motion  either  of  the 
conductor  or  of  the  lines  of  force  is  accompanied  by 
induction. 

II.  We  have  thus  two  classes  of  induction  :  that  in 
which  changes  of  the  current  in  a  primary  conductor 
produce  secondary  currents  in  a  neighbouring  or 
secondary  conductor,  called  electrodynama — or  currents- 
induction  \  and  that  in  which  changes  in  the  magnetic 
field  produce  currents  in  a  conductor  in  that  field,  called 
magneto-electric  induction.  The  latter  effect  can  be 
produced  either  by  the  motion  of  a  permanent  magnet 
or  of  an  electr6-magnet,  or  by  the  motion  of  a  conductor 
conveying  a  current,  or  by  the  motion  of  the  armature 
of  a  magnet. 

The  direction  of  the  secondary  current  is  determined 
by  the  law  of  Lenz,  which  asserts  that  such  a  current 
produces  effects  which  oppose  the  motion  of  the  prime 
inducer.  Hence  any  sudden  increase  of  a  primary 
current  induces  a  secondary  current  in  the  opposite 
direction,  and  any  sudden  decrease  induces  a  secondary 
purrent  in  the  same  direction.  Similarly  any  sudden 
approach  of  the  primary  current  towards  the  secondary 
circuit  induces  a  secondary  current  in  the  opposite 
direction,  and  any  sudden  withdrawal  of  the  primary 
circuit  induces  a  secondary  current  in  the  same  direc- 
tion. Both  these  effects  arise  from  the  fact  that  the 
secondary  circuit  is  cut  by  lines  of  magnetic  force  in 
such  a  direction  as  to  fulfil  Lenz's  law,  and  they  occur 
whether  the  lines  of  force  are  produced  by  currents  or 
by  magnets.  In  fact,  currents  are  produced  in  a  closed 
circuit  placed  in  a  magnetic  field  whenever  any  change 
whatever  occurs  in  the  intensity  of  that  field. 

C 
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12.  The  most  effective  mode  of  producing  secondary 
currents  is  by  an  induction  coil,  which  consists  usually  of 
an  iron  core  (made  up  of  a  bundle  of  soft  iron  wires  to 
facilitate  rapid  magnetisation  and  demagnetisation),  sur- 
rounded by  a  thick  primary  wire  of  small  resistance, 
which  in  its  turn  is  surrounded  by  a  fine  secondary  wire 
of  great  resistance.  The  ratio  of  the  secondary  current 
to  the  primary,  if  the  wires  are  of  the  same  gauge,  is 
dependent  simply  on  their  relative  lengths  or  on  the 
number  of  turns  which  each  makes  ;  and  if  they  arc 
of  different  diameters,  then  the  ratio  is  dependent 
on  the  product  of  the  number  of  turns  and  their 
resistance.  It  is  a  remarkable  fact  that  the  energies 
in  the  primary  and  secondary  circuits  are  very  nearly 
equal  to  each  other,  and,  indeed,  in  a  theoretically 
perfect  coil  they  would  be  exactly  equal,  but  through 
mechanical  and  magnetical  imperfections  this  perfec- 
tion cannot  be  quite  reached.  Now  the  energy  of  a 
current  in  a  coil,  at  any  moment,  is  expressed  by  the 
product  of  the  electromotive  force  (E)  at  the  terminals 
of  the  coil  producing  the  current,  and  the  current  itself 
(C),  that  is  W  =  EC.  Hence  in  a  theoretically  perfect  coil 
E|  Cj  ^  Eg  Cj 
or  E,_C1 

If  e  be  the  E.M.F.  of  each  turn  of  the  wire  in  either 
coil  (for  every  turn  may  be  considered  as  practically 
equal  and  is  in  the  same  field),  then,  if  n  be  the  number 
of  turns 

El  =  n^e 

Eg  =  n^ 

Hence      ^  ^%^  !L^ 
r*a         V-.1         n^ 
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SO  that  we  can  regulate  the  ratio  of  E.M.F.  aiid  current 
at  will,  by  varying  the  relative  number  of  turns  of  wire. 
Hence  by  increasing  the  number  of  turns  in  the  secon- 
dary circuit,  and  thereby  increasing  its  resistance,  we  can 
make  the  current  as  small  as  we  like,  and  the  E.M.F. 
as  high  as  we  like.  Thus  the  astounding  effects  of 
Ruhmkorff's  coil  are  explained. 

13.  There  is  a  remarkable  cause  of  disturbance  to  this 
theoretical  perfection  in  the  presence  of  a  secondary 
effect  in  all  coils,  due  to  electro-magnetic  inertia.  If 
you  take  a  helix,  and  start  a  current  through  it,  and 
regard  one  turn  of  the  coil,  then  this  turn  will  set  up  a 
magnetic  field  which  will  project  lines  of  force  through 
every  other  turn  of  the  helix,  in  such  a  direction  as  to 
set  up  an  opposing  E.M.F.  to  the  prime  current,  and 
every  other  turn  will  act  in  the  same  way,  so  as  to  tend 
to  set  up  a  total  E.M.F.  opposing  the  flow  of  the  prime 
current,  which  will  vary  with  the  square  of  the  number 
of  turns  («*).  When  the  prime  current  ceases,  the  reverse 
action  takes  place,  the  E.M.F.,  excited  by  the  motion  of 
the  lines  of  force  in  the  opposite  direction,  acts  in  the 
same  direction  as  the  prime  current,  and  tends  to  pro- 
long its  flow.  This  effect  of  self-induction  is  to  retard 
the  rate  of  increase  of  current  at  its  commencement,  and 
its  rate  of  decrease  at  its  cessation,  and  so  to  modify  the 
production  of  secondary  currents.  It  is  considerably 
influenced  by  the  mass  and  arrangement  of  the  iron  pre- 
sent, and  hence  bundles  of  soft  iron  wire  are  used  to 
facilitate  the  rapid  disappearance  of  the  magnetic  field. 

The  effect  of  self-induction  is  very  marked  with 
periodic  currents  of  rapid  alternations,  and  we  shall 
find,  as  we  proceed  with  our  subject,  that  it  materially 
affects  the  clearness  of  articulation  of  telephones,  and 
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seriously  impedes  the  efficiency  of  the  service.  Its 
pffect  is  not  confined  to  one  helix  or  to  theapparatus* 
It  is  not  possible  in  any  circuit  to  establish  a  cur- 
rent instantaneously  at  its  maximum  strength,  or  to 
let  it  suddenly  cease  to  flow.  Hence,  self-induction 
limits  the  number  of  currents  which  can  be  trans- 
mitted per  second.  Every  circuit,  whether  a  helix  or 
not,  has  a  co-efficient  of  self-induction,  called  L,  and  a 

time  constant  =  which  enables  calculations  to  be  made 

to  determine  the  effect  of  electro-magnetic  inertia.  The 
opposing  E.M.F.  set  up,  acts  as  a  resistance,  and  it  is 
sometimes  called  a  spurious  resistance,  but  it  differs 
from  pure  resistance,  in  the  fact  that  it  does  not  dissi- 
pate energy  by  getting  hot ;  it  stores  it  up,  or  renders 
the  energy  potential.  It  throttles  or  chokes  a  coil  when 
conveying  periodic  currents,  and  we  shall  see  how  this 
apparently  injurious  effect  is  utilized  in  practice. 
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CHAPTER   III. 

THE    BELL    TELEPHONE. 

14.  Every  telephone,  whatever  may  be  its  construc- 
tion, consists  of  two  distinct  parts : — 

1.  The  transmitter,  which  transforms  the  energy  of 
the  sonorous  vibrations  of  the  spoken  words  of  the 
sender  into  periodic  currents  which  are  sent  along  the 
line. 

2.  The  receiver,  which,  as  the  name  implies,  receives 
the  periodic  currents,  and  transforms  them  again  into 
sonorous  vibrations  which  reach  the  ear  of  the  listener. 

The  characteristic  properties  of  magnetic  telephones 
are,  first,  the  absolute  identity  and  reversibility  of 
transmitter  and  receiver;  and,  secondly,  the  fact  that 
they  present  a  complete  magnetic  system  worked  with- 
out battery. 

The  first  and  simplest  of  all  magnetic  telephones  is 
the  Bell  Telephone. 

The  first  form  of  this  instrument,  constructed  by 
Professor  Graham  Bell,  in  1876,  is  shown  in  Fig.  4.1 
A  harp  of  steel  rods  was  attached  to  the  poles  of  a  per- 
manent magnet  NS.  When  any  one  of  the  rods  was 
thrown  into  vibration,  undulatory  currents  were  induced 

1  "Journal  of  the  Society  of  Telegraph  Engineers,"  1877,  October    1st, 
.403. 
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in  the  coils  of  the  electro-magnet  E,  through  the  dis- 
turbance of  the  magnetic  field  in  which  it  was  placed, 
passing  through  the  wire  L  to  the  electro-magnet 
E^,  by  varying  its  magnetisation  attracted  the  rods 
of  the  harp,  Hi,  with  varying  force  throwing 
into  vibration  that  rod  which  was  in  unison  with  the 
one  vibrated  at  the  other  end  of  the  circuit.  Not 
only  so,  but  the  amplitude  of  vibration  of  the  one 
determined  the  amplitude  of  vibration  of  the  other, 
for  the  strength  of  the  induced  current  was  determined 
by  the  amplitude  of  the  disturbing  vibration,  and  the 


Fig.  4. 

amplitude  of  the  vibration  at  the  receiving  end  depended 
upon  the  strength  of  the  induced  currents.  When  we 
sing  into  a  piano,  certain  of  the  strings  of  the  instru- 
ment are  set  in  vibration  sympathetically  by  the  action 
of  the  voice  with  different  degrees  of  amplitude,  and  a 
sound,  which  is  an  approximation  to  the  vowel  uttered, 
is  produced  from  the  piano.  Theory  shows  that,  had 
the  piano  a  much  larger  number  of  strings  to  the  octave, 
the  vowel  sounds  would  be  perfectly  reproduced.  It 
was  upon  this  principle  that  Bell  constructed  his  first 
telephone.  The  expense  of  constructing  such  an 
apparatus,  however,  deterred   Bell   from   making    the 
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attempt,  and  he  sought  to  simplify  the  apparatus  before 
proceeding  further  in  this  direction.  After  many 
experiments  with  more  or  less  unsatisfactory  results,  he 
constructed  the  instrument  shown  in  Figs,  s  and  6, 
which  he  exhibited  at  Philadelphia  in  1876. 


Fig.  $• 

In  this  apparatus,  the  transmitter  (Fig.  5)  was 
formed  by  an  electro-magnet  E,  through  which  a 
current  flowed,  and  a   membrane    M,  made  of  gold- 


Fig.  6. 

beater's  skin,  on  which  was  placed  as  a  sort  of  armature 
a  piece  of  soft  iron,  which  thus  vibrated  in  front  of  the 
electro-magnet  when   the   membrane  was  thrown   into 
sonorous  vibration. 
The    receiver    (Fig.    6)   was    formed    of   a  tubular 
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electro-magnet  E,  consisting  of  a  vertical  single  coil 
electro-magnet,  enclosed  in  a  soft-iron  tube,  upon  which 
was  fixed  by  a  screw  a  thin  armature  of  sheet  iron 
slightly  tilted,  as  shown,  of  the  thickness  of  a  strong 
piece  of  paper,  which  acted  as  a  vibrator;  a  small 
bridge  placed  on  the  socket  acted  as  a  sounding  box. 

It  must,  however,  be  remarked  that  the  apparatus 
thus  constituted  was  not  a  magnetic  telephone  pure  and 
simple,  for  a  battery  of  several  elements  was  placed  in  the 
circuit  of  the  apparatus.  It  was,  however,  of  immense 
service,  for  it  enabled  Bell  and  his  friend  Watson  to 
experimentally  study  telephonic  transmissions.  It  was 
the  instrument  that  Sir  William  Thomson  saw  in  1876. 

15.  After  numerous  experiments  made  with  the  inten- 
tion of  discovering  empirically  the  exact  effect  of  each  ele- 
ment of  the  combination^,  the  membrane  of  goldbeaters' 
skin  used  in  the  instrument  (Fig.  5)  was  discarded, 
and  a  simple  iron  plate  used  instead,  and  further — and 
this  is  the  most  important  point  in  the  improved  appa- 
ratus— Bell  superseded  the  battery  by  a  permanent 
magnet  to  produce  the  magnetic  field.  This,  indeed, 
appears  to  have  been  his  original  idea,  as  is  indicated 
in  his  first  telephone  (Fig.  4). 

In  its  new  form  the  telephone  consisted  of  a  perma- 
nent bar  magnet,  with  a  coil  of  fine  wire  at  one  end, 
suitably  mounted  in  a  wooden  box  behind  an  iron 
diaphragm  ;  but  a  still  more  powerful  form  of  apparatus 
was  constructed  by  using  a  powerful  compound  horse- 
shoe magnet  in  place  of  the  straight  rod  which  had  been 
previously  used.  As  shown  in  Figs.  7  and  8,  upon 
each  pole-piece  of  this  magnet  a  small  coil,  B  B',  was 
placed,  and  the  diaphragm  M — a  thin  iron  disc — was 
fixed  on  a  separate  block  in  front.     On  the  side  of  the 
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block  next  the  diaphragm  was  a  shallow  cavity  to  leave 
M  free  to  vibrate,  and  a  hole  through  the  block  com- 
municated with  a  mouth  or  ear  piece  E.    By  loosening  the 


Fig.  7. 


^IG.  8. 

elamping-pieces  c,  Q\  the  position  of  the  magnet  A,  with 
regard  to  the  diaphragm,  could  be  adjusted. 

This,  the  first  practical  magnetic  telephone,  was  exhi- 
bited in  the  Essex  Institute,  in  Salem,  Massachusetts, 
on  the  1 2th  February,  1877,  on  which  occasion  a  short 
speech  shouted  into  a  similar  telephone  in  Boston 
sixteen  miles  away,  was  heard  by  an  audience  in  Salem, 
while  the  enthusiastic  applause  of  the  Salem  audience 
was  distinctly  heard  at  Boston. 
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i6.  From  the  form  shown  in  Figs.  7  and  8  to  the 
present  form  of  the  instrument  (Fig.  9)  is  but  a  step.  It  is, 
in  fact,  the  same  arrangement  in  a  portable  form,  a  bar 
magnet  being  placed  inside  a  handle,  and  a  more  con- 


Fio,  9. 

venient  form  of  mouthpiece  provided.  Professor  Peirce,  of 
Brown  University,  Providence,  Rhode  Island,  was  the  first 
to  demonstrate  the  extreme  smallness  of  the  magnets 
which  might  be  employed,  and  he  also  invented  the 
mouthpiece  shown  in  Fig.  9. 

In  this  the  latest  form  given  to  it  by  its  inventor  the  in- 
strument consists  of  a  small  wooden  or  ebonite  case  c  r, 
which  contains  the  magnet  a  placed  opposite  the  vibra* 
ting  plate  P  P,  and  serves  at  the  same  time  for  holding 
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the  instrument  in  the  hand.  By  means  of  a  screw  ^placed 
at  the  extremity  of  the  handle,  the  magnet  a  can  be 
brought  near  the  vibrating  plate  P  P,  or  removed  from  it ; 
and  this  constitutes  the  adjustment  of  the  instrument. 

The  magnet  ^  is  a  hexagonal  permanent  bar  magnet 
of  the  best  steel,  about  4i  inches  long  and  \  inch  in 
diameter.  Upon  its  N  end,  which  is  turned  true,  is  placed 
a  small  boxwood  reel  b  b^  which  is  wound  with  insulated 
copper  wire  generally  to  a  resistance  of  about  40  ohms. 
The  ends  of  this  coil  are  connected  to  two  terminals  at 
the  end  of  the  case. 

The  vibrating  plate,  which  has  a  diameter  of  2  inches 
in  its  free  part  and  a  thickness  of  from  t4t  to  iJr  of  an 
inch,  is  of  sheet  iron  and  is  either  tinned  or  coated  with 
varnish  to  prevent  its  oxidation.  The  ferrotype  plate 
used  by  photographers  is  found  to  be  most  suitable  for 
a  diaphragm  of  the  diameter  given.  The  mouthpiece 
V  V  screws  on  to  the  box  either  by  independent  screws, 
as  in  Fig.  9,  or  by  a  screw  channel ;  and  the  vibrating 
plate,  squeezed  between  it  and  the  box,  is  thus  kept  in 
position. 

17.  The  action  of  the  telephone  may  be  summed  up  in 
a  few  words.  The  iron  diaphragm  acts  as  a  sort  of  arma- 
ture to  the  magnet,  and  any  motion  imparted  to  it 
changes  the  magnetic  field  in  which  the  coil  fixed  at  the 
end  of  the  magnet  is  placed.  The  conditions  for  a  com- 
plete circuit  are  shown  in  Fig.  10,  in  which  the  parts  of  the 
telephones  at  Si  and  S«  are  marked  the  same  as  in  Fig.  9. 

On  speaking  before  the  mouthpiece  of  the  telephone 
at  Si  the  plate  M  is  thrown  into  harmonic  vibrations  ; 
these  vibratory  motions  modify  the  field  of  the  magnet 
A,  and  thus  excite  currents  in  the  coil  placed  at  its 
extremity.    The  telephone  is  in  fact  a  real  generator 
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of  electricity — a  generator  of  marvellous  sensibility, 
which  varies  the  strength  and  form  of  the  periodic 
currents  it  generates,  and  makes  them  follow  all  the 
varying  and  complicated  undulations  which  characterise 
articulate  sounds. 

The  periodic  or  undulatory  currents  thus  developed 
in  one  telephone  by  the  vibrations  of  the  plate  are  con- 
veyed to  a  second  telephone,  placed  at  any  distance 
away,  which  re-transforms  them  into  sonorous  vibra- 
tions. When  these  periodic  currents  pass  through  the 
coil  b'  of  the  receiving  telephone,  they  increase  the 
magnetisation  of  the  bar  if  they  traverse  the  coil  in 
a  direction  favourable  to  magnetisation,  and  diminish 
it  if  they  are  of  inverse  direction ;  the  plate  M  obeys" 
these  changes  of  magnetisation,  approaches  the  coil 
when  the  magnetic  force  increases,  withdraws  from  it 
by  its  own  elasticity  when  the  force  diminishes,  and 
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Fig.  10. 


by  this  undulatory  action,  aided  probably  by  molecular 
disturbance,  which  results  from  the  exciting  currents, 
vibrates  in  unison  with  the  plate  of  the  transmitter,  and 
so  reproduces  the  sonorous  vibrations,  although  with 
perceptibly  smaller  displacements,  and  therefore  with 
reduced  loudness. 
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The  telephone  certainly  is  one  of  the  most  beautiful 
illustrations  of  the  equilibrium  and  the  unity  of  natural 
forces — an  equilibrium  so  nicely  balanced,  that  no 
change,  however  slight,  can  take  place  in  one  of  them 
without  immediately  producing  a  corresponding  change 
in  the  other.  The  mechanical  effect  developed  by  the 
emission  of  sonorous  vibrations  is  very  slight,  and  yet 
the  telephone  reproduces  its  echo  at  a  distance  of  several 
hundred  miles. 

1 8.  The  extreme  sensitiveness  of  the  Bell  telephone  is 
well  shown  by  the  following  experiment  made  by  Dr. 
Werner  Siemens*: — A  Bell  telephone,  whose  magnet  pole 
was  surrounded  by  800  convolutions  of  copper  wire  of 
I  mm.  diameter  and  no  ohms  resistance,  was  placed 
in  circuit  with  one  Daniell  element.  By  means  of  a 
commutator  contained  in  the  circuit,  the  current  could 
b6  reversed  200  times  per  second ;  and  when  the 
commutator  was  set  into  continuous  motion  undulations 
were  obtained  which  produced  in  the  telephone  a  loud 
crackling  noise.  The  primary  coil  of  a  small  induction 
apparatus  was  then  placed  in  the  commutator  circuit 
whilst  the  telephone  was  in  the  circuit  of  the  secondary 
coil,  so  that,  when  the  commutator  was  set  in  motion, 
the  currents  induced  in  the  secondary  coil  acted  on  the 
telephone.  A  loud  noise  was  produced,  even  on 
inserting  50,000,000  ohms  resistance,  and  this  noise 
remained  audible  when  the  secondary  coil  was  pushed 
back  to  the  very  end  of  the  primary  one,  thus  reducing 
the  inductive  action  of  the  primary  coil  to  a  minimum, 
and  placing  it  beyond  the  reach  of  measurement. 

Mr.  Preece  has  lately  determined  ^  that  a  Bell  receiver 

^  Dr.  Werser  Siemens,   "  Monatsberichte  der  Berliner  Akademie  filr 
1878."       "   ^  .1  Brhish  Association,  Manchester,*  1^87. 
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will  respond  to  a  current  which  may  be  expressed 
thus: — 6x10-'*  ampere,  or  thus— '000,000,000,000,6 
ampere;  that  is,  six  ten-thousand-millionths  of  a 
milliamp^re. 

Pellati  obtained  similar  results  by  a  different  method. 
A  condenser  of  microfarad  capacity  was  charged  160 
times  per  second  by  connecting  it  with  two  points  of  a 
circuit,  and  discharged  through  a  telephone.  If  K  is 
the  capacity,  V  the  difference  of  potential  at  the  ter- 
minals, the  expended  energy  for  n  charges  and  dis- 
charges is  «KV2.  If  V  is  reduced  to  .0005  volt,  a  tone  is 
still  heard  in  the  telephone,  although  the  energy  is  so 
small  that  it  could  only  produce  one  small  gramme- 
degree  heat  unit  in  10,000  years.  With  this  small 
quantity  of  heat,  therefore,  the  telephone  might  be  made 
to  reproduce  sounds  during  10,000  years. 

The  great  sensitiveness  of  the  Bell  telephone  is  the 
more  remarkable  when  we  consider  the  various  trans- 
mutations of  energy  it  effects.  The  organs  of  speech 
produce  in  the  first  instance  sonorous  vibrations,  which, 
impinging  upon  the  diaphragm,  give  rise  to  oscillations 
which  in  their  turn  result  in  rapid  changes  of  the  field 
of  the  magnet,  and  consequently  in  the  production  of 
induced  currents  in  the  coil  placed  in  that  field.  These 
induced  currents  are  conveyed  by  the  line  wire  to  the 
coil  of  the  magnet  in  the  receiving  instrument,  produce 
analogous  changes  of  magnetisation  in  the  magnet,  and 
result,  partly  through  attraction  of  the  mass  and  partly 
through  molecular  action,  in  vibrations  of  the  diaphragm 
of  the  receiver.  The  vibrating  diaphragm  imparts  its 
motion  to  the  surrounding  air,  and  gives  rise  to  sonorous 

»  Pellat,  "Journal  de  Physique,"  x.,  p.  358,  1881. 
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vibrations  which  strike  the  tympanum  of  the  ear.  We 
have  here  no  less  than  eight  distinct  transmutations  and 
transformations  of  energy,  each  of  which  is  accompanied 
by  a  certain  unavoidable  loss  of  energy.  Further  losses, 
also,  arise  from  inductive  action  of  neighbouring  wires, 
leaks  through  the  supports  of  wires,  electro-static  and 
electro-magnetic  induction,  etc.  It  is,  therefore,  quite 
evident  that  the  receiver  can  in  no  case  emit  sounds  of 
the  same  intensity  as  those  expressed  before  the 
transmitter. 
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CHAPTER   IV. 

CARBON   TRANSMITTERS. 

19.  It  is  qiiite  clear  that  when  we  speak  into  a  Bell 
transmitter  only  a  small  fraction  of  the  energy  of  the 
sonorous  vibrations  of  the  voice  can  be  converted  into 
electric  currents,  and  that  these  currents  must  be  ex- 
tremely weak.  Edison  applied  himself  to  discover  some 
means  by  which  he  could  increase  the  strength  of  these 
currents.  Elisha  Gray  had  proposed  to  use  the  varia- 
tion of  resistance  of  a  fine  platinum  wire  attached  to  a 
diaphragm  dipping  into  water,  and  hoped  that  the  varia- 
tion of  extent  of  surface  in  contact  would  so  vary  the 
strength  of  current  as  to  reproduce  sonorous  vibrations  ; 
but  there  is  no  record  of  this  experiment  having  been 
tried.  Edison  proposed  to  utilise  the  fact  that  the 
resistance  of  carbon  varied  under  pressure.  He  had 
independently  discovered  this  peculiarity  of  carbon,  but 
it  had  been  previously  described  by  Du  Moncel,  who 
enounced  it  in  the  following  words :  "  The  pressure 
exercised  between  two  conducting  bodies  abutting 
against  each  other  has  a  considerable  influence  upon 
the  strength  of  the  current,"  and  also  :  "  The  increase  of 
current  strength  with  the  pressure  exercised  at  the  point 
of  contact  is  the  greater  the  higher  the  resistance  of  the 
conductors,  the  less  hard  they  are,  and  the  cleaner  their 
surface." 
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Du  Moncers  claim  was  acknowledged  by  Sir  W. 
Thomson  in  the  following  words  :  '*  It  is  true  that  the 
physical  principle  applied  by  Edison  in  his  carbon 
telephone  and  by  Hughes  in  his  microphone  is  the  same  ; 
but  it  is  also  the  same  as  that  employed  by  Cl^rac,  of 
the  French  Telegraph  Office,  in  his  variable  resistance 
tube,  which  he  had  lent  to  Mr.  Hughes  and  others,  in 
1866,  for  some  important  practical  applications.  This 
apparatus  is,  however,  entirely  dependent  upon  a  fact 
enounced    a    long    time    ago    by    Du    Moncel — that 


Fig.  II. 

tlie  increase  of  pressure  between  two  conductors  in  contact 
produces  a  diminution  in  their  electrical  resistance^ 

Edison's  Carbon  Transmitter. 

20.  The  first  carbon  transmitter  was  constructed 
in  1878  by  Edison.  After  passing  through  various 
stages  the  instrument  finally  received  the  form  re- 
presented in  Figs.  II  and  12.  It  consists  of  an  ebonite 
mouth-piece,  E,  a  vibrating  plate,  D,  and  a  disc  of 
prepared  carbon,  I,  of  the  size  of  a  shilling,  withdrawn 
from  or  brought  near  to  the  vibrating  plate  by  means 
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of  a  screw  V  at  the  back  part  of  the  transmitter.  A 
small  platinum  plate,  B,  with  a  rounded  ivory  button, 
6,  is  fixed  to  the  upper  surface  of  the  carbon  disc. 
The  vibrations  of  the  membrane  are  communicated  to 
the  carbon  by  the  small  platinum  plate.  According  to 
the  inventor  the  variations  of  pressure  produced  by  these 
vibrations  cause  a  variation  of  electrical  resistance  in  the 
carbon  (placed  in  circuit  with  a  battery  and  an  ordinary 


Fig.  12. 

Bell  receiver),  and  cause  it  to  vibrate  in  unison  with  the 
diaphragm.  In  practice,  the  current  of  the  battery,  trans- 
formed by  the  transmitter  into  an  undulatory  current, 
traverses  the  primary  wire  of  a  small  induction  coil, 
which  induces  in  the  secondary  wire  secondary  currents 
that  actuate  the  receiver  at  the  other  end. 

The  function  of  the  transmitter  in  carbon  transmit- 
ters is  restricted,  as  we  have  seen,  to  the  production  of 
variations  of  electrical  resistance  in  the  circuit ;  these 
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variations  immediately  occasion  proportionate  varia- 
tions, in  an  inverse  sense,  in  the  strength  of  the  primary 
current  For  a  given  vibration,  the  change  in  the  resist- 
ance of  the  circuit  will  have  a  given  value,  which  we 
will  assume,  for  argument's  sake,  to  be  i  ohm.  If  the 
entire  circuit  has  a  small  resistance — ten  ohms  for 
instance — the  variation  of  i  ohm  produced  in  the 
transmitter  will  vary  the  current  strength  by  ^  of  its 
total  value,  and  consequently  the  receiver,  which  acts 
under  the  influence  of  these  variations  of  current,  will 
vibrate  with  great  energy,  and  produce  a  certain  sound. 
If,  on  the  contrary,  the  total  resistance  of  the  circuit 
is  large— 1,000  ohms  for  instance— the  variations  of 
current  will  be  only  3^^  of  the  total  current  strength, 
the  receiver  vibrating  with  less  energy  and  the  sound 
being  much  less. 

To  obtain,  therefore, an  equally  powerful  effect  in  this 
case  as  in  the  other,  it  would  be  necessary  to  increase 
the  number  of  battery  elements  and  also  to  increase  the 
variations  of  resistance  of  the  transmitter.  This  is 
clearly  neither  practical  nor  economical. 

21.  Edison  cleverly  got  over  the  difficulty  by  employing 
an  arrangement  applied  already  in  1874  by  Elisha  Gray 
to  his  musical  telephone.  Instead  of  causing  the  current 
passing  through  the  transmitter  to  traverse  the  line, 
Edison  simply  passed  it  through  the  primary  wire  of  an 
induction  coil.  One  of  the  extremities  of  the  secondary 
wire  is  then  connected  to  earth,  the  other  end  is  con- 
nected to  the  line  traversing  the  receiver  and  going  to 
earth.  The  transmitter  now  acts  only  in  connection  with 
a  small  resistance,  represented  by  the  battery,  the  trans- 
mitter itself  and  the  primary  wire,  and  consequently  the 
variations  of  resistance  of  the  transmitter  have  a  consider- 
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able  relative  magnitude.  These  variations  of  resistance 
manifest  themselves  in  the  primary  wire  by  correspond- 
ing variations  of  current  strength,  and  in  the  secondary 
wire  by  induction  currents  of  proportional  amplitude 
and  high  electro-motive  force  according  to  the  size  of 
the  wire  and  its  number  of  turns  (§12).  In  virtue  of 
this  latter  property  they  can  overcome  large  resistances, 
and  we  can  thus  telephone  to  considerable  distances 
with  an  initial  current  of  low  electro- motive  force.  The 
action  of  the  apparatus  is  as  follows  :— On  speaking 
before  the  mouthpiece  E  (Fig.  1 1),  the  diaphragm  vibrates, 
and  these  vibrations  produce,  through  the  intermediary 
of  stud  b  and  plate  B,  variations  of  pressure  in  the  carbon 
disc  I.  The  resistance  of  the  carbon  disc  is  thus  varied 
exactly  in  accordance  with  the  number  and  amplitude 
of  the  vibrations  of  the  diaphragm.  To  these  varia- 
tions of  resistance  correspond  variations  of  strength  of 
the  battery  current  This  current  flows  through  the 
primary  wire  of  the  induction  coil,  producing  induced 
currents  in  the  secondary  wire,  passing  from  there  to 
the  line  which  is  connected  with  the  receiver  (an 
ordinary  Bell  telephone)  at  the  receiving  station.  The 
effect  produced  in  the  receiver  is  exactly  the  same  as 
in  the  case  of  a  Bell  telephone  acting  as  transmitter, 
and  has  been  described  in  the  preceding  pages  (5  17). 

The  performance  of  this  carbon  transmitter  was  by 
no  means  satisfactory,  and  it  is  very  doubtful  if  the 
above  explanation  of  its  action  is  accurate.  Professor 
Hughes  ^  in  1878  read  a  paper  before  the  Royal  Society,  in 
which  he  introduced  the  microphone,  an  instrument  that 
operated  from  another  principle,  viz.,  the  variation  of  re- 
sistance in  a  loose  contact  when  traversed  by  a  current 
^  Proceedings  of  the  Royal  Society,  May,  1878. 
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Hughe^  Microphone. 

22.  The  microphone  is  nothing  but  a  telephonic 
transmitter,  but  it  owes  its  name,  which  was  given  it 
by  its  inventor,  to  its  power  to  convert  vibrations  of 
feeble  intensity  into  undulatory  currents,  which,  passing 
through  a  receiving  telephone,  produce  sonorous  vibra- 
tions of  much  greater  intensity  than  those  of  the 
original  source.    It  performs  therefore  in  acoustics,  with 


hiG.  13. 

regard  to  feeble  sounds,  the  same  part  as  the  micro- 
scope does  in  optics  as  regards  small  objects. 

We  must,  however,  guard  against  the  belief  that  the 
analogy  between  the  microscope  and  the  microphone 
goes  further  than  the  effect  produced  by  the  two  classes 
of  instruments;  there  is  nothing  to  prove  that  we  have 
to  do  with  an  amplification  of  the  sounds  themselves ; 
on  the  contrary,  it  seems  more  probable  that  it  is  rather 
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a  question  of  transformation  of  molecular  movements 
into  sonorous  vibrations  than  orte  of  actual  amplification. 
Amongst  the  earliest  forms  which  Professor  Hughes 
gave  to  this  instrument  is  the  form  shown  in  Fig.  13. 
He  took  two  French  nails,  laid  them  side  by  side^ 
not  touching  each  other,  and  bringing  the  ends  of  the 
wire  in  contact  with  them,  and  laying  between  or  across 
them  a  third  and  similar  nail,  he  was  able  to  reproduce 


y     \  ^^^^^uisj^^^^^s^-^ 


Fig.  I4t 

in  a  telephone  fixed  between  X  and  Y  almost  per- 
fectly the  sound  of  a  clock,  and  more  than  that,  he 
began  to  get  indications  of  the  sound  or  tone  of  the 
voice.  The  apparatus,  in  fact,  constitutes  a  real 
telephonic  transmitter.  Words  spoken,  airs  sung  to 
this  little  nail,  which  can  dance  on  the  two  others 
to  the  sounds  or  the  notes  emitted,  are  instantaneously 
transmitted  to  the  receiver  at  the  other  end  of  the  line 
with  marvellous  clearness  and  power. 
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The  effect  produced  is  better  still  with  carbon  pencils, 
and  the  apparatus  employing  carbon,  which  has,  with 
a  few  unimportant  modifications,  remained  the  micro- 
phone "  par  excellence,"  is  represented  in  FigS;  14  and  15. 
It  consists  of  a  small  pencil  of  gas  carbon  A  terminating 
in  a  point  at  each  end ;  the  two  ends  rest  lightly  within 
two  small  circular  holes  in  two  pieces  of  carbon  C  C',  and 
the  carbon  pencil  takes  up  a  vertical  position  between 
them ;  C  and  C'  are  fixed  to  a  thin  sounding  board,  which 


Fig.  15. 


is  placed  on  a  solid  block  D  (Fig.  15).  The  pieces  c 
and  c'  are  connected  by  the  wires  X  and  Y  to  the 
battery  and  to  the  line  wire  leading  to  the  receiver. 
The  instrument,  rough  as  it  looks,  is  of  surprising  delicacy. 
It  converts  into  sonorous  vibrations  not  only  musical 
sounds  and'  words,  but  the  slightest  oscillations  and  even 
an  imperceptible  rustling.  The  slightest  touch,  the  least 
friction  against  the  block,  is  sufficient  to  produce  a 
grinding  noise  in  the  telephone.  The  point  of  a  small 
brush  rubbing  against  the  block,  the  fall   of  a  small 
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cotton  ball,  produce  a  perfect  uproar  in  the  receiver ; 
a  fly  or  any  other  insect  walking  is  distinctly  heard 
by  a  person  at  a  distance  of  over  a  mile  from  the 
transmitter. 

The  difference  between  Edison's  carbon  transmitter, 
and  the  microphone  in  its  simple  form  as  constructed 
by  Hughes  is  very  slight;  but  the  Edison  form  has 
disappeared,  and  in  the  same  way  as  all  magnetic 
telephones  are  more  or  less  imitations  or  modifications 
of  the  original  Bell  instrument,  so  all  carbon  trans- 
mitters are  now  modifications  of  Hughes'  ingenious 
apparatus.  The  number  of  these  imitations  is  legion  ; 
but  most  of  them  are  modifications  without  much 
practical  value.  We  cannot  examine  all  these  apparatus  ; 
we  shall  confine  ourselves  to  the  description  of  those 
modifications  which  represent  real  improvements,  and 
which  have  given  satisfactory  results  in  practice. 
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CHAPTER  V. 

THEORY. 

The   Telephone, 

23.  The  following  figure  (Fig.  16)  gives  a  general  idea 
of  the  field  (§  10)  about  a  Bell  telephone.  The  resultant 
effect  of  the  iron  disc  is  probably  to  shift  the  pole  at 
B  nearer  to  the  end  of  the  magnet.  The  disc  itself 
becomes,  as  it  were,  part  of  the  pole.     The  coil  of  wire 


Fig.  16. 

is  permeated  by  lines  of  force,  and  any  vibration  or 
displacement  of  the  disc  vibrates  or  displaces  these  lines 
of  force. 

If  we  want  to  get  a  clear  idea  of  the  modus  operandi 
of  the  reproduction  of  sound  by  means  of  the  Bell 
telephone  we  must  examine  what  happens 

1.  In  the  transmitter. 

2.  In  the  receiver. 
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The  sonorous  vJbfations  due  to  the  voice,  intensified 
by  the  conical  shsqjc  of  the  mouthpiece  (Fig.  8),  trans- 
mit their  energy  to  the  elastic  membrane,  or  diaphragm, 
and  this  latter  reproduces  in  its  movements,  with  all  their 
variations  of  pitch,  amplitude,  and  timbre,  those  of  the  air, 
itself  set  in  vibration  by  the  voice.  The  movements  of 
the  diaphragm,  as  it  approaches  or  withdraws  from  the 
neighbouring  pole  of  the  magnet,  cause  corresponding 
modifications  in  the  distribution  of  the  magnetic  lines 
of  force  in  the  field  passing  through  the  coil.  These 
variations  in  the  lines  of  force  give  rise  in  the  wire  of 
the  coil  to  induced  currents  of  varied  direction  and 
strength,  and  these  currents  are  by  the  line  wire 
transmitted  to  the  coil  of  the  receiver. 

The  explanation  of  the  phenomena  which  occur  in  the 
receiver  of  the  Bell  telephone  given  in  the  preceding 
pages  (§  17)  is  considered  by  some,  if  not  as  inexact,  at 
least  as  insufficient.  Instead  of  regarding  the  vibration 
of  the  diaphragm  as  due  to  magnetic  attractions  and 
repulsions  of  the  magnetized  bar  only,  there  is  an  inclina- 
tion on  the  part  of  French  physicists  to  believe  that  the 
rapid  magnetisations  and  demagnetisations  in  the  bar 
produced  by  the  induced  currents  give  rise  to  molecular 
disturbances  in  the  mass  of  the  bar,  that  these  disturb- 
ances are  communicated  to  the  diaphragm,  and  there 
cause  oscillatory  motions  which  finally  manifest  them- 
selves in  sonorous  vibrations. 

On  measuring  the  currents  developed  in  a  Bell  tele- 
phone they  are  considered  much  too  feeble  to  account 
for  the  effects  produced  in  the  diaphragm  of  the  receiver, 
if  these  effects  were  to  be  attributed  to  attractions  pure 
and  simple.  This  is  simply  a  theoretical  difficulty  ;  biit  it 
is  borne  out  by  Ader's  experiments  (§  27), who  constructed 


Digitized  by  VjOOQIC 


THEORY.  43 

telephones  without  a  vibrating  membrane  and  even  with- 
out  a  magnet,  and  has  obtained  transmission  of  speech 
with  magnet*?  made  from  iron  wire  fixed  to  a  small  plate 
and  placed  in  communic«ition  with  a  metallic  mass, 
and,  further,  the  experiments  of  Antoine  Br^guet,  who 
replaced  BelFs  thin  membrane  by  plates  of  fifteen  centi- 
metres thickness,  clearly  indicate  that  molecular  effects 
and  magnetic  attractions  combine  together  to  repro- 
duce the  sounds  of  the  transmitter.  In  short,  the 
actions  and  reactions  at  play  in  the  telephone  are  less 
simple  than  was  thought  at  first,  and  the  theory  of 
this  beautiful  instrument  is  far  from  being  finally 
settled. 

24,  It  has  called  forth  the  exercise  of  a  considerable 
amount  of  ingenuity,  of  experiment  and  writing  in 
France.  Du  Moncel,  who  studied  it  with  great  care, 
arrived  at  the  following  conclusions  :  ^  There  exist  in 
the  Bell  telephone  several  modes  of  reproduction  of 
speech  : — 

1 .  The  molecular  vibrations  of  the  magnetic  core  and 
its  armature,  consequent  upon  their  alternate  mag- 
netisations and  demagnetisations  under  the  influence 
of  undulatory  currents. 

2.  The  true  electro-magnetic  attractions  of  the  mass 
of  the  diaphragm. 

3.  The  reciprocal  action  of  the  spirals  of  the  mag- 
netising coil. 

4.  The  mutual  reaction  between  the  coil  and  the 
magnetic  bar. 

5.  The  mechanical  transmission  of  the  vibrations  of 
the  electro-magnetic  system  by  the  various  accessory 
parts  constituting  the  telephonic  apparatus. 

1  Du  Moncel,  '*  Le  TdI6phone."  4ra«  edition. 
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Mercadieri  considers  the  diaphragm  to  be  animated 
by  two  movements,  molecular  and  molar.  The  former 
are  independent  of  form,  like  the  resonance  of  a  wall ; 
the  later  are  transversal,  and  act  as  a  whole,  like  the 
skin  of  a  drum.  He  replaced  the  iron  diaphragm  of  the 
Bell  telephone  by  a  sheet  of  paper,  cardboard,  mica, 
glass,  vulcanized  india-rubber,  zinc,  aluminium,  copper, 
etc.,  on  which  he  sprinkled  a  small  quantity  of  iron 
filings,  and  came  to  the  conclusion  that  in  the  magnetic 
telephone,  whether  employed  as  transmitter  or  as  re- 
ceiver, the  iron  diaphragm  never  acts  like  a  sonorous 
body  vibrating  in  its  entirety  ;  it  vibrates  like  a  con- 
gregation of  particles  each  gifted  with  independent 
movements. 

There  are,  however,  as  Geraldy  points  out,  certain 
facts  proved  by  practical  telephony  which  cannot  be 
explained  by  this  or  any  other  theory.  How  is  it  that 
multipolar  telephones (§3 2) — that  is,  instruments  in  which 
the  diaphragm  is  opposed  to  several  magnetic  poles — do 
not  of  necessity  show  any  superiority  over  unipolar 
ones?  If  all  the  particles  of  the  diaphragm  are  in 
motion,  if  each  of  them  contributes  its  share  towards  the 
reproduction  of  articulate  vibration  of  speech,  there 
would  be  a  direct  gain  in  utilizing  all  these  movements, 
in  employing  all  these  molecules  as  modifiers  of  the  mag^ 
netic  field  ;  in  default  of  one  rather  large  pole  the  em- 
ployment of  several  poles  would  seem  to  be  indicated  ; 
and  yet  we  find  that  such  is  not  the  case.  Further, 
why  should  several  telephones,  receiving  the  voice  at 
the  same  time,  and  acting  on  the  same  line,  not  give  a 
sensibly  better  result  than  a  single  one  ? 

The  views  of  Du  Moncel  and   Mercadier  have  not 

1  La  LumiAre  Elcctrique,  1886,  p.  246. 
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received  general  acceptance,  and  we  are  content  to 
believe  that  the  diaphragm  of  a  Bell  telephone  in- 
fluenced by  magnetic  attractions  and  repulsions,  acts 
as  a  simple  sonorous  body  subject  to  harmonic 
displacements,  and  imparting  these  movements  as 
sonorous  vibrations  to  the  surrounding  air. 

The  theory  of  the  telephone  has  given  rise  to  much 
controversy,  and  it  will  probably  continue  to  be  an 
interesting  subject  for  discussion.  It,  however,  remains 
marvellous  in  its  simplicity  and  astounding  in  its  results. 

The  Microphone, 

25.  The  true  action  of  the  microphone  or  carbon- 
transmitter  is  also  very  little  understood  ;  it  introduces 
into  a  closed  electric  circuit,  through  which  a  current  is 
flowing,  a  resistance  which,  varying  exactly  with  the 
sonorous  vibrations  impinging  upon  it,  causes  the 
current  to  undulate  in  a  way  exactly  analogous  to 
the  varying  sound  waves.  This  effect  is  generally 
assumed  to  be  due  to  a  greater  or  less  intimacy  of 
electrical  contact  between  two  semi-conducting  surfaces 
abutting  upon  each  other  ;  but  there  is  now  very  little 
doubt  that  it  is  due  to  the  effects  of  heat  generated 
by  the  passage  of  electricity  between  two  points  in 
imperfect  contact,  whose  relative  distance  is  variable. 
Carbon,  according  to  Shelford  Bidwell,  is  the  best 
material  for  the  purpose — first,  because  it  is  inoxi- 
disablc  and  infusible ;  secondly,  because  it  is  a  poor 
conductor  ;  and,  thirdly,  because  it  has  the  remarkable 
property  of  having  its  resistance  lowered  when  it  is 
heated — the  reverse  of  metals. 

Attempts  have  been  made  to  apply  mathematical 
analysis  to  the.  .determination  of  the  bpst    form    and 
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arrangement  of  microphones,  but  at  present  the  micro- 
phone defies  mathematics.  The  fact  is,  that  the  condi- 
tions due  to  heat  in  the  microphone,  and  to  self-induc- 
tion in  the  induction  coil,  are  very  complicated,  and  are 
not  yet  sufficiently  understood  to  bring  the  phenomena 
they  effect  within  the  region  of  mathematical  analysis. 

Experiments  made  by  Shelford  Bidwell  ^  show  that 
the  diminution  of  resistance  of  a  microphonic  contact  is, 
under  ordinary  conditions,  due  not  only  to  an  increase  of 
pressure,  but  also  to  an  increase  of  current,  which  ampli- 
fies the  effects  independently  of  the  diminution  of  resist- 
ance of  the  contact ;  and,  further,  it  has  been  shown  by 
Stroh^  that  the  variations  of  current  just  mentioned 
must  be  attributed  to  variations  of  thickness  of  the  thin 
layer  of  air  intervening  between  the  carbons. 

The  action  of  the  microphone  might  then  be  explained 
in  the  following  way  : — By  the  passage  of  the  current 
between  two  carbon  points  in  loose  contact  heat  is 
generated,  the  amount  of  which  varies  with  the  motion 
of  the  points,  a  variation  of  resistance  in  the  circuit  is 
the  result ;  this  variation  of  resistance  causes  a  variation 
of  current  strength,  and  gives  rise  to  undulatory 
currents. 

The  remark  which  has  been  made  with  regard  to  the 
theory  of  the  telephone  applies  with  equal  force  to  that 
of  the  microphone — it  is  far  from  being  established  with 
any  degree  of  certainty. 

Hughes  explained  the  variation  of  resistance  by  a 
variation  of  the  amount  of  contact — that  is  to  say,  that 
in  consequence  of  the  change  of  position  of  the  loose 
contact  produced  by  the  sonorous  vibrations,  a  larger  or 

1  Shelford  Bidwell,  '*La  Lumidre  Elcctrique,"  17  March,  1883. 
?  Stroh,  "Telegraphic  Journal,"  l^  March,  1883. 
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smaller  number  of  molecules  take  part  in   the  trans- 
mission of  current. 

This  explanation  by  no  means  excludes  the  theory- 
stated  above.  It  is  at  least  conceivable  that  heat  may 
assist  the  action  of  the  sonorous  vibrations.  Professor 
Hughes  favours  the  existence  of  little  electric  arcs  at 
the  points  of  contact  There  are  many  phenomena, 
such  as  hissing  and  humming,  that  are  clearly  due  to 
what  is  known  as  the  Trevelyan  effect,  and  therefore 
compatible  with  the  heat  hypothesis.  In  fact,  with 
continuous  use  a  transmitter  becomes  sensibly  warm. 
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CHAPTER  VI. 

TELEPHONE  RECEIVERS. 

The  instruments  which  find  a  place  in  this  chapter  are 
all  more  or  less  modifications  or  imitations  of  the  original 
Bell  telephone,  and  we  confine  ourselves  to  the  descrip- 
tion of  those  which,  either  on  account  of  a  higher 
efficiency,  or  for  reasons  of  novelty  of  construction,  or 
from  being  in  actual  use,  present  features  of  interest 
26.  An  important  modification  of  the  Bell  is — 

Cowers    Telephone, 

The  main  difference  between  this  instrument  and 
Bell's  consists  in  the  form  of  the  magnet,  which,  as  will 
be  seen  by  referring  to  Fig.  17,  has  a  semicircular 
shape.  The  steel  horseshoe  magnet  N  o  S,  although 
small,  is  very  powerful.  Each  pole  supports  a  small 
oblong  piece  of  iron,  on  which  the  coil  is  fixed.  The 
whole  is  enclosed  in  a  flat  brass  case,  whose  cover 
carries  the  diaphragm  M.  The  thickness  of  this  mem- 
brane is  slightly  greater  than  that  of  the  Bell ;  it  is 
fastened  to  the  cover  by  a  ring,  and  some  screws  placed 
in  the  circumference  of  the  ring. 

Gower  employed,  instead  of  the  ordinary  telephonic 
mouthpiece,  flexible  acoustic  tubes,  like  those  of  a 
speaking-tube. 
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To  call  attention,  Gower  used  a  special  arrangement 
represented  separately  by  Fig.  17  in  half  natural  size. 
It  consists  of  a  tube  A  bent  at  right  angles,  fastened  to 
the  membrane  M.  One  end,  T,  of  the  tube  faces  the 
diaphragm,  whilst  the  other  opens  into  the  telephone  case; 


Fig.  17. 

the  tube  contains  a  vibrating  reed  L.  By  blowing  into 
the  acoustic  tube,  the  reed  vibrates  and  communicates  its 
vibration  to  the  plate  of  the  telephone  much  more  effec- 
tually than  could  be  done  by  shouting  into  the  mouth- 
piece. These  intense  vibrations  produce  powerful  induced 
currents,  which,  give  rise  in  the  receiver  to  corresponding 
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vibrations,  and  thus  create  a  considerable  noise.  By- 
adding  a  large  resonant  ear-trumpet  to  the  apparatus, 
the  sound  can  be  heard  at  a  distance  of  several  feet. 
The  addition  on  the  membrane  of  the  tube  A  in  no 
way  disturbs  the  clearness  of  transmission. 
This  is  the  receiver  used  by  the  British  Post  Office  (§35). 

Adet^s  Telephone.  1 
27.  This  telephonic   receiver   is  extensively   used  in 
France,  in  Belgium,  and  in  Austria.   It  consists,  as  will  be 

seen  from  Fig.  18,  of  a  circular 
magnet  A,  which  at  the  same 
time  serves  as  handle  to  the 
instrument.  On  the  two 
cores,  B  B,  fixed  to  the  two 
magnet  poles,  two  coils  are 
wound, an  arrangement  similar 
to  that  in  the  preceding  appa- 
ratus. Ader,  however,  has 
added  to  this  telephone  a  soft 
iron  ring,  X  X,  placed  before 
the  vibrating  plate  M  M, 
to  which  he  has  given  the 
name  of  "over-exciter"  (sur-excitateur).  The  object 
of  this  iron  ring  is  to  excite  more  strongly,  by  means 
of  magnetic  induction,  the  opposite  magnet  poles. 
The  theory  of  this  magnetic  reaction  was  first  stated 
by  Du  Moncel  in  1878.  He  found  that  the  more 
the  mass  of  the  armature  of  a  magnet  approached  in 
magnitude  the  mass  of  the  latter,  the  more  powerful 
is  their  reciprocal  induction,  until,  when  the  masses 
are  equal,  it  reaches  a  maximum.  If  an  iron 
*  Sieur,  Elude  sur  la  Td^phouie. 


Fig.  18. 
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membrane  be  placed  between  the  two  masses  it  will 
be  found  in  a  strong  magnetic  field.  This  effect  might 
be  obtained  by  increasing  the  mass  of  the  diaphragm 
itself,  but  the  result  would  then  be  obtained  at  the  expense 
of  its  vibrating  capacity.  The  iron  ring  X  X  concentrates 
the  lines  of  force  perpendicular  to  the  plane  of  the 
diaphragm  instead  of  allowing  them  to  be  scattered. 
The  variations  produced  in  the  magnetisation  of  the 
magnet  by  the  induced  currents  consequently  have  a 
maximum  effect  on  the  vibrating  plate,  whose  centre  is 
placed  in  the  strongest  possible  magnetic  field  perpen- 
dicularly to  the  lines  of  force.  The  telephone  thus 
becomes  more  powerful  and  more  sensitive  to  the 
extremely  delicate  inflections  of  the  undulations  con- 
stituting the  timbre  of  the  human  voice.  Ader's 
telephone  receiver  is  certainly  one  of  the  most  sensitive 
at  present  in  use* 

Kolyra's  TelepJione} 

28.  The  manufacturing  of  horse-shoe  magnets  is  rather 
expensive,  and  their  adjustment  is  difficult  on  account 
of  the  deformations  which  occur  during  the  tempering 
of  the  steel.  It  is  therefore  desirable  to  find  a  means 
to  render  the  construction  of  telephones  employing 
horse-shoe  magnets  simple  enough  to  allow  of  their 
being  supplied  at  the  same  price  as  telephones  with 
straight  magnets.  This  problem  Kotyra  Claims  to  have 
successfully  solved. 

The  magnet  M  (Fig.  19)  is  formed  of  a  large  number 
of  small  thin  plates  of  tempered  steel  of  different 
length,  cut  out  of  the  same  bar  and  joined  together  so 
as  to  present  the  form  of  a  horse-shoe.     The  pole  pieces 

*  **  La  Lumiirc  felectrique/   iS8«,  vol,  vii.,  p.  <fl\. 


Digitized  by  VjOOQIC 


52 


THE  TELEPHONE. 


of  the  magnet  consist  of  steel  plates  A  A  and  N  S  of 
different  length,  which  may  be  cut  out  of  the  same  bar  ; 
the  latter  carry  the  iron  cores  of  the  electro-magnet 
coils  B  Bi  In  this  electro-magnetic  system  no  piece  has 
to  be  forged,  and  every  plate  being  magnetised  indivi- 
dually, a  more  energetic  and  more  durable  effect  is  said 


.  Fig.  19. 
to  be  obtained  than  with  a  massive  magnet   made  of 
one  piece.     The  remainder  of  the  apparatus,  in  which  D 
is  the  diaphragm  and  E  the   mouthpiece,  resembles  an 
ordinary  Bell. 

UArsonvars  Telephone y 

29.  In  telephones  with  two  poles  and  two  coils,  such 

as  have  been  described,  the  only  really  useful  part  is 

supposed  to  be  the  wire  placed  between  the  two  poles ; 

the  part  of  the  wire  which  is  outside  is  almost  com- 

1  **La  Lumifere  Electrique,"  1882,  vol.  vii.,  p.  150. 
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pletely  lost  for  induction,  and  simply  creates  a  useless 
resistance,  all  the  lines  of  force  of  the  magnet  being 
concentrated  in  the  inter-polar  space. 

To  subject  the  whole  of  the  wire  to  induction, 
D*Arsonval  has  constructed  an  annular  magnetic  field, 
as  in  the  Nickles  electro-magnets,  by  taking  as  centre 
one  of  the  poles  of  the  magnet,  while  the  other  pole 
surrounds  it  in  the  form 
of  a  circle.  The  induc- 
tion coil  being  fixed 
to  the  central  pole,  all 
the  parts  of  the  wire 
are  perpendicular  to  the 
direction  of  the  lines 
of  force,  and  conse- 
quently subjected  to 
maximum  induction. 

The  magnet  there- 
fore consists  of  a  spiral 
part  A  (Fig.  20),  one 
extremity  of  which 
carries  the  central  pole 
N,  on  which  is  placed 
the  coil  B ;  the   other  ^^^-  ^• 

extremity  carries  an  iron  cylinder  T  surrounding  on 
all  sides  the  coil,  which  is  thus,  as  it  were,  buried  in  a 
circular  magnetic  field  of  great  intensity. 

Finally,  the  box  D,  which  carries  the  iron  diaphragm, 
is  fixed  in  the  most  simple  and  most  solid  fashion 
without  requiring  any  screws;  it  is  simply  squeezed 
between  the  magnet  and  its  core,  represented  sepa- 
rately at  N. 
The  terminals  have  likewise  been  suppressed  by  a 
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ver>'  simple  system  of  fastening  of  the  double  conducting 
cable  F. 

In  this  form  the  complete  instrument  weighs  350 
grammes  (less  than  one  pound),  and  gives  excellent 
effects  considering  its  slight  weight. 

Siemens^  Telephone,^ 

30.  This  instrument  is  the  receiver  chiefly  used  in 
Germany;  it  is  represented  in  Figs.  21  and  22. 

On  the  horse-shoe  magnet  fn  m  two  steel  polar 
pieces  5  s,  are  fastened  by  means  of  screws.  The  polar 
pieces  carry  the  small  oblong  soft  iron  cores  u  «,  which 
are  wound  with  fine  insulated  copper  wire. 

The  horse-shoe  magnet  is  joined  to  the  plate  ^  ^  by 
means  of  a  screw  y,  which  passes  through  the  iron 
plate  e  e,  through  a  wooden  block  i  fixed  to  the  plate, 
and  through  a  brass  plug  in  the  centre  of  the  wooden 
block.  When,  therefore  the  screw  is  tightened,  the 
magnet  is  lowered,  whilst  it  is  raised  by  the  opposite 
action  of  the  screw.  Two  small  boards  A  A  press  on 
either  side  against  the  two  extremities  of  the  magnet, 
and  serve  for  the  reception  of  the  wires  r  r,  which  are 
connected  to  the  convolutions  of  the  two  coils  u  u.  The 
wires  r  r  end  in  two  screws  fastened  to  either  side  of 
the  block  /,  and  the  line  wires  start  from  these  screws. 
An  iron  stirrup  g g  for  the  suspension  of  the  instru- 
ment is  fastened  to  the  plate  e  e. 

The  whole  mechanism  is  placed  in  a  cylindrical  tube 
of  sheet  iron  c  c  (Fig.  22)  in  such  a  manner  that  e  e 
forms  the  foundation  plate  of  the  apparatus. 

The  tube  carries  a  top  piece  b  by  and  is  above  b  closed 

^  Grawinkel,  '*  Telephome  and  MikropEonie,"  p.  73. 
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in  the  interior  by  means  of  a  round  piece  of  sheet  iron. 
The  apparatus  terminates  in  a  conical  mouthpiece  a  a 


Fig.  22. 


\=^ 


Fig.  21. 


of  polished   wood,  in  the  centre  of  which  is  a  round 
opening  lined  with  brass. 
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The  distance  of  the  magnet  from  the  membrane  is 
regulated  by  means  of  the  screw  q,  an  arrangement 
which  has  been  adopted  in  a  number  of  other  tele- 
phones. 

Siemens'  apparatus,  like  the 
three  preceding  ones,  differs 
from  BelFs  latest  pattern  only 
in  the  form  of  the  magnet 
which  it  employs.  Thestraight 
unipolar  magnet  has  been  re- 
placed by  one  of  the  shape 
of  a  horse-shoe,  and  also  the 
iron  membrane  is  larger  and 
stronger  than  that  of  the 
Bell  instrument.^ 

The  call  is  effected  by  a 
small  whistle  or  reed,  which 
is  blown  before  the  diaphragm 
of  the  transmitter,  and  pro- 
duces a  shrill  tone  in  the 
receiver  more  than  sufficient  for  the  purpose. 

The  whistle  (Fig.  23)  consists  of  a  conical  tube  of 
hardened  indiarubber,  in  the  interior  of  which  an 
angular  metallic  piece  w  w  \^  fastened  by  means  of 
screws.  A  vibrating  reed  b  is  fixed  at  one  end  to  the 
piece  w  w,  and  free  to  vibrate  at  the  upper  end.  The 
lower  part  of  the  angle  zu  w  is  perforated,  and  in  the  per- 
foration plays  a  rod  //  provided  with  a  small  clapper. 

On  blowing  into  the  whistle,  which  is  fastened  to  the 
top  of  the  apparatus,  a  sound  like  that  of  a  penny- 
trumpet  Is  produced  ;  the  clapper  which  touches  the 
iron  membrane  by  its  up  and  down  strokes  strengthens 
1  Bell's  original  telephone  contained  a  holrseshoe  magnet  (Fig.  7,  $  15). 


Fig.  23. 
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the  vibrations  of  the  latter,  so  that  a  shrill  loud  tone  in 
the  receiver  is  the  result. 

Neumayet^s  Telephone} 
3 1.  This  instrument  is  used  for  the  Bavarian  telephonic 
service,  and  constitutes  one  of  the 
most  successful  modifications  of  the 
original  Bell.  The  magnet  (Fig.  24) 
m  m  consists  of  five  cylindrical  rods 
of  best  hardened  steel.  The  pole 
opposed  to  the  diaphragm  is  formed 
in  the  follov/ing  way.  It  has  been 
explained  in  §  12,  that  by  the  intro- 
duction of  a  bundle  of  soft  iron  wire 
into  the  core  of  an  electro-magnet, 
the  inductive  action  of  the  coil  is 
considerably  increased.  Neumayer, 
therefore,  joins  pieces  of  very  fine 
iron  wire  (wire  as  used  for  wiring 
flowers),  3  centimetres  in  length,  into 
a  bundle,  which  he  solders  into  a 
cylinder  of  thin  brass.  The  upper 
half  of  the  bundle  is  pushed  into  the 
coil,  whilst  the  lower  half  joins  the 
steel  magnets  as  closely  as  possible. 
The  steel  rods  are  kept  in  position  by 
a  brass  ring,  /.     In  order  to  render  Fig.  24. 

the  variations  of  distance  between  the  pole  and  the 
membrane  arising  from  variations  of  temperature  as 
small  as  possible,  and  thus  to  dispense  with  a  special 
regulation  of  the  receiver,  the  brass  cylinder  surround- 
ing the  bundle  of  wires  is  screwed  to  the  brass  case, 

i  **  Electrotechnische  Zeitschrift,"  1884,  No.  viii.,  p.  339  (Fig.  7,  §  51). 
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and  the  distance  of  the  magnet  from  the  membrane 
is  thus  rendered  independent  of  the  variations  of  length 
of  the  steel  rods.  The  latter  are  surrounded  by  a 
wooden  mantle,  which  is  fastened  to  the  bottom  of 
the  brass  case.  All  the  visible  metallic  parts  are 
nickel-plated.  The  membrane  is  '3  mm.  thick,  and 
rests  with  its  rim  of  2  mm.  width  on  the  edge  of  the 
metal  case.  It  is  kept  in  position  in  the  usual  manner  by 
the  vulcanite  mouthpiece  v,  which  is  screwed  on  to  the 
top  of  the  case.  The  coil  is  wound  with  copper  wire  of 
•II  mm.,  and  has  a  resistance  of  about  ico  ohms. 

Goloubitzky's  Telephoned 

32.  Starting  from  the 
fact  that  several  tele- 
phones placed  at  the 
receiving  station  can  si- 
multaneously reproduce 
speech  without  any  sen- 
sible loss  of  sound  in  each 
of  them,  Goloubitzky 
thought  that,  by  convert- 
ing these  several  tele- 
phones into  a  single  one, 
an  apparatus  might  be 
obtained  which  would 
produce  more  intense 
sounds.*  A  further  step 
in  the  same  direction  led 
him  to  the  conclusion 
Fig.  25.  that   several  magnets 

1  **Li  Lumi^re  Elcctrique,"  vol.  vii.,  p.  503,  1882. 

<  The  late  G.  W.  Phelps  had  done  the  same  thing  in  America  in  1878. 
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acting  at  the  same  time  on  the  same  diaphragm  would 
fulfil  the  same  purpose,  provided  that  the  vibrations  pro- 
duced were  concordant.  These  considerations  resulted 
in  the  construction  of  the  apparatus  shown  in  Fig.  25. 
The  poles  of  two  horse-shoe  magnets  crossing  each 
other  at  right  angles  are  placed  opposite  the  dia- 
phragm, in  the  annular  region  corresponding  to  the 
centres  of  vibration ;  the  four  poles  of  the  two  mag- 
nets form  the  four  angles  of  a  perfect  square,  two 
poles  of  the  same  name  being  placed  alongside  one 
another.  The  diaphragm  is  separated  from  the  cylin- 
drical box  of  the  telephone  by  a  small  copper  ring 
surrounding  the  border.  It  is  stretched  and  held  at 
a  convenient  distance  from  the  four  magnetic  poles  by 
the  cover  carrying  the  telephonic  mouthpiece.  If  a 
hollow  sound  is  produced  by  tapping  on  the  diaphragm 
through  the  opening  of  the  mouthpiece,  the  adjustment 
is  complete.  The  electro-magnet  coils  are  first  of  all 
connected  so  as  to  correspond  to  the  two  different  poles 
of  the  same  magnet,  and  the  two  pairs  of  coils  are  sub- 
sequently joined  for  tension. 

Bottc/tet^s  Telephone} 

33.  This  magnetic  telephone  was  exhibited  at  Vienna 
in  1883.  It  acts  both  as  transmitter  and  receiver. 
It  consists  (Fig.  26)  of  two  horse-shoe  magnets 
A  M  A,  joined  by  their  poles  of  the  same  name,  and 
suspended  between  the  elastic  bottom  of  the  case  and 
the  membrane  by  elastic  wire  loops  in  such  a  way  that 
they  can  be  regulated  by  two  fine  screws.  In 
order  to  obtain  rapid  and  thorough  changes  of  mag- 
netisation, each  of  the  two  pole  pieces  consists  of  three 

1  '*  Bericht  iiber  die  Internationale  Electrische  Ausstellung,*'  Wien, 
1883,  p.  254. 
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separate  iron  rods  P,  which  are  surrounded  by  the  two^ 
coils  J.  Above  these  iron  cores  lies  the  iron  membrane 
w,  at  a  distance  of  \  mm.  On  speaking  into  the 
telephone  through  the  tube  T,  not  only  the  membrane 
but  the  suspended  magnets  are  thrown  into  vibration,  and 


Fig.  26. 

the  telephonic  effect  is  thereby  considerably  strength- 
ened. The  metallic  telephone  case  rests  on  feet ;  a 
funnel-shaped  mouthpiece  T  is  placed  above  the  mem- 
brane. 

The  Bell  Receiver  of  the  Swiss  Telephone 
A  dministration. 
34.  By  continuous  improvements  and  careful  work- 
manship this  instrument  is  said  to  have  been  brought 
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to  a  State  of  perfection  which  is  not  surpassed  by  any 
other  Bell  receiver  now  in  use. 

Fig.  27  represents  a  section  through  the  receiver, 
and  a  side  view  of  the  compound  magnet.  The 
whole  apparatus  is  enclosed  in  a  polished  ebonite  case 
whose  thickness  is  at  least  2\  mm.  all  over.  The 
mouthpiece  A  being  screwed  on  the  case  keeps  the 
membrane  in  firm  position  in  its  whole  circumference. 
This  latter  has  a  diameter  of  57  mm.,  and  a  thickness  of 
\  mm. ;  it  consists  of  soft  sheet-iron,  and  is  coated  with 
a  thin  layer  of  varnish. 

The  magnet  is  a  compound  one  consisting  of  4  laminae 
of  lis  nini.  length;  its  breadth  is  15  mm.  and  its 
thickness  14  mm.  ;  it  is  made  of  the  best  magnetised 
steel,  and  can  carry  a  weight  of  400  grammes. 

Two  pole-pieces,  shown  in  Fig.  28,  of  very  soft 
iron  and  forged  in  one  piece, 
are  screwed  on  the  poles  of 
the  magnet  To  secure  their 
rigid  fixture,  each  pole-piece 
carries  a  pin  S,  which  fits  into  a 
corresponding  hole  of  one  of  the 
laminae. 

The  cylindrical  iron   core   of 

the     pole-piece    carries    a    coil 

which    is    wound    either    on    a 

bobbin  of  boxwood   or  directly 

round    the    iron    core,    and    in 

that     case    carefully    insulated 

Fig.  28.  from  it.     In  this  latter  case  the 

iron   core   carries   two   discs   of  ebonite   or  vulcanised 

fibre  of  2  mm.  thickness.     The  coil  has  a  maximum 

resistance  of  100  ohms ;  the  diameter  of  the  bare  wire 
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IS  'IS  mm.  No.  38  B.  W.  G.  There  are  2,500  convolu- 
tions on  the  coil. 

Two  cotton-wound  wires  of  i  mm.  diameter  are 
soldered  to  the  coil,  and  thence  lead  to  the  terminals 
which  are  fixed  upon  the  disc  B  (Fig.  27). 

The  disc  B  is  screwed  on  to  the  magnet. 

These  are  a  few  out  of  a  great  many  modifications 
that  have  been  introduced  in  the  Bell  receiver  in 
different  countries ;  but  for  real  simplicity,  efficiency, 
and  economy,  it  is  very  doubtful  if  the  original  form 
designed  by  Bell  and  described  in  §  16  has  been  im- 
proved upon.  The  Gower  may  be  louder,  the  Ader 
more  sensitive,  but  99  per  cent,  of  the  instruments 
in  use  at  the  present  time  are  pure  Bell  telephones, 
and  retain  their  pre-eminence  against  all  comers. 
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CHAPTER  VII. 

CARBON   TRANSMITTERS. 

TIu  Gower-Bell  Transmitter. 

35.  This  transmitter,  which  is  shown  in  Fig.  29,  con- 
sists of  eight  carbon  pencils  or  cylinders  C,  supported 
between  eight  outside  carbon  blocks,  c^  c,  C,  c^,  and 

one  central  block,  the  whole 
being  fixed  beneath  the  dia- 
phragm, which  is  a  simple 
deal  board  about  22  cm.  x 
127  cm.  X  '3  cm.,  fixed  as  in 
Fig.  34.  p.  68. 

The  carbon  pencils,  one  of 

which  is  shown  full  size  (Fig. 

29),  are  connected  together, 

in  two  sets  of  four,  by  means 

ofthin  copper  strips,  ss'.  The 

battery  current,  on  its  way 

Fig.  29.  to  the  primary  wire  of  the 

induction   coil,  enters  one  set  of  carbons  through  four 

of  the  eccentric  blocks,  passes  through  the  centre  block, 

aad  leaves  by  the  second  group  of  pencils. 

The  diaphragm  is  protected  by  a  teak  board,  and  is 
furnished  with  a  porcelain  mouthpiece. 
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The  receiving  telephone  is  placed  in  the  box  of  the 
transmitter  itself,  but  on  a  separate  base.     It  consists 


Fig.  30. 


Fig.  31. 

of  a  permanent  magnet  having  its    poles  bent    round 
and  brought  as  near  as  possible  to  the  middle- of  the 

F 
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diaphragm.  The  two  small  bobbins  with  soft  iron 
cores  are  fixed  upon  the  permanent  magnet,  one  being 
attached  to  each  pole,  as  shown  in  Fig.  17,  §  26. 

The  general  arrangement  of  the  instrument  is  shown 
by  Fig.  30.  Fig.  3 1  shows  the  complete  electrical  con- 
nections. The  resistance  of  the  primary  wire  of  the 
induction  coil  is  "5  ohm.,  and  that  of  the  secondary  wire 
250  ohms.  Two  No.  i  Leclanche  cells  are  used  for 
speaking.     The  resistance  of  the  receiver  is  200  ohms. 

Adet^s  Transmitter. 
36.     The  carbon  cylinders  are  of  the  same  form  as 


Fig.  32. 


in  the  preceding  one  ;  but  they  are  more  numerous  and 
arranged  between  three  carbon  blocks,  B  B'  B"  (Figs. 


Fig.  33. 

32   and  33).     The  battery  current,  on  its  way  to  the 
primary  wire  of  the  induction  coil,  enters  through  block 
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TB,  passes  through  the  cylinders  arranged  at  C  and  C, 
and  leaves  through  block  B". 

The  diaphragm  D  is  a  deal  board,  which  is  exposed 
like  that  of  Gower-Bell,  and  allows  of  a  conversation 
being  carried  on  at  some  distance  from  the  apparatus. 
The  diaphragm  is  fastened  to  a  caoutchouc  frame  C  c', 
which  in  its  turn  is  glued  to  the  board  F  H,  through 
which  there  is  a  hole  at  o  to  allow  a  free  space  for  the 
carbons. 

The  variations  of  contact  between  the  carbon  cylin- 
ders and  the  carbon  blocks  produce,  as  we  have  alreacy 
pointed  out,  variations  of  current  strength  in  the  primary 
wire  of  the  induction  coil.  These  variations  are 
effected  in  the  following  manner :  When  the  vibrating 
diaphragm  makes  a  downward  movement,  the  blocks 
B  b'  B"  follow  this  movement,  whilst  the  cylinders  c  C', 
through  inherent  inertia,  have  a  tendency  to  remain  in 
place,  and  this  establishes  loose  contacts  between  the 
cylinders  and  the  blocks.  When,  subsequently,  the 
diaphragm  executes  a  reverse  upward  motion,  the 
blocks  which  follow  the  diaphragm  press  more  closely 
against  the  cylinders,  which  still  have  a  tendency  to 
descend — hence  a  better  contact  between  the  cylinders 
and  the  carbon  blocks. 


Crosslefs  Transmitter, 

37.  The  diaphragm  of   Crossley's  apparatus  (Figs. 

34  and  35)  is  a  very  thin  deal  board  D,  having  at  the 

comers  small  cork  pads  L,  which  in  their  turn  are  glued 

sto  a  board  F  H,  in  the  centre  of  which  is  fastened  the 

mouthpiece  £. 
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Below  the  diaphragm  (Fig.  34)  are  fastened  four 
carbon  blocks  B  B'  B"  B'",  between  which  four  carbon 
cylinders  C  C'  q"  C'"  are  arranged. 


Fig.  34. 
F'g-  35  represents  the  arrangement  of  each  cylinder 
between  two  blocks.     It  will  be  seen  that  each  extremity 
of  the  carbon  cylinder  c,  of  smaller  diameter  than  that 


Fig.  35. 

of  the  central  part,  rests,  as  in  the  former  transmitter,  on 
the  lower  ledge  of  an  opening  in  the  carbon  blocks  B  B'. 

Pau/  Bert  and  UArsonvaVs  Transmitter} 

38.  The  arrangement  of  the  carbons  on  the  diaphragm 
of  the  transmitter  (Fig.  36)  is  very  similar  to  that  of 
Hughes'  microphone  (§  22),  and  differs  from  it  only  by 
the  number  of  carbons  and  the  mode  of  regulation. 

The  carbon  blocks  B  B'  B"  have  conical  holes  for  the  re- 
ception of  the  carbon  pencils  C  C^  C^  C^ ;  the  latter  are  sur- 
rounded by  a  covering  F  of  sheet  iron,  and  behind  them 
^  Sieur,  Etude  sur  la  T^I^phcnie. 
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IS  a  horse-shoe  magnet  A,  shown  in  section  on  the  left  of 
Fig.  36  and  in  dotted  lines  on  the  right  This  magnet, 
which  can  easily  be  regulated  by  approaching  it  to  or  with- 
drawing it  from  the  carbons  by  means  of  a  screw,  attracts 
the  iron  covering  of  the  carbons  in  such  a  manner  that, 
under  the  influence  of  the  vibrations  of  the  diaphragm 
D,  their  contacts  with  the  blocks  B  B'  B"  are  modified 
without  breaking,  and  produce  the  variations  of  resistance 
I 


Fig.  36. 

and  of  current  strength  which  have  been  already  de- 
scribed. It  will  also  be  seen  from  the  figure  that  the 
movable  carbon  cylinders  are  arranged,  two  for  tension 
and  two  for  quantity  ;  the  current  entering  through  E 
passes  to  block  B,  and  simultaneously  through  the 
cylinders  C  and  C^  thence  through  block  B',  then  simul- 
taneously through  the  cylinders  c*  and  C*,  and  leaving 
through  .  block  B"  completes   its  circuit  through    the 
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primary  wire  of  the  induction  coil,  whose  secondary- 
wire  is  in  connection  with  the  line  wire,  as  in  the 
systems  already  described. 

Blake's  Transmitter} 
39.  This  apparatus  is  represented  in  Figs.  37  and  38.  A 
small  wooden  frame  H  cut  out  in  the  middle,  so  as  to  form 
a  mouthpiece  a,  carries  on  its  reverse 
side  an  iron  ring  rr  (Fig.  38),  to  which 
two  pieces  b  b  are  screwed  opposite 
each  other.  These  two  pieces  are  con- 
nected by  the  conducting  rail  c,  which 
is  kept  in  position,  on  the  one  hand 
by  the  brass  plate  w,  and  on  the  other 
hand  by  the  screw  n.  Immediately 
behind  the  funnel-shaped  mouthpiece  a 
lies  the  iron  diaphragm  e.  Between 
the  diaphragm  and  the  vertical  rail  r, 
which  is  bent  at  right  angles  in  its 
upper  part,  is  an  interval  of  about  2  cm. 
At  the  extreme  end  of  the  shorter  arm 
of  rail  r,  an  insulated  piece  fastened 
with  screws  carries  a  thin  flexible 
steel  spring /whose  extremity,  ending 
in  a  platinum  contact,  on  one  side 
presses  against  the  diaphragm,  whilst  on  the  opposite 
side  it  presses  against  a  small  carbon  disc  k  fastened 
to  a  small  brass  plate  /.  This  plate  /  is  fastened 
to  the  lower  extremity  of  a  flat  springy,  whose  upper 
end  is  fixed  to  the  shorter  arm  of  rail  c.  Spring  gy 
which  is  coated  with  gum,  and  spring  /  are  therefore  in 
electrical  connection  only  by  means  of  the  platinum 
^  Grawinkel,  Telephonic  and  Mikrophonie,  p.  86. 


Fig.  37. 
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contact,  being  separated  at  their  upper  end  by  the  insu- 
lating piece  /.  The  diaphragm  e  is  contained  in  the  india- 


rubber  ring  u  (Fig.  38),  and  is  kept  in  position  by  the 
springs  V  and  Vi,  screwed  on  to  the  ring  r.  The  frame  H 
forms  the  door  of  a  small  case  in  which  is  placed  the  induc- 
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tion  coil  R  (Fig.  38.)  The  current  passes  from  one  pole  of 
the  battery  through  the  primary  coil,  over  ring  r,  the 
upper  piece  b,  brass  plate  w,  the  upper  arm  of  rail  r, 
spring  gy  brass  plate  /,  carbon  disc  k,  the  platinum 
contact  of  spring  /,  and  back  to  the  other  pole  of  the 
battery.   The  secondary  coil  is  placed  in  the  line  circuit. 

If  the  diaphragm  e  is  thrown  into  vibration,  these 
vibrations  are  transferred  to  spring  /,  so  that  the 
platinum  contact  presses  more  or  less  strongly  against 
the  carbon  face  of  the  plate/. 

This  transmitter  is  more  extensively  used  than  any 
other,  and  though  it  is  by  no  means  the  best,  it  works 
so  efficiently  that  it  holds  its  own  with  great  pertinacity 
against  all  rivals.  Its  articulation  for  short  distances  is 
very  good,  but  when  used  for  long  distances  its  results 
are  inferior  to  others  (§  71). 

Maiche^s  Transmitter} 
40.  A  carbon  block  B  (Fig.  39)  is  fixed  to  the  centre  of  a 


vo 


Fig.  39. 


very  thin  cork  diaphragm  D  of  4  to 
5  cm.  diameter.  Against  the  block 
B  rests  a  small  carbon  cylinder  C, 
attached  to  the  lower  extremity  of  a 
lever  L,  articulated  at  O,  and  whose 
other  extremity  is  a  screw  provided 
with  a  globular  screw-nut  E,  which 
serves  for  regulating  the  pressure  of 
the  contact  of  the  carbons.  Maiche 
places  three,  four,  or  five  discs  simi- 
larly arranged  on  the  same  wooden 
board,  and  covers  the  front  of  the 
board  with  a  piece  of  cloth  or  serge. 
1  Sieur,  Etude  sur  U  T^l^pbonle. 
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The  contacts,  as  well  as  a  corresponding  number  of 
induction  coils,  are,  according  to  the  conditions  of  resist- 
ance, placed  in  parallel  or  in  series. 

Locht'Labye's  TransmUtr} 
41.  In  all  the  transmitters  described  above,  the 
diaphragm,  formed  of  a  thin  metallic  plate  or  a  thin 
deal  board,  is  held  in  a  fixed  position,  either  at  each 
corner,  on  two  opposite  sides,  or  all  round.  In  Locht- 
Labye's  apparatus,  however  (Figs.  40  and  41),  the  little 
cork  board  L  is  simply 
fixed  in  its  upper  part  fST^^^^"'^^  c^  ^ 
by  two    very    flexible 


t 
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spring-plates  R  R.  On 
the  lower  part  of  the 
board  is  fixed  a  carbon 
disc  C,  against  which  a 
metallic  finger  B  rests. 

The  contact  between 
the  carbon  disc  and  the 
abutting  finger  closes 
the  circuit  of  the  bat- 
tery passing  through 
the  primary  wire  of 
an  induction  coil, 
whose  secondary  wire  is  connected  to  line. 

On  speaking  before  the  board  L  this  latter  vibrates, 
and  its  vibrations  produce  variations  of  resistance  at  the 
point  of  contact  between  the  carbon  disc  c  and  the 
finger  B. 

The  finger  B  is  articulated  at  O,  in  such  a  way  as  to 
admit  of  adjustment  of  the  apparatus,  which  consists  in 
^  Sieur,  Etude  sur  la  T^l^pbonie. 


Fig.  4c. 


P'iG.  41. 
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pressing  the  finger  against  the  carbon  disc  sufficiently 
close  to  prevent  any  breaking  of  contact  during  the 
vibrations  communicated  to  the  board  L  by  the  action 
of  the  voice. 

The  transmitter  and  the  induction  coil  are  placed  in 
a  box  covered  by  a  piece  of  woollen  cloth,  which  slightly 
deadens  the  vibrations  of  the  air,  and  thus  prevents,  to 
a  certain  extent,  the  breaking  of  contact 

Berliner^s  Transmitter} 

42.  This  instrument,  in  its  crude  form,  was  patented 
by  Emil  Berliner,  of  Boston,  Mass.,  as  early  as   1877. 

The  apparatus  may  be  considered  as  the  type  of  that 
class  of  microphones  which  are  called  pendulum-micro- 
phoneSy  that  is  to  say,  microphones  which,  as  in  Maiche 
(§  40),  have  one  of  the  contact  pieces  suspended  like 
a  pendulum. 

In  Fig.  42,  which  shows  the  instrument  exhibited  in 
Vienna  in  1883,  the  contact  is  formed  by  a  cylindrical 
piece  of  hard  carbon  k^  rounded  off  at  one  extremity,  and 
suspended  to  an  articulated  lever  /.  The  contact  piece 
k  presses  by  its  own  weight  uniformly  against  a  plate  of 
hard  carbon  r,  which  is  fastened  to  the  centre  of  a  cir- 
cular diaphragm  P.  This  latter  is,  in  order  to  insulate 
its  vibrations,  surrounded  on  its  entire  circumference  by 
a  indiarubber  ring  n.  To  damp  down  in  the  centre  the 
vibrations  of  the  diaphragm,  a  spring  /  coated  with 
caoutchouc  is  inserted  between  it  and  the  carbon  plate. 
When  the  instrument  is  closed,  spring  /  rests  with  its 
free  metallic  end  against  another  spring  ^,  and  thereby 

1  "  Bericht  tlber  die  Internationale  Electrische  Ausstellung,"  Wien,  1883, 
p.  265. 
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makes  connection  with  the  wire  of  the  primary  coil  r. 
At  the  same  time,  the  diaphragm  P  is  by  the  spring/* 
pressed  against  the  cast-iron  cover  of  the  microphone 
case.  When  the  case  is  opened  the  diaphragm  P  is  only 
fastened  at  the  top  by  means  of  a  metallic  arm,  which 
also  carries  the  intermediate  pieces  for  the  carbon  stud  k. 


Fig.  42. 

According  to  the  conditions  of  resistance  in  the  circuit 
lighter  or  heavier  carbon  studs  are  employed.  The  case 
of  the  transmitter  has  the  shape  of  a  cylindrical  box,  and 
is  of  wood  with  the  exception  of  the  cover.  The  current 
passes  from  terminal  Si  to  the  metallic  piece  which 
carries  the  lever  /,  thence  through  the  movable  carbon 
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k  to  the  fixed  contact  carbon  r,  and  from  there,  by 
means  of  the  two  springs/  and  q,  through  the  primary 
coil  to  the  terminal  Sj,  and  back  to  the  battery.  The 
wire  of  the  secondary  coil  is  connected  to  two  ex- 
terior terminals,  which  are  in  communication  with  the 
line  and  return  wires. 

For  long  lines  Berliner  employs  a  special  transniitter 
of  similar  construction,  but  with  three  contacts. 

Bumlefs  Transmitter} 

43.  The  variations  of  contact  between  two  carbon- 
electrodes  c  and  c  (Fig.  43)  are  produced  by  the  vibra- 
tions of  the  two  mem- 
branes m  and  fn\  which 
are  equally  affected  by 
the  sound  emitted 
before  the  mouthpiece 
A.  The  closeness  of 
contact  of  the  two 
electrodes  is  deter- 
mined by  the  regu- 
lating screw  R.  A  pad 
of  cotton  wool  is  some- 
times placed  in  the 
space  between  the  dia- 
phragms in  order  to 
damp  down  the  abnor- 
mal vibrations  of  their 
internal  surfaces  with- 
out interfering  with  the  effect  of  the  sounds  which  strike 
the  outside. 

\  "  I^  Lumi^re  Electrique,"  No.  5,  1886,  p.  210. 


Fig.  43. 
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The  adjustment  of  the  apparatus  is  effected  by  means 
of  spring  R,  or  by  a  greater  or  lesser  indination  of  the 
plane  which  supports  one  of  the  electrodes. 

WrederCs    Transmitter^ 

44.  This  apparatus  attracted  a  good  deal  of  attention 
at  the  Vienna  Electrical  Exhibition  by  its  great  sim- 
plicity, combined  with  a  high  efficiency.  It  consists 
(Fig.  44)  of  a  thin  cork  diaphragm  T,  which  carries  one 
of  the  carbon  contacts  K,  whilst  the  other,  K',  is  pressed 
against  it  by  a  lever  G  H  R.  The  regulation  of  the  car- 
bon contact  is  effected  by  the  displacement  of  a  weight 
G,  as  in   Maiche  (§  40),  screwed  on  to  the  extremity 

of    the   lever,   or    by   screwing 
an    additional    weight    on    the 
lever ;    each  instrument  is  pro- 
vided with  six  additional  weights, 
increasing  from  one  decigramme 
"X^^^  to  one  gramme.     The  smaller 
^!  the  additional  weight  the  looser 
j  is   the    contact    and  the    more 
sensitive  the  microphone.    The 
same  effect  is  obtained  by   an 
approach   of  weight  G  towards 
the  contacts.    When  once  the 
Fig.  44.  highest  degree  of  sensitiveness 

for  certain  individual  conditions  is  reached,  it  re- 
mains constant  and  requires  no  subsequent  adjust- 
ment The  current  path  is  S  K  k'  R  H  s'  and  back  to 
the  battery  through  the  primary  wire ;  L  is  the  mouth- 
piece. 

r  '*  Bericht  uber  die  Rlectrische  Ausstellung,"  Wien,  1883,  p.  275. 
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Single  as  well  as  multiple-contact  transmitters  were 
exhibited  at  Vienna  ;  in  the  latter  case  the  different  con- 
tact levers  (three,  four,  six,  and  twelve  in  number)  were, 
according  to  the  individual  conditions  of  resistance, 
arranged  either  in  series  or  in  parallel.  For  the  repro- 
duction of  orchestral  music  the  parallel  connection  is 
especially  favourable. 

An  apparatus  of  a  higher  order  is  shown  in  our  figure, 
and  consists  of  a  box  which  is  held  in  the  hand  when 
speaking,  and  has  from  one  to  twelve  contact  levers  ;  for 
diving  operations  this  box  is  made  water-tight  and 
weighted  with  lead. 


Ericsson's  Transmitter} 

45.  The  instrument  manufactured  by  L.  M.  Ericsson 
&  Co.  of  Stockholm  is  shown  in  Figs.  45  and  46.  It 
consists  of  a  vertical  sound  funnel,  which  has  a  hori- 
zontal membrane  s  (Fig.  45)  at  its  lower  extremity. 
A  carbon  disc  is  fastened  to  the  centre  of  the  mem- 
brane, which,  as  in  Blake's,  makes  contact  with  a 
platinum  stud,  carried  by  a  metallic  rod,  by  means  of 
a  spring  f^  which  presses  the  rod  upwards.  A 
second  similar  carbon  and  platinum  contact  is  made 
at  the  lower  extremity.  Both  the  spring  and  the  rod 
have  their  guidance  in  the  case  A.  The  regulation 
of  the  contacts  is  effected  by  means  of  the  micrometer 
screw  ^,  whose  guiding  nut  is  seen  at  m,  A  magnetic 
telephone  is  used  as  receiver,  and  a  polarised  bell  is 
used  for  calls. 

1  <*Berichtuber  die  Elect ri&cheAusstellung,*'  Wien,  1883,  p.  276. 
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Fig.  45, 


Fig.  46. 


Freeman  s  Transmitter} 

46.  With  the  object  of  strengthening  the  effects  of  the 
microphone,  attempts  have  been  made  to  multiply  the 
variations  of  current  by  double  induction  coils  and 
other  double  actions.    A  number  of  transmitters  may 

1  *•  Journal  Tel6graphique,"  No.  i,  1887. 
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be  classed  under  this  catejjory,  and  amongst  them  the 
above  instrument  occupies  a  conspicuous  position. 

It  is,  in  its  essential  parts,  a  Blake  type  of  trans- 
mitter :  a  a  (Fig.  47)  is  the  diaphragm  which  presses 
on  the  two-arm  lever,  b  c,  whose  fixed  centre  is  d. 
At  b  and  c  two  platinum  contacts  press  on  the  carbon 
lozenges  e  and  /.  The  induction  coil  J  is  composed 
of  three  distinct  wires.  That  in  the  centre  g^  which 
directly  surrounds  the  core   of   soft    iron    wire,    con- 


I 


sists  of  a  small  number  of  windings  of  stout  wire;  it 
forms  a  part  of  the  primary  circuit.  Then  comes  the 
secondary  circuit  h^  consisting  of  a  large  number  of 
windings  of  fine  wire,  and  the  external  windings  i  are 
similar  to  those  in  the  centre,  forming  the  second  part 
of  the  primary  circuit.  The  coil  is  surrounded  by  a 
casing  of  soft  iron,  which  produces  on  the  spirals  /  the 
same  effect  as  the  core  on  the  spirals^.  The  secondary 
wire  A  is  in  communication  on  the  one  hand  with  the 
line  L,  in  which  is  placed  the  telephone  T,  and  on  the 
other  hand  with  earth.    The  local  battery  P  is  placed 
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in  the  circuit  of  the  primary  wires,  that  two  independ- 
ent circuits  are  formed,  one  being  Vg  e  bmv,  the  other 
P  ifc  m  P.  When  the  diaphragm  vibrates,  the  resistances 
of  these  circuits  are  alternately  augmented  and  dimi- 
nished, the  increase  of  the  one  corresponding  to  the 
decrease  of  the  other,  A  weakening  of  current  in  ^  is 
therefore  always  accompanied  by  a  strengthening  in  i, 
and  vice  versd.  These  variations  of  current  act  in 
an  inverse  sense  on  the  secondary  circuit  A,  and  an 
increased  effect  is  the  result. 

47.  Another    successful    application    of    the    same 
principle   is  to  be  found  in 


T/ie  Transmitter  of  the  Soci^tS  Gin6rale  des  Tihphones 
in  Paris, 


a  a  \s 


Fig.  48  shows  a  diagram  of  this  instrum.ent : 
the  diaphragm,  b  and  c 
are  two  carbon  blocks, 
one  of  which,  b,  is  fixed 
direct  on  to  the  centre  of 
the  diaphragm,the  other, 
c^  being  fastened  to  b 
by  means  of  the  non- 
conducting hoop  d. 
The  two  carbons,  al- 
though separated  from 
one  another,  are  thus 
in  rigid  connection  with  the  diaphragm,  and  follow 
the  movements  of  the  latter.  Between  the  two  carbons 
descends  a  metallic  cone  e,  which,  being  suitably  sus- 
pended, has  a  position  independent  of  the  carbons.     It 
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is  clear  that  if  the  carbon  receives  an  impulse  from  left 
to  right,  the  pressure  between  b  and  e  is  augmented, 
while  that  between  c  and  e  is  diminished.  The  contrary 
effects  are  produced  if  the  centre  of  the  diaphragm  moves 
from  right  to  left.  The  carbons  and  the  metallic  block 
are  in  communication  with  two  different  spirals  of  the 
induction  coil  J,  and  two  primary  circuits  P  m  nib  eh  P 
and  vmosceh^  are  formed,  through  which  the  battery 
current  flows  in  reverse  directions.  The  effect  on  the 
secondary  wire  would  therefore  be  nil^  if  the  variations 
were  the  same  in  both  the  primary  circuits ;  but  since 
they  are  diametrically  opposed  to  one  another  the  effect 
is  supposed  to  be,  theoretically,  doubled ;  t  is  earth,  / 
the  line,  and  T  the  telephone  in  circuit. 

Theiler's  Portable  Telephone} 

48.  The  object  of  this  instrument  is  to  combine  the 
transmitter  with  the  receiver  in  such  a  manner  that  the 
two  parts  constitute  a  single,  convenient,  and  easily 
portable  instrument,  which  will  transmit  as  well  as 
'receive  speech  when  held  to  the  ear,  requiring  no 
shifting  from  that  position  for  transmitting,  nor  requir- 
ing the  speaker  to  direct  his  voice  towards  any  par- 
ticular object. 

The  apparatus,  as  shown  in  Fig.  49,  consists  of  a  small 
drum  or  cylinder,  N,  of  metal,  or  ebonite,  closed  at  one 
end  by  the  diaphragm  A  of  the  transmitter,  and  at  the 
other  end  by  the  diaphragm  B  of  the  receiver.  A  screwed 
cover  P,  with  a  centre  aperture  /,  and  of  the  usual  cup- 
shape,  protects  the  receiver,  and  permits  of  the  latter 
being  held  close  to  the  ear. 

1  "  Electrical  Review,"  Octolw  2i8t,  1887. 
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Into  the  cover-plate  Rof  the  opposite  or  transmitter 
diaphragm  is  inserted  a  tube  or  cone  w,  having  a  polished 
or  smooth  interior  surface,  and  of  such  a  shape  that  it 
collects  and  concentrates  the  sound  waves  from  the 
speaker's  voice  upon  the  transmitter  diaphragm  without 
inconveniencing  the  speaker  in  any  way,  at  the  same 
time  serving  as  a  handle  to  the  instrument 

The  shape  of  this  cone  or 
tube  is  of  great  importance, 
and  that  in  the  figure  has  only 
been  arrived  at  after  many 
experiments. 

It  will  be  seen  that  the 
opening  V  of  the  cone  is  not 
placed  in  front  or  across  the 
speaker's  mouth  when  in  use, 
but  at  the  side.  By  this  means 
inconvenience  to  the  user,  and 
the  objectionable  condensation 
of  his  breath  upon  the  cone  is 
avoided. 

It  will  be  further  seen  that  the 
sound  waves  impingeonly  upon 
the  outer  curve  of  the  cone,  and 
would  be  conveyed  to  the  dia- 
phragm by  that  curve  alone. 
Therefore  a  row  of  holes,  C^  C«  c«  C*,  does  not  interfere 
with,  but,  on  the  contrary,  assists  the  clear  transmission  of 
the  sound  waves  along  the  cone  W.  Fig.  50  shows  a  trans- 
verse section  of  the  combined  transmitter  and  receiver, 
omitting,  however,  the  tube,  or  cone  just  described  in 
Fig-  49-  In  order  to  get  the  receiver  into  a  small  space, 
Messrs.  Theiler  construct  it  with  a  circular  permanent 


Fig.  49. 
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magnet  O,  one  pole  of  which  induces  the  iron  core  M, 
inserted  into  the  coil  L.  The  other  pole  induces  the 
thin  steel  or  iron  diaphragm  B.  The  transmitting  part 
of  the  combination  telephone  is  constructed  as  follows  : 
— There  is  a  very  thin  disc  of  steel  or  other  highly  elastic 
material,  firmly  clamped  between  the  edge  of  the  box  N 
and  the  cover-plate  R,  To  the  centre  of  this  diaphragm  a 
thin  carbon  disc  F  is  fastened,  constituting  one  of  the 
electrodes  of  the  battery  circuit. 
To  the  back  of  this  diaphragm 
is  glued  a  disc  of  felt,  or  other 
spongy  material,  with  a  hole  e  in 
its  centre,  which  hole  or  chamber 
is  filled  with  hard  carbon  granules, 
and  closed  by  another  thin  steel 
or  elastic  disc  /,  to  which  a  weight 
d  is  fixed,  constituting  the  other 
electrode,  A  screw  K  traverses 
the  weight  d,  and  enters  the  chamber  e  to  reduce  the 
distance,  and  consequently  the  resistance  between 
the  two  electrodes  ^and  F. 


De  JongKs    Transmitter, 

49.  The  De  Jongh  transmitter  is  a  very  convenient 
and  efficient  form  of  carbon  pencil  transmitter. 

It  consists  of  a  diaphragm  of  pine  wood,  1 7  cm.  X  10  cm. 
to  which  are  affixed  two  series  of  carbon  blocks,  the 
surfaces  of  which  are  polished.  Each  set  of  blocks  is 
connected  together  by  means  of  a  flexible  wire,  securely 
bound  round  each  block.  Behind  the  diaphragm,  at 
a  distance  of  half  an  inch,  is  placed  a  base  board,  into 
which  are  driven  two  rows  of  brass  pins,  bent  to  an  angle 
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of  about  45°,  and  forming  what  is  practically  a  series  of 
inclined  planes.  Resting  loosely  upon  these  pins  are  four 
pencils,  also  of  polished  carbon.  An  indiarubber 
cushion  separates  the  diaphragm  from  the  base  board. 
The  whole  is  mounted  in  a  suitable  case,  which  is  fixed 
vertically  in  any  convenient  position.  The  pencils  press 
loosely  against  the  carbon  blocks 
fixed  to  the  diaphragm  and  connect 
them  together,  and  when  the  latter 
is  spoken  at  the  contacts  are  more 
or  less  affected,  and  the  current 
correspondingly  varied. 

Fig.  51  shows  the   arrangement 
of  the  instrument  in  section. 

A  IS  the  base  of  the  transmitter, 
into  which  are  driven  the  pins 
P  P'  p"  p'" 

B  b'b"b"'  are  one  set  of  blocks, 
bound  around  each  of  which  is  the 
wireE. 

CC'  C"C"' are  the  carbon  pencils 
pressing  against  and  connecting 
together  the  two  series  of  blocks. 

D  is  the  diaphragm,  which  is 
clamped  into  position  by  the  hinged 
front  of  the  case  F.  P'^-  5>« 

G   is  an  indiarubber  cushion  between  the  diaphragm 
and  the  base  of  the  instrument 


Mix  and    Genesfs   Microphone} 
50.  This  instrument,  which  has  lately  been  adopted  by 
*  '*  Indusuie8,"i9ih  Auijust,  1887,  and  Rundschau  mr  Electrotechnike,  1887. 
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the  German  Post  Office,  is  represented  in  Figs.  52  and 
53.  The  leading  idea  in  the  construction  of  this  micro- 
phone was  to  avoid  accidental  derangement  of  the 
carbon  contacts  while  retaining  the  advantages  of  a 
vertical  position  of  the  membrane.  This  is  effected  by 
a  sort  of  brake,  which  prevents  the  carbon  cylinders  from 
resting  against  the  lower  points  of  the  bore-holes  of  the 
carbon-holders ;  this  secures  the   carbon  contacts,  and 


Fig.  52. 


Fic.  S3. 


does  away  with  the  jarring  noise  to  which  microphones 
with  vertical  membranes  are  frequently  exposed. 

The  mouthpiece  T  is  screwed  on  to  a  cast-iron  ring 
R,  which  is  grooved,  and  carries  in  this  groove  the 
diaphragm  M,  of  thin  pine-wood,  which  is  surrounded  by 
an  indiarubber  band.  Two  clamps,  a  a,  hold  the 
diaphragm  in  position.  Two  carbon-holders  b  b,  fastened 
to  the  diaphragm,  carry  in  their  bore-holes  three  carbon 
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cylinders  k  k  i:  A  spring  /  placed  across  the  cylinders 
acts  as  a  brake,  and  carries  on  its  back  a  brass  plate, 
between  which  and  the  carbon  cylinders  a  soft  material 
such  as  felt  is  inserted. 

By  means  of  the  screws  j  and  s^  the  cylinders  k  k  k 
can  be  pushed  slightly  forward  and  pressed  against  the 
carbon-holders,  so  that  the  cylinders  cannot  revolve,  and 
yet  remain  sufficiently  movable. 


Hunning^s  Transmitter} 

51.  This  microphone  belongs  to  the  class  known  as 
granular  transmitters.  It  forms  the  base  of  a  distinct 
type  of  its  own,  and  has  features  of  originality  as  well 
as  of  efficiency.  It  consists  of  a  front  vibrating  dia- 
phragm of  platinutn  foil,  of  about  2  J  in.  diameter,  behind 
which,  at  a  distance  of  from  ^3^  to  ^  inch,  is  a  fixed 
platinum  or  carboij  plate.  The  space  intervening  between 
the  diaphragm  and  the  fixed  plate  is  loosely  filled  with 
granulated  carbon  (ordinary  oven-made  engine  coke, 
powdered  and  sifted  free  from  dust,  is  found  to  give  the 
best  results).  The  whole  is  mounted  in  a  suitable  case 
of  wood,  provided  with  a  mouthpiece  as  shown  in  Fig.  54. 

To  secure  the  diaphragm  against  damage,  a  grid  of 
fine  wire  gauze  is  inserted  opposite  the  hole  in  the 
mouthpiece,  and  in  front  of  tlie  diaphragm. 

The  action  of  the  instrument  is  as  follows : — 

When  the-  platinum  diaphragm  is  spoken  at  through 
the  mouth-piece,  its  inner  surface  is  brought  more  or 
less  into  contact  with  the  coke  granules,  which  causes 
them  to    press   more  closely  upon   each   other.     The 

*  British  Patent,  Specification  No.  3,647,  Sept.  i6th,  1878. 
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resistance  to  the  current  which  they  offer  is  thus  varied 
with  the  amplitude  of  the  vibrations  of  the  platinum 
foil,  under  the  influence  of  the  sound  waves,  and  the 
current  changes  similarly. 

Referring  to  Fig.  54,  A  A  is  a  ring  of  metal  securing 
the  wire  grid  and  platinum  foil  diaphragm  around  its 
circumference  ;   B  is  the  back  con- 
tact plate ;   D  is  the  diaphragm  of 
platinum  foil. 

C  C'  are  the  terminals  for  con- 
necting the  microphone  to  the  bat- 
tery and  induction  coil.  They  are 
attached  respectively  to  the  ring  a 
and  the  plate  B ;  G  is  the  granu- 
lated carbon  inserted  between  D 
and  B. 

52.  Several  important  modi- 
fications of  Running's  transmitter  were  made  by  the 
late  Charles  Moseley,  of  Manchester.  The  platinum 
diaphragms  were  replaced  by  thin  carbon  discs,  and 
they  were  placed  in  a  wedge  form,  so  as  to  secure 
uniform  contact  among  the  loose  carbon  particles. 
The  terrible  monopoly  maintained  by  the  holders  of 
the  patent  rights  in  England  prevented  this  trans- 
mitter from  receiving  the  development  it  deserved. 
It  was  certainly  the  most  powerful  instrument  tried 
in  England. 

Berliner  s  Universal  Transmitter, 

53.  This  is  represented  in  Figs.  55  and  56.  It  has  the 
following  construction : 

B  is  a  wooden  box  with  a  screw  cover  B'.  On  the 
edge  of  B  a  brass  ring  M  is  fixed,  which  firmly  holds 


Fig.  54. 
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the  vibrating  carbon  plate  D,  and  conveys  the  current  to 
the  latter.    The  carbon  electrode  c  is  fastened  in  the 


Fig.  56. 

box  by  means  of  a  pin  L  provided  with  a  screw-nut  E. 
Pin  L  is  adjusted  by  the  micrometer  screw  j  K.     At  N 
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is  the  second  conducting  wire,  and  beneath  the  pin  L, 
which  passes  through  the  centre  of  the  carbon  electrode 
C,  will  be  seen  a  conical  plug  which  closely  fits  into  the 
conical  hole  of  the  carbon  electrode..  This  arrange- 
ment serves  two  objects : 
first  of  all  for  securing  a 
good  contact,  and  secondly 
for  the  reception  of  the 
small  rubber  tube  G,  whose 
opening  abuts  against  the 
carbon  membrane  D,  and 
thus  damps  down-  the 
vibrations    of   the    latter. 


Fig.  57. 


Fig.  58. 


The  carbon  electrode  is  enclosed  in  its  entire  circum- 
ference by  a  ring  of  felt  F,  whose  lower  rim  liketvise 
touches  the  membrane  D.  A  closed  space  is  thus  formed 
between  the  carbon  electrode,  the  felt  ring,  and  the 
membrane,  which  serVes  for  the  reception  of  the  conduct- 
ing-granwles  A,  which  constitute  the  microphonic  contacts. 
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A  cylindrical  piece  H  is  screwed  on  the  cover  B,  and  to 
it  the  mouthpiece  s  is  fastened. 

Fig.  57  shows  how  this  new  mode  of  construction 
can  be  adapted  to  the  older  type  of  transmitter,  such 
as  the  common  Berliner  (§  42),  the  Blake  (§  39),  etc. 

Fig.  58  shows  a  complete  combination  set  used  at  a 
subscriber's  house. 

Hipp's  Transmitter} 

54.  This  apparatus,  two  forms  of  which  are  repre- 
sented by  Figs.  59  and  60,  was  exhibited  at  the  Vienna 
Electrical  Exhibition  in  1883. 


The  essential  part  of  the  instrument  is  composed  of  a 
very  flat  cylindrical  box  B,  (Figs.  59  and  60)  made  of 
a  non-conducting  material.  An  elastic  membrane  vi 
forms  both  the  cover  and  the  bottom  of  the  box.  If 
this  membrane  is  a  non-conductor,  two  pieces  of  very 
thin  platinum  foil  are  glued  to  the  interior  side  of  the 

1  <*.La  Lumi^re  Electrique,"  No.  35,  18S5,  p.  129. 
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membrane.  The  resulting  cavity  is  partly  filled  with  a 
suitable  conducting  substance  (carbon)  in  granular  form 
(g\  Connection  with  the  battery  circuit  is  made  by 
means  of  two  metallic  wires  soldered  to  the  conduct- 
ing part  of  the  membranes. 

The  box  thus  arranged  is  placed  in  a  cylindrical  cavity 
C,  in  such  a  manner  that  the  axis  of  the  box  is  at  right 
angles  to  the  axis  of  cavity  C.     The  latter  is  closed  in 


B 

B 

) 

J  m. 


Fio.  60. 

front  by  an  elastic  membrane  vi\  and  over  this  membrane 
is  fastened  the  mouthpiece  £. 

Boudefs  Microphone, 

55.  The  transmitter  represented  in  Fig.  61  consists 
of  a  mouthpiece  E  attached  to  the  extremity  i,  of 
a  glass  tube  T  of  one  centimetre  diameter,  which  is  itself 
fixed  to  a  jointed  support,  so  that  the  whole  of  the 
apparatus  can  be  bent  at  any  angle. 

The  mouthpiece  carries  an  ebonite  plate  D  of  one 
millimetre  thickness,  to  which  is  fastened  a  copper 
cylinder  M^  which  projects  into  the  glass  tube.  In 
this  tube  are  placed  six  balls  of  hard  carbon,  of  slightly 
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smaller   diameter  than  the  tube,  so  as  to  allow  them 
to  move  freely  within  the  tube. 

The  microphone  is  completed  by  a  second  copper  piece 
m2  pressing  against  the  bottom  R  of  a  hollow  breach  K, 
by  the  aid  of  a  small  spiral  spring  which  is  not  repre- 
sented in  the  figure.     The  screw  V  fixed  to  the  stirrup  Q 


Fig.  6i. 

regulates  the  pressure  of  the  piece  M*  against  the  balls. 
B  and  B  are  binding  screws  for  battery  and  line  wires 
The  variations  of  resistance  in  the  microphone  equally 
affect  all  the  contacts  of  the  balls,  because  when  speak- 
ing before  the  mouth-piece  the  vibrations  are  almost 
instantly  transmitted  through  the  series,  as  in  the  well- 
known  experiment  of  the  billiard  balls. 
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CHAPTER  VIII. 

SPECIAL  TELEPHONES. 

We  propose  in  this  chapter  to  describe  some  special 
forms  of  telephone  which,  though  less  practical  than 
those  hitherto  illustrated,  are  not  the  less  interesting. 

We  have  to  mention  here  in  the  first  place  an  appa- 
ratus to  which  we  have  already  alluded  (§  2)  and 
which,  from  a  historical  point  of  view,  presents  a  good 
deal  of  interest.     This  is 

Reis's    Telephone. 

56.  In  i860  Philipp  Reis  constructed  this  apparatus,  by 
means  of  which  a  melody  produced  in  a  certain  place 
could  be  transmitted  to  a  great  distance.  The  instru- 
ment is  represented  in  Figs.  62  and  6l,  and  consists  of  a 
transmitter  and  a  receiver. 

At  the  station  where  the  tune  is  played  a  large  tube 
T,  leading  into  the  box  K,  receives  the  vibrations  of  the 
air  produced  by  the  musical  instrument.  The  box 
collects  and  strengthens  the  sound.  In  its  upper  part  a 
membrane  m  is  stretched  which  vibrates  in  unison  with 
the  vibrations  it  receives.  These  movements  cause 
makes  and  breaks  in  an  electric  current  Let  us  suppose 
a  battery,  one  of  whose  poles  is  to  earth,  connected  by 
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the  other  pole  to  the  screw  marked  2  in  Fig.  62  ;  from 
thence  a  metallic  conductor,  formed  of  a  thin  copper 
strip  /,  and  connected  with  a  platinum  disc  0  ,  conveys 
the  current  to  a  point  opposite  the  lever  a  b  c.  Each 
time  the  membrane  m  is  raised,  the  point  will  touch  the 
disc,  and  a  current  will  be  established  ;  on  the  other  hand, 
we  get  an  interruption  of  current  when  the  membrane 
returns  to  its  state  of  rest.  From  the  screw  i  (Fig.  62) 
starts  the  wire  which  connects  the  transmitter  with 
screw  3  of   the  receiver  (Fig.  63).     The  latter  consists 


Fig.  6i. 

of  an  iron  rod  d  d^  surrounded  by  a  spiral,  g^  of  in- 
sulated copper  wire  ;  one  of  the  extremities  of  the  wire 
is  connected  with  the  screw  3,  and  the  other  with 
earth,  by  means  of  screw  4,  thus  completing  the  battery 
circuit. 

Rod  d  d\s  about  the  size  of  a  knitting  needle ;  coil  g 
consisting  of  the  copper  spiral,  and  the  rod  stands  on  a 
hollow  box  B,  made  of  very  thin  wood  ;.a  cover  D  fits 
over  the  coiL  The  whole  of  this  arrangement  is  intended 
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to  strengthen  the  vibrations  which  produce  the  successive 
interruptions  of  the  current.  The  principle  is  the  same 
as  in  a  piano,  where  the  intensity  of  the  notes  is 
increased  by  the  resonance  of  the  case. 

It  is  a  remarkable  fact  that  the  vibrations  of  the  rod 
d  d  are  exactly  synchronous  with  those  of  the  mem- 
brane m,  and  consequently  with  those  of  the  instrument 
playing  the  tune.  Not  only  is  time  kept,  but  also  the 
tune;  two  of  the  factors  which  constitute  melody, 
pitch,  and  are  faithfully  reproduced.  Timbre  only  is 
wanting. 

To  complete  the  description,  we  have  to  add  that  both 


Fig.  63. 

the  transmitter  and  receiver  are  provided  with  a  Morse 
key  /,  J,  and  a  receiver  E  E  for  calling  purposes. 

The  form  to  be  given  to  the  box  K  is  an  important 
factor  in  the  construction  of  this  telephone  ;  it  has  been 
found  most  advantageous  to  make  the  sides  of  curved 
boards,  and  the  efficiency  of  the  receiver  has  been  further 
improved  by  introducing  several  iron  rods  into  the  coil  ; 
the  sound,  which  was  in  the  first  instance  muffled,  has 
acquired  a  more  pleasing  timbre.  There  can  be  no 
doubt,  as  we  have  already  stated    in  the  introduction, 
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that  Reis's  instrument  can  and  did  reproduce  articulate 
speech  before  Bell  ever  thought  of  his  telephone ;  but  it 
is  one  thing  to  make  a  great  discovery,  and  quite  another 
thing  to  make  it  commercially  useful 

Tlie  Hand  as   Telepttonic  Receiver, 

57,  In  pursuing  his  experiments  on  the  transmission 
of  musical  sounds,  Elisha  Gray  was  accidentally  led  to 
construct  a  telephone  in  which  the  hand  of  the  operator 
acted  as  a  receiver.  The  phenomenon  was  first  observed 
by  Gray  on  the  zinc  lining  of  a  bath,  and  the  follow- 
ing is  the  author's  description  of  the  experiment  and 
the  apparatus  to  which  it  led*  : — 

"  My  nephew  was  playing  with  a  small  induction  coil, 
and,  according  to  his  expression,  was  giving  shocks  to 
amuse  the  little  children.  He  had  connected  one  of  the 
extremities  of  the  induced  circuit  with  the  zinc  lining  of 
an  empty  bath.  Holding  with  his  left  hand  the  other 
extremity  of  the  coil,  he  touched  the  zinc  with  his  right 
hand.  As  he  was  thus  establishing  contact,  his  hand  was 
for  a  short  time  sliding  along  the  edge  of  the  bath.  At 
that  moment  I  heard  a  sound  issuing  from  beneath  his 
hand  at  the  point  of  contact.  This  sound  seemed  to  me 
of  the  same  pitch  and  the  same  quality  as  that  of  the 
interrupter  or  vibrating  electrotone  of  the  apparatus 
which  I  heard  likewise. 

"Immediately  I  took  the  electrode  into  my  hand, 
and  on  repeating  the  operation,  I  found,  to  my  great 
surprise,  that  by  rubbing  hard  and  fast,  I  produced  a 
clearer  sound  than  that  of  the  interrupter. 

*'  Following  up  the  idea  suggested  by  the  experiment 

^  G.  B.  Prescott :  '*  The  Speaking  Telephone/'  p.  450. 
H 
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of  the  bath,  I  constructed  several  apparatus  with  metallic 
plates  for  the  reception  of  a  sound  by  means  of  manual 
friction.  An  easy  method  for  obtaining  this  result  is  the 
following : — 

**  The  instrument  has  a  metal  stand  of  sufficient 
weight  to  keep  it  in  position  while  being  manipulated. 
Upon  the  stand  a  horizontal  shaft  is  mounted  in  bear- 
ings, upon  one  end  of  which  is  a  crank,  with  a  handle 
made  of  some  insulating  material.  Upon  the  other  end 
is  centred  a  thin  cylindrical  sounding  box,  made  of 
wood,  the  face  of  which  is  covered  with  a  cap  made 
of  thin  metal,  spun  into  a  convex  form  to  give  it  firm- 
ness. This  box  has  an  opening  in  the  centre  to  increase 
its  sonorous  qualities.  The  metal  cap  is  electricallj' 
connected  to  the  metal  stand  by  means  of  a  wire. 

"  If  the  operator  connects  the  cap  through  the  stand 
to  the  ground,  and,  taking  hold  of  the  end  of  the  line 
with  one  hand,  presses  the  finger  against  the  cap  which 
he  revolves  by  means  of  the  crank  with  the  other  hand, 
the  tune  that  is  being  played  at  the  other  end  of  the 
line  becomes  distinctly  audible,  and  may  be  heard 
through  a  large  audience  room.  If  the  conditions  are  all 
perfect,  the  faster  the  plate  is  revolved  the  louder  will  be 
the  music,  and  the  slower  the  motion  the  softer  it  will 
become.  When  the  motion  stops  the  sound  entirely 
ceases."  The  effect  depends  on  the  variation  in  the 
intensity  of  the  friction  between  the  skin  and  the  metal, 
due  to  the  passage  of  currents — an  effect  discovered  by 
Edison,  and  applied  in  his  electromotograph, 

EdisorCs  Electromotograph, 
58.  If  we  soak  a  sheet  of  blotting  paper  in  a  saturated 
solution  of  caustic  potash,  and  place   it  on  a  metallic 
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plate  connected  with  the  positive  pole  of  a  battery  com- 
posed of  two  or  three  Leclanch(5  cells,  and  then  pass  a 
piece  of  platinum  foil,  about  one  centimetre  wide,  over 
the  surface  of  the  paper,  exercising  a  certain  pressure  on 
the  foil,  a  resistance  to  the  sliding  motion  will  be  felt, 
owing  to  the  friction  of  the  foil  against  the  paper,  which 
possesses  a  certain  roughness  of  surface.  If  the 
platinum  foil,  while  sliding  over  the  paper,  is  connected 
with  the  negative  pole  of  the  battery,  the  resistance  to 
the  sliding  will  be  diminished  to  a  very  great  extent 
when  the  current  flows  ;  the  electric  current,  therefore, 
has  the  effect  of  Smoothing  or  lubricating,  as  it  were, 
the  rough  surface  of  the  paper.  This  effect  of  the  elec- 
tric current  is  proportionate  to  the  current;  it  com- 
mences and  ceases  with  it,  and  is  so  sensitive  that  the 
feeblest  currents,  those,  for  instance,  which  have  no 
sensible  effect  upon  an  electro-magnet,  are  rendered 
quite  perceptible. 

In  the  instrument  shown  in  Fig.  64,  a  thin  diaphragm 
of  mica,  eight  to  nine  centimetres  in  diameter,  carries 
in  its  centre  a  strip  of  platinum  C,  which  presses  against 
the  cylinder  A  with  a  constant  pressure,  due  to  the 
spring  S  and  regulated  by  the  screw  E. 

The  cylinder  A  is  made  of  chalk,  and  sometimes  of  a 
paste  consisting  of  lime,  caustic  potash,  and  a  small 
quantity  of  mercuric  acetate.  When  of  chalk,  it  is 
moistened  with  an  easily  decomposable  electrolyte  like 
potassic  iodide.  This  plate  acts  the  part  of  the  paper 
soaked  in  potash  in  the  preceding  experiment.  The 
cylinder  turns  with  a  regular  motion  by  means 
of  a  system  of  multiplying  wheels,  and  of  the 
handle  w.  This  system  is  replaced  by  a  clockwork 
movement  in  more  recent  apparatus. 
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Sp.  The  electric  current  coming  from  the  transmitter 
arrives  by  the  support  H,  traverses  the  cylinder  A  coated 
with  the  paste,  the  platinum  strip  C,  and  leaves  by  the 
wire  D  to  earth.  By  turning  the  cylinder  A  in  the 
direction  of  the  hands  of  a  watch,  by  the  handle  w,  the 
friction   between  the   strip  C   and  the   surface   of    the 


^^^:^^;^;^^^^^M^^ic;^^^^^e^^^ii^^^^^^ 


Fig.  64. 

cylinder  A  produces  traction  on  the  strip  c.  The  mica 
disc,  on  account  of  its  elasticity,  will  take  up  a  certain 
position  of  equilibrium,  which  will  depend  on  the  trac- 
tion of  the  strip  C  and,  consequently,  on  the  friction 
between  A  and  C ;  and  as  each  variation  of  the  current 
which  traverses  A  and  C  will  produce  a  variation  in  the 
traction  of  strip  c,  this  will  cause  a  certain  displace- 
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ment  of  the  mica  disc,  which  will  thus  vibrate  synchro- 
nously with  the  undulatory  current,  and,  consequently, 
synchronously  with  the  membrane  of  the  transmitter. 
The  vibratory  motion  of  the  mica  disc  is,  therefore, 
not  obtained  directly  by  the  electric  current,  but  is  pro- 
duced mechanically  by  the  rotation  of  the  cylinder  A. 
The  current  effects  a  reduction  of  the  friction  resulting 
in  a  variation  of  the  sliding  motion,  which  explains  the 
great  power  of  the  apparatus. 

On  the  other  hand,  the  mica  disc,  possessing  little 
inertia  and  considerable  elasticity,  effectually  transmits 
the  impulses  received  by  the  strip  C.  It  need  scarcely 
be  mentioned  that,  when  the  handle  is  not  turned,  the 
telephone  does  not  act. 

Rotation  may  be  effected  in  either  direction.  The 
platinum  strip  C  acts,  according  to  the  conditions,  either 
by  pulling  or  pushing  the  mica  disc.  The  substance  with 
which  the  cylinder  A  is  coated  must  always  remain  moist, 
and  this  result  is  obtained  by  raising,  by  means  of  C, 
from  time  to  time  a  small  roller  immersed  in  a  solution 
of  caustic  potash  which  is  contained  in  the  reservoir  T. 

The  sounds  emitted  are  very  loud,  and  can  be  heard 
over  a  large  hall.  Hence  this  receiver  is  a  great 
favourite  with  lecturers.  Its  articulation,  however,  is 
very  indistinct. 

BHguets  Merairy  Teleplione, 

60.  Antoine  Br^guet  utilised  electro-capillary  forces 
and  the  electric  currents  produced  by  them.  The 
phenomenon  which  led  to  the  construction  of  this 
instrument  is  reversible ;  the  transmitter  and  the  re- 
ceiver are,  therefore,  two  identical  apparatus. 

The  point  of  a  capillary  tube  T  (Fig.  6s\  containing 
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mercury,  plunges  into  a  vessel  v.  This  vessel  is  partly 
filled  with  mercury  M',  and  partly  with  acidulated  water 
A ;  the  capillary  point  does  not  reach  the  mercury,  and 
dips  only  into  the  dilute  acid. 

Two  platinum  wires  P  and  Q  communicate  respec- 
tively with  the  mercury  in  T  and  that  in  V. 

If  the  two  wires  are  connected  with  one  another, 
the  level  of  the  mercury  in  the  capillary  tube  will  be 


^ii^^^Mii^ 


Fic;.  65. 


established  at  an  invariable  height.  But  if  a  battery  is 
interpolated  in  the  circuit  of  the  platinum  wires,  the  level 
will  assume  another  position  of  equilibrium,  depending 
on  the  potential  difference.  A  definite  level  of  the 
mercury  will  correspond  to  each  difference  of  potential. 
Above  the  mercury  in  the  tube  is  a  layer  of  air  s,  whose 
pressure  evidently  varies  every  time  the  level  of  mercury 
itself  varies. 

The  appaiatus  is  reversible  ;  that  is  to  say,  if  by  some 
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modification  of  the  pressure  S  the  level  of  the  mercury 
suffers  displacement,  a  difference  of  the  potential,  or,  in 
other  words,  an  electro-motive  force,  will  be  established 
in  the  two  conductors  f  and  Q. 

Let  us  now  couple  together  two  similar  apparatus  by 
connecting  the  wires  P  and  Pj,  Q  and  Q^,  as  shown  in 
Fig.  65.  If  pressure  is  exercised  at  S,  an  electro-motive 
force  corresponding  to  that  pressure  will  be  produced  in 
the  circuit,  and  this  electro-motive  force  will  produce 
a  change  in  the  level  of  the  mercury  in  the  tube  of  the 
second  apparatus,  and  consequently  a  change  in  the 
pressure  at  s^. 

On  speaking  above  the  tube  T,  the  air  contained  in 
this  tube  enters  into  vibration.  These  vibrations  are 
communicated  to  the  mercury,  which  changes  them  into 
variations  of  electro-motive  force,  and  these  variations 
engender  in  the  receiving  apparatus  exactly  corre- 
sponding vibrations  of  the  mass  of  air  Sj ;  so  that,  if  the 
ear  be  placed  above  the  tube  T^,  all  the  words  pronounced 
into  the  tube  T  will  be  feebly  heard. 

TJie  Photophone, 

61.  Experiments  made  by  Mr.  Willoughby  Smith,^ 
dating  as  far  back  as  1873,  have  shown  that  selenium 
is  a  body  extremely  sensitive  to  the  influence  of  light, 
and  that  this  influence  manifests  itself  by  modifying 
its  electrical  resistance. 

Selenium  was  discovered  in  18 17  by  Berzelius,  and  it 
occurs  in  two  allotropic  modifications.  The  vitreous 
modification  is  obtained  by  fusing  selenium  and  suddenly 
cooling  it ;  it  is  of  dark  brown  colour,  almost  black  in 
diffused  light,  and  red  and  transparent  when  obtained 

^  "Journal  of-  ihe  Soc'ielyof  Telegraphic  Engineers,"  vol.  ii.,  p.  31. 


Digitized  by  VjOOQIC 


104  '^HE  TELEPHONE. 

in  the  form  of  very  thin  laminae.  The  second  modifi- 
cation, which  is  formed  by  fusion  and  subsequent 
gradual  cooling,  assumes  a  granular  and  crystalline 
form  of  metallic  appearance.  It  is  this  latter  modifi- 
cation which  is  a  conductor  of  electricity  at  ordinary 
temperature,  and  which  modifies  its  conductivity  under 
the  influence  of  light. 

Professor  W.  G.  Adams  has  shown*  that  when  a  ray  of 
light  falls  upon  a  bar  of  selenium  there  is  set  up  in  that 
bar  an  electro-motjiye  force  which  produces  a  current, 
the  bar  being,  in  fact,  for  the  time,  converted  into  a  small 
battery.  Bell  and  Sumner  Tainter,  after  numerous 
experiments,  succeeded  in  intensifying  this  sensitiveness, 
and  have  constructed  an  apparatus,  to  which  they  gave 
the  name  of  Photophane^  which  enabled  them  to  repro- 
duce  words  at  a  distance  by  aid  of  luminous  rays. 

It  has  since  been  found  that  the  radiations  which 
produce  the  effect  need  not  be  luminous,  and  that  radiant 
heat  will  give  the  same  result.  Mercadier  proposed  to 
apply  to  this  apparatus  the  name  Radiopttone^  and  this 
term  has  been  universally  accepted ;  it  means  the  con- 
version of  radiant  energy  into  sonorous  vibrations. 

Gra/tam  Bell  and  Sumner  Tainter' s  Photophone, 

62.  The  latest- form  of  the  apparatus  is  represented  in 
Fig.  66.  The  transmitter,  as  will  be  seen,  consists  of  a 
simple  telephonic  box  B,  provided  with  a  mouthpiece 
and  a  vibrating  membrane ;  this  latter  is  made  of 
silver-plated  mica,  thus  forming  a  mirror,  on  which 
fall  the  rays  of  a  powerful  luminous  source,  such  as 
those  of   electric  light,  or,  better,  of  the  sun.     The 

1  Phil.  Trans.,  1874,  vol.  167,  p.  313. 
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bundle  of  luminous  rays  is  reflected  from  the  surface 
of  the  membrane,  and,  after  passing  through  a  lens  R, 
which  renders  the  component  rays  parallel,  is  directed 
on  the  receiver.  This  second  part  of  the  instrument 
is  formed  of  a  parabolic  reflector  C  C,  of  silver-plated 
copper,  about  70  centimetres  in  diameter,  in  the  focus 
of  which  is  fixed  the  selenium  cell  S,  which  communicates 
with  the  telephonic  circuit 
63.  Graham  Bell  has  constructed  selenium  cells  of  the 


Fir..  66. 

following  form : — A  number  of  brass  discs  are  separated 
from  each  other  by  discs  of  mica  of  smaller  diameter ; 
the  whole  presents  the  appearance  of  a  cylinder  cut  up 
on  its  surface  by  parallel  circular  grooves.  These  grooves 
are  filled  up  with  selenium,  in  the  following  way : — 
The  cylinder  is  heated,  and  when  hot  enough  a  stick 
of  selenium  is  rubbed  over  the  surface.  The  selenium 
is  then  heated  over  a  gas  stove,  and  when  it  attains 
a  certain   temperature  its  beautiful   reflecting  surface 
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becomes  dimmed.  A  cloudiness  gradually  extends  over 
it,  somewhat  like  the  film  of  moisture  produced  by 
breathing  upon  a  cool  mirror.  This  appearance  gradually 
increases,  and  the  whole  surface  is  soon  seen  to  be  in 
the  crystalline  condition.  The  cell  may  then  be  taken 
off  the  stove  and  cooled  in  any  suitable  way. 

Every  alternate  disc  is  connected  to  one  wire  of  the 
circuit,  and  the  remaining  discs  to  the  other  wire.  Every 
time  that  the  light  reflected  by  the  parabolic  mirror 
strikes  the  surface  of  the  selenium,  its  electrical  resist- 
ance is  diminished,  and  this  diminution  is  proportional 
to  the  luminous  intensity.  The  luminous  bundle,  which, 
during  the  state  of  rest  of  the  diaphragm,  was  trans- 
mitted without  variation,  is  modified  by  the  changes 
of  form  which  the  vibrations  of  the  voice  produce  in 
the  surface  of  the  reflecting  membrane  at  B.  Hence  we 
get,  in  the  intensity  of  the  luminous  rays,  variations 
which  correspond  to  the  variations  of  the  sonorous 
waves,  and  produce,  by  the  help  of  the  selenium — that 
is  to  say,  of  a  substance  of  variable  resistance — variable 
currents  in  the  telephonic  circuit. 

The  photophone  reproduces,  with  great  clearness, 
musical  sounds  as  well  as  articulate  speech.  Prof 
Adams  showed  that  tellurium,  like  selenium,  changes 
its  resistance  under  the  influence  of  light,  and  a  receiver 
constructed  with  it,  although  it  gave  no  indication  of  its 
sensitiveness  with  a  reflecting  galvanometer,  gave  sounds 
in  a  telephone, 

RadiophoJies. 

64.  Considering  the  extensive  molecular  motions  pro- 
duced by  the  action  of  intermittent  rays  of  light  on 
lampblack,  Tainter  thought  that  an  analogous  variation 
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would  be  produced  in  the  passing  current,  and  that  it 
might  be  possible  to  replace  selenium  by  lampblack 
in  the  receiver.  Experiments  con- 
firmed this  idea ;  Fig.  6^  represents 
the  lampblack  element  which  has 
given  the  best  results.  A  mirror 
is  coated  with  a  layer  of  silver, 
and  the  coating  is  removed  so  as 
to  form  a  zigzag  line,  with  two  per- 
fectly distinct  parts,  which  have 
the  appearance  of  two  combs,  the 
teeth  of  which  fit  into  each  other. 
Each  comb  is  attached  to  a  terminal, 
which  enables  the  element  to  be  in- 
serted in  an  electric  circuit. 

The  surface  is  then  blackened,  sc  as  to  fill  the  whole 
interval  between  the  teeth  of  the  two  combs  with  lamp- 
black. On  connecting  the  lampblack  element  with  a 
telephone  and  battery,  and  exposing  it  to  the  influence  of 
an  intermittent  ray,  an  intense  musical  sound  is  produced 
in  the  telephone. 

65.  By  employing  an  induction  coil  the  effects  are 
intensified,  and  the  sensitive  elements  can  be  employed 
as  well  for  the  reproduction  of  articulate  speech  as 
for  musical  sounds. 

Fig.  68  shows  the  arrangement  for  a  very  interesting 
experiment  based  upon  these  two  properties.  When 
an  intermittent  current  traverses  the  lampblack  element 
A,  or  when  .an  intermittent  ray  is  thrown  on  the 
element  through  the  mirror  B,  a  powerful  sound  can  be 
heard  on  applying  the  ear  to  the  tube  C.  By  the  simul- 
taneous action  of  an  intermittent  current  and  an 
intermittent  ray,  two  distinct  musical  sounds  are  obtained, 
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which  produce  a  throbbing  noise  when  their  pitch  is 
about  the  same. 

(36,  Mr.  Preece  ^  and  Mr.  Mercadier  have  since  Bell- 
Tainter's  discovery  greatly  extended  the  field  of 
radiophony;  they  have  obtained  by  direct  radiation 
sounds  from  all  kinds  of  substances ;  but,  as  we  have 
already  stated  above,  for  the  demonstration  of  these 
phenomena  no  electrical  contrivances  are  required,  and 
they  do  not,  therefore,  enter  into  our  ripertoire. 

Graham  Bell,  in  explanation  of 
this  fact,  says  ^ :  — 
"  I  think  we   are  warranted  in 
'  concluding  that  the  nature  of  the 
*rays  that  produce  sonorous  effects 
in    different    substances    depends 
upon  the  nature  of  the  substances 
that   are    exposed    to    the   beam, 
and  that  the  sounds  are  in  every 
case  due    to     those   rays    of  the 
spectrum    that    are    absorbed    by 
Fig.  68.  the  body." 

Mr.  Preece,^  further  explaining  the  phenomena, 
says : — 

"  When  the  rays  of  radiant  energy  fall  on  the  black 
mass  they  convert  it  into  a  warmer  substance,  and  in  that 
condition  the  molecules  of  air  strike  it  and  rebound 
with  increased  velocity,  thus  producing  greater  pressure, 
which  causes  the  air  to  expand.  The  air  in  expanding 
strikes  the  tympanum  of  the  ear,  which  corresponds  to 
these  expansions,  which  are  thus  nothing  more  nor  less 
than  sonorous  vibrations." 

1  W.  H.  Preece,  ••Journal  of  the  Society  of  Telegraphic  Engineers,*' 
May  12th,  1 88 1. 
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6j.  An  apparatus,  however,  has  been  constructed  by 
Mercadier  which  is  based  on  the  electrical  properties 
of  selenium,  and  which  may  render  valuable  services 
for  multiple  telegraphic  transmissions.  Mercadier  calls 
this  apparatus — 

Multiple  Autorevcrsible    Tcleradiophone. 

The  apparatus  consists  of  a  number  of  selenium  cells, 
which  are  constructed  in  the  following  manner  : — 

Two  strips  of  very  thin  brass  (about  'i  mm.)  a  a'  and 
b  V  (Fig.  69),  one  of  which  is  represented  in  the  figure 
by  full  and  the  other  by  dotted  lines,  are  separated  by 
two  strips  of  parchment  paper  of  about  '15  mm.  thick- 
ness and  of  the  same  width,  which  serve  as  insulators, 
and  may  be  considered  as  indicated  in  the  figure  by 
the  blank  spaces  which  are  left  between  the  lines. 
These  four  strips  are  coiled  as  close  as  possible  into  a 
spiral. 

The  block  thus  formed  is  placed  between  two  brass 
plates  c  and  d,  one  millimetre  thick,  which  communi- 
cate with  the  two  extremities  b'  and  a'  of  the  metallic 
strips,  and  the  whole  is  squeezed  as  tightly  as  possible 
between  two  pieces  of  hard  wood,  or  of  brass,  connected 
together  by  two  long  screws  or  two  insulated  rods  M  N 
with  screw  nuts.  Two  terminals  A  and  B  communicate 
with  the  plates  c  and  </,  and  consequently  with  the 
extremities  of  the  metallic  strips,  which  form  the  one 
the  even  and  the  other  the  odd  spirals. 

The  block  thus  formed  is  first  roughly  filed  on  its 
two  faces,  the  surface  is  then  filed  as  smoothly  as 
possible,  and  finally  polished  with  emery  paper.  The 
surfaces  are  then  coated  with  selenium   in  a  manner 

*  "  La  Lumiirc  Elcctriquc/'  iv.  1881,  pp.  19,  295,  347. 
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similar  to  the  one  described  in  §  63,  and  the  apparatus 
is  allowed  to  cool  down  slowly.  Excellent  elements 
are  thus  obtained  and  can  be  made  of  very  variable 
resistance — for  instance,  by  selenizing  only  part  of  the 
surface,  or  by  coating  it  first  altogether  and  taking 
off  the  selenium  by  degrees.  The  resistance  of  these 
apparatus  can  thus  be  made  to  vary  between  1,200  and 
200,000  ohms,  and  they  all  produce  very  distinct  sounds. 
The  arrangements  for  the  transmission  of  speech 
with  this  apparatus  are  very  simple.  A  series  of  sele- 
nium   cells   of    variable     resistance  is   placed    at   the 

sending  station  in 
circuit  with  a  battery 
of  a  few  elements 
and  with  the  line 
which  terminates  at 
the  receiving  station 
^  by  an  equal  number 
of  receivers.  In- 
termittent luminous 
^9-  radiations,    inter- 

rupted like  the  Morse  alphabet,  are  directed  on  the 
transmitters.  The  pitch  of  these  radiations  is  fixed, 
but  different  for  each  transmitter.  The  corresponding 
telephonic  receivers  are  arranged  so  as  to  respond  to 
none  but  its  corresponding  tone.  Every  telephone  will, 
therefore,  produce  a  series  of  longer  or  shorter  musical 
notes,  which  will  be  interpreted  at  the  receiving  station, 
like  ordinary  Morse  signals.  This  conception  of 
Mercadier  has  not  yet  received  practical  development. 

68.  An  ingenious  apparatus  has  quite  lately  been 
introduced  into  practice,  combining  the  properties  of 
a  call  bell   and  a  telephone,   and  which  promises   to 
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be  of  some  value  for  domestic  communication.     It  is 
called 

The  Button  Telephone} 
The  object  of  the  instrument  is  to  replace  the  press- 
button  of  an  ordinary  electric  bell  by  a  telephone-stud, 
which  permits  not  only  to  ring  up  a  person,  but  also  to 
enter  into  conversation  with  him. 


I'iG.  70. 

The  apparatus  consists  of  two  parts,  a  socket  fixed  to 
the  wall  or  to  a  small  board,  and  a  removable  part  which 
is  taken  in  the  hand  when  the  telephone  is  to  be  used. 
The  fixed  and  movable  parts  are  connected  by  a  flexible 
cord. 

Fig.  70  gives  the  details,  in  actual  size,  of  the  diffe- 
rent parts  forming  -the  apparatus,  whilst  Fig,  71  shows 

^  B.  Marinovitch  :  **  La  Lumi^re  Electrique,"  No.  I,  1886,  p.  3. 
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a  diagram  of  the  connections.  The  letters  on  the  dia- 
gram and  on  Fig.  70  being  the  same,  it  will  be  easy  to 
follow  the  description. 

On  the  right  of  Fig.  70  is  represented  the  back  of  the 
socket ;  it  consists  of  a  metallic  plate  P,  provided  with  a 
rim,  on  which  are  mounted  four  clamps  G  that  grip  the 
movable  part  when  the  apparatus  is  not  in  use.  The 
plate  P  IS  fixed  to  the  wall,  or  to  a  small  board,  by 
means  of  two  screws  shown  in  the  figure.  The  two 
terminals  a  and  b  receive  the  wires  which  usually  lead 
to  an  ordinary  press-button.  From  these  terminals  start 
two  wires,  i  and  2,  which  lead  to  the  movable  part  of 
the  apparatus,  A  third  wire  /,  which  forms  with  the 
two  former  a  flexible  cord,  is  in  connection  with  a 
metallic  contact  m.  Opposite  m  is  an  elastic  plate  «, 
connected  to  the  terminal  a^  and  carrying  at  its  lower  ex- 
tremity a  stud  J,  which  traverses  an  opening  in  the  plate 
P,  and  projects  through  it.  By  this  arrangement,  when 
the  apparatus  is  not  in  use,  the  contact  nt  and  n  is  open  ; 
whilst  it  is  closed  through  the  elasticity  of  spring  plate 

n,  as  soon  as  the  front  is  with- 
^  ^  drawn  from  the  socket. 

ji^      ^ ^  The  movable  part,  the  stud 

properly  speaking,   is   to    all 
ilMj^K    /  I  intents  and    purposes,  a  tele- 

\  \  \l\\  \  /  \  phonic  receiver,  of  which  M  is 
'  M  1  1 V  \  ^^^  membrane,  and  T  the  coil, 
while  h  is  an  elastic  plate 
placed  opposite  a  contact  g ; 
the  whole  being  enclosed  in 
a  wooden  case  having  the  form, 
Fig.  71.  and  not  much  exceeding  the 

dimensions,  of  an  ordinary  press-button.    The  plate  h  is 


Digitized  by  VjOOQIC 


THE  PHONOGRAPH.  113 

in  communication  with  the  mass  of  the  apparatus,  whilst 
g  is  insulated  from  it. 

By  means  of  the  flexible  cord  connection  is  made  (i) 
between  the  mass  of  the  apparatus,  wire  i,  and  terminal 
b  of  the  socket ;  (2)  between  wire  2  and  terminal  a  of 
the  socket ;  and  (3)  between  one  of  the  extremities  of 
the  coil  and  the  contact  m  of  the  socket. 

The  other  extremity  of  the  coil  is  in  communication 
with  the  mass  of  the  apparatus.  It  will  be  seen  that 
under  these  conditions  diagram  Fig.  71  represents  the 
connections,  the  three  strands  of  the  flexible  cord  being 
represented  by  the  portions  of  the  circuit  b  c^g  a^  and 
T  m. 

The  Phonograph, 

69.  Before  passing  on  to  the  applications  of  the  tele- 
phone, we  must  give  a  brief  account  of  this  apparatus, 
which  created  considerable  sensation  at  the  time  of  its 
invention  by  Edison,  in  1877. 

Fig.  72  represents  the  apparatus,  which  consists 
of  a  mouthpiece,  across  the  inner  orifice  of  which 
is  stretched  a  metal  diaphragm,  and  to  the  centre 
of  this  diaphragm  is  attached  a  point,  also  of  metal. 
A  brass  cylinder  is  fixed  upon  a  shaft,  to  which 
is  also  attached  a  crank  and  fly-wheel.  The  shaft 
is  screw-threaded,  and  turns  in  a  nut  for  a  bearing, 
so  that  when  it  is  caused  to  revolve,  the  cylinder  has 
a  horizontal  travel  in  front  of  the  mouthpiece.  It 
will  be  clear  that  the  point  on  the  metal  diaphragm 
.  must,  therefore,  trace  a  spiral  over  the  surface  of  the 
cylinder.  On  the  latter  is  cut  a  spiral  groove  of  similar 
pitch  to  that  on  the  shaft,  and  around  the  surface  of 

I 
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the  cylinder  is  attached  a  strip  of  tinfoil.  When  sounds 
are  uttered  before  the  mouthpiece  the  diaphragm  is 
caused  to  vibrate,  and  the  point  thereon  is  caused  to 
press  with  greater  or  less  force  on  the  tinfoil  at  the 
portion  where  the  latter  crosses  the  spiral  groove. 
Hence,  the  foil,  not  being  there  backed  by  the  solid 
metal  of  the  cylinder,  becomes  indented,  and  these 
indentations  are  necessarily  an  exact  record  of  the 
sonorous  vibrations  which  produce  ^hem. 

The  reading  mechanism  is  nothing  but  another  dia- 
phragm held  in  a  tube   on  the  opposite  side  of  the 


Fig.  72. 

machine  (to  which  is  attached  a  funnel  to  rein- 
force the  sounds)  and  a  point  of  metal  which  is 
held  against  the  tinfoil  on  the  cylinder  by  a  delicate 
spring.  A  lever,  working  on  a  pivot,  brings  the 
mouthpiece  near  to,  or  away  from,  the  cylinder. 
Considerable  modifications  have  been  made  in  this 
apparatus  recently  (1888).  Tainter  has  replaced  the  tin- 
foil by  a  wax  cylinder,  and  uniform  rotation,  which  is 
essential  to  correct  reproduction  of  speech,  has  been 
obtained  by  Edison  by  an  electro-motor,  but  the  new 
instruments  are  not  yet  in  the  market 
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Preecis  ThermO'TeUphofii. 

70.  The  original  form  of  the  instrument  is  shown  in 
Fig'  73-  A  is  a  stout  base  of  mahogany,  on  which  a  brass 
support  C  was  attached  so  that  it  could  slide,  and  be 
fixed  at  any  distance  from  D,  which  is  a  disc  of  thin 
iron.  A  fine  wire,//',  is  fixed  to  the  centre  of  the  disc, 
and  stretched  by  means  of  the  screw  on  c.     Its  loose 


Fig.  73- 

ends  are  connected  to  terminals  on  the  wooden  base, 
so  as  to  be  inserted  in  the  circuit  containing  a  micro- 
phone transmitter  M  and  a  battery  B  of  six  potassium 
bichromate  cells. 

A  platinum  wire  of  "0076  cm.  diameter,  and  15  cm. 
long  from/  to/'  was  first  used,  and  the  sonorous  effects 
y  '*  Proceedings  of  the  Royal  Society,"  April  28th,  1880. 
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were  most  marked  when  the  microphone  transmitter 
M  was  spoken  into.  The  articulation,  though  muffled, 
was  clear,  and  words  could  easily  be  heard. 

The  latest  form  of  the  instrument,  which  was  ex- 
hibited in  1883  at  Vienna,^  has  the  form  of  a  glass  tube 
closed  by  a  cork  stopper  and  perforated  by  two  wires 
which  pass  into  the  tube.  A  spiral  of  very  thin  platinum 
wire,  about  five  centimetres  long,  connects  the  two  wires. 
The  undulatory  currents  in  the  platinum  spiral  produce 
molecular  vibrations,  and,  consequently,  expansions  and 
contractions  of  the  wire,  whereby  the  air  in  the  glass 
tube  is  thrown  into  vibration.  An  acoustic  funnel  is 
attached  to  the  lower  end  of  the  glass  tube,  and  the 
instrument  can  be  used  as  a  receiver. 

All  microphonic  effects  may  be  considered  to  be  due 
to  the  heat  produced  by  the  passage  of  the  current 
between  two  loose  carbon  contacts,  which  varies  the 
resistance  of  the  circuit,  and  therefore  the  currents 
themselves  (5  25)  ;  undulatory  currents  resulting  from 
these  variations  are  sent  along  the  line,  and  produce 
analogous  results  in  the  receiver. 

Now,  if  this  explanation  is  correct,  a  microphonic 
transmitter  must  be  reversible,  just  as  much  as  a  tele- 
phonic receiver ;  and  such  was  shown  by  Professor 
Hughes  to  be  the  case. 

A  Red-hot  Telephone  Transmitter,^ 

71.  Professor  G.  Forbes  has  recently  made  some 
experiments  with  a  red-hot  wire  as  a  telephone  trans- 

1  <'  Bericht  uber  die  Electrische  Ausstellung,'*  Wien,  1883,  p.  289. 

•  Professor  George  Forbes,  F.R.S.,  on  **A   Thermal  Telephone  Trans- 
mitter."   Proc  Royal  Society,  February,  1887. 
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mitter.  A  fine  platinum  wire,  from  '0025  to  '013  cm. 
in  diameter,  and  several  centimetres  long,  was  included 
in  the  circuit  of  a  charged  accumulator,  and  the  primary 
wire  of  an  induction  coil.  A  receiving  telephone  was 
connected  in  circuit  with  the  secondary  wire  of  the 
induction  coil.  The  battery  power  was  such  that  the 
fine  wire  in  the  primary  circuit  was  heated  to  a  high 
temperature  and  rendered  incandescent.  When  in  this 
condition,  on  speaking  to  it  the  words  could  be  heard 
in  the  receiving  telephone.  The  explanation  of  the 
phenomenon  is,  that  the  sound  waves  passing  the 
incandescent  wire  in  quick  succession  altered  its  resist- 
ance by  cooling,  and  thus  varied  the  strength  of  current 
in  the  primary  circuit.  The  fluctuations  of  current 
thus  caused  excited  corresponding  fluctuations  in  the 
secondary  circuit,  and  these  reproduced  the  voice  in 
the  receiver.  Spiral  wires  in  the  form  of  watch  springs, 
of  steel  and  platinum  iridium,  were  tried  in  place  of 
the  straight  wire  with  some  success.  An  indiarubber 
diaphragm  was  also  interposed  between  the  voice  and 
the  heated  wire,  and  found  to  influence  the  wire  like 
the  direct  voice.  Mechanical  vibration  did  not  affect 
the  apparatus. 
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CHAPTER  IX. 

ON     THE     COMPARATIVE     EFFICIENCY    OF     SOME 
TRANSMITTERS. 

72.  Transmitters  as  well  as  receivers  present  the 
peculiarity  that  it  is  difficult  to  compare  them  with 
one  another  in  the  same  exact  manner  that  we  com- 
pare, for  instance,  the  electromotive  forces  of  two 
batteries  or  the  output  of  two  dynamos.  The  estimates 
formed  of  different  systems  are  matters  of  individual 
opinion,  and  it  is  rarely  that  several  persons  agree  on 
the  superiority  of  one  system.  It  is,  however,  an 
admitted  fact  that  a  certain  number  of  microphonic 
transmitters  give  nearly  the  same  results,  and  that  the 
slight  differences,  which  always  exist,  cannot  be  detected 
by  an  ordinarily  practised  ear. 

Professor  Charles  R.  Cross,  of  Boston,  ^  has  made 
some  practical  tests  in  this  direction ;  for  this  purpose 
he  passed  the  currents  produced  in  the  secondary  wire 
through  a  very  sensitive  Kohlrausch  dynamometer  whose 
resistance  was  206  ohms.  The  vowels  a^  0,  u,  /,  were 
sounded,  as  well  as  an  organ  pipe  giving  5 1 2  vibrations 
per  second.     The  transmitters  tested  were  those  of 

1  Rolhen,  "Journal  T6l6graphique,"  1887,  No.  a. 
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Edison,   Blake,  and   Runnings.    The  following  table 
gives  the  result  in  milli-amp^res : — 

a.  o,  u,  i,   Oigan  Pipe. 

Edison  ...     -088     '123     -144    -072     -072 

Blake     '123     -144    -144     —      '132 

Hunnings      ...     737     787     -503     -213     -556 

These  figures  clearly  show  that  the  Edison  trans- 
mitter, with  its  lampblack  lozenge,  although  its  repro- 
duction is  very  clear,  gives  relatively  feeble  currents, 
and  that  the  Hunnings  microphone  is  remarkable 
for  its  powerful  effects.  This  confirms  an  observation 
which  has  been  generally  made,  viz.,  that  transmitters 
constructed  with  granular  carbon  of  the  Running's  type 
(S  51)  are  amongst  the  best  known. 

The  induction  coil  of  course  plays  an  important  part 
in  the  intensity  and  clearness  of  the  reproduction  ;  as 
a  matter  of  fact  it  plays  a  much  more  important  part 
than  is  generally  believed,  and  there  can  be  little 
doubt  that  a  large  number  of  transmitters  might  be 
sensibly  improved  by  choosing  more  suitable  induction 
coils.  In  these  coils,  as  has  been  shown  in  §  12,  the 
number  of  windings  of  each  circuit  is  the  essential, 
and  the  resistance  is  only  the  secondary  consideration  ; 
the  length  and  the  thickness  of  the  coils  must  there- 
fore be  taken  into  account. 

Very  many  experiments  have  been  made  by  the  Post 
Office  authorities  in  England  in  this  direction  ;  but  the 
administration  of  the  Swiss  telephones  has  recently 
made  very  complete  tests  with  10  different  coils  con- 
structed for  the  Blake  microphone.  They  were  tested 
by  M.  Abrezol,  the  chief  of  the  Geneva  district,  over 
different  distances  varying  from  5  to  107  kilometres. 
The  construction  of  the  coils  was  the  following  : — 
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Primary  Wire 

Secondary  Wire 

No. 

Number 

Diameter 

Resistance 

Number 

Diameter 

Resistance 

of 

of 

of  Wire 

in 

of 

of  Wire 

in 

Coil. 

Windings. 

in  mm. 

Ohms. 

Windings. 

mmm. 

Ohms. 

I 

6i 

•25 

1.956 

zoo 

2 

62 

•25 

3.I9I 

180 

3 

62 

•25 

4.080 

250 

4 

Ii6 

•50 

3.952 

250 

\ 

230 

i*oo 

3.805 

250 

232 

1*20 

4,420 

300 

2 

'1 

150 

4278 

300 

2 -GO 

4.735 

350 

9 

368 

75 

117 

4.735 

•30 

130-2 

IC 

i»3So 

lo-oo 

3.950 

•15 

400 

By  means  of  a  switch  any  one  of  these  ten  coils  could, 
without  loss  of  time,  be  placed  in  the  microphone  circuit, 
and  the  observer  could  in  a  few  moments  pass  in  review 
the  whole  of  the  coils,  whilst  retaining  the  impression 
produced  from  one  test  till  the  next.  The  results  were 
obtained  in  connection  with  a  good  Blake  microphone 
of  American  make,  and  an  induction  coil,  whose  primary 
wire  had  a  resistance  of  1*05  and  secondary  of  180  ohms 

Expressing  by  the  figure  i  the  intensity  and  clear- 
ness of  the  standard  coil,  the  ten  coils  gave  the  following 
results : — 


Induction  CqU  Number. 

Distances. 

I 

s 

3 

4 

5 

6 

7 

! 

10 

Geneva-Geneva -5  Km.   ...  {  g^|2 
Geneva-Lausaiine6i-6Km.  {qJ^^^ 

Genev^VW79xKin....{g|SS;i 
Geneva-Montene.t85-,K».{j5^«y 

Geneva-Bex  1074  Km.     ..{ciiSS!Si 

•3 

•9 

•9 

x'o 

•3 

•7 

:? 

•a 
•9 

•7 
•9 

I'O 
I'X 

•9 

i"o 

I'O 

x'3 

•7 

X'o 

•9 
•9 
X'o 

«*3 

•9 

X'o 

•9 

x-o 

1*5 

x*3 
1-7 
1*5 
«*3 
x'5 
«*3 
x*5 
x*a 
»"5 

1-3 

X'O 

x-3 
x'a 

X'X 

I  3 
«*3 
x*5 
x'o 

x-3 

t*5 

•9 
x-7 
x*3 
1-7 
x-6 
x'5 
»-5 

»*3 
•9 

x'5 
•9 

X'X 

I'l 

W 

x"3 

"•3 

X'o 

x'S 

•9 

X'l 

X'o 
X'5 
x*4 
x'6 
x'a 

x'7 

I'O 

x-6 

•9 
x7 

\^ 

x'6 
x'7 
x*3 

*3 
•3 
•3 
*S 
•3 
•3 
•3 
•4 
*3 
•x 
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.  From  this  table  which,  taking  into  consideration  the 
nature  of  the  tests,  shows  a  remarkable  concordance,  it 
will  be  seen  at  once  that  the  coils  Nos.  i  and  lo  must 
be  rejected.  Coils  4,  6,  9  give  the  best  results ;  coil 
No.  4  is  the  only  one  which,  under  all  circumstances, 
gave  clearer  and  more  intense  reproductions  than  the 
standard  instrument.  The  clearness  of  reproduction 
gradually  disappears  with  the  increase  of  length  in 
the  actual  circuit ;  the  sound  becomes  more  diffused 
and  muffled,  due  to  the  interfering  and  retarding  effects 
of  self-induction.  In  this  respect  coil  No.  9  is  especially 
remarkable ;  at  long  distances  it  surpasses  No.  4 ;  but, 
since  the  same  microphone  must  serve  as  well  for  the 
inner  circle  of  a  network  as  for  long  distances,  a 
mean  must  be  chosen,  and  nothing  must  be  left  to 
chance.  On  these  grounds  No.  4  ought  to  be  selected. 
In  Switzerland  an  induction  coil  has  therefore  been 
adopted,  of  the  following  construction: — primary  circuit, 
180  to  185  windings  of  wire  of '6  mm.  diameter  (No.  23 
B.W.G.),  and  '5  ohms  resistance;  secondary  circuit 
4,100 — ^4,300  windings  of  wire  of '15  mm.  diameter 
(No.  28  B.W.G.),  and  250  ohms  resistance. 

73.  It  is  highly  probable  that  the  coil  which  gives  the 
best  result  in  the  Blake  transmitter  does  not  behave 
equally  as  well  in  other  systems,  and  the  experiments 
made  with  one  single  class  of  transmitters  ought  there- 
fore to  be  multiplied. 

A  series  of  experiments  in  this  direction  have  been 
made  by  Mr.  Preece. 

Five  different  forms  of  transmitters  used  in  connec- 
tion with  various  Continental  Exchange  systems  were 
obtained  and  compared  with  that  used  in  the  Gower- 
Bell  instrument  (§35).    They  comprised  the  well-known 
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forms  of  D* Arson val  (§  38),  Mix  and  Genest  (§  50), 
Berliner  (§  53),  De  Jongh  (5  49). 

An  artificial  line,  composed  of  a  series  of  double- 
wound  resistance  coils  and  condensers,  made  up  of 
sections,  each  of  which  had  a  resistance  of  3  ohms,  and 
a  capacity  of  i  microfarad,  was  employed  for  making 
the  tests.  The  comparison  was  made  by  ascertaining 
the  point  at  which  articulation  became  indistinct  with 
the  different  transmitters.  They  were  connected  to  a 
switch  by  means  of  which  any  one  of  them  couM 
be  included  in  the  circuit  and  through  the  same  coil, 
without  practically  interrupting  the  speaking,  the 
remaining  portion  of  the  apparatus  being  undis- 
turbed. 

The  results  are  shown  in  the  following  table.  Column 
3,  the  product  of  the  capacity  (K)  and  resistance  (R), 
of  the  circuit  represents  the  point  at  which  articulation 
completely  failed  with  each  transmitter. 


Transmittcf 
under  test. 

Resistance 
Ohms. 

Cap-ciiy. 
Micro- 
farad. 

KxR 

Remarks. 

[This  result  was    only 

D'Arsonval 

858 

26 

22,308 

\  obtained      after     very 
( careful  adjustment. 
,This  transmitter    was 
affected     by    moisture 

Berliner      . 

759 

23 

17.457 

•j  and  KxR  fell  to  13,260 
after      two      minutes' 
^speaking. 

Gower-Bell 

693 

21 

14.553 

De  Jongh  . 
Mix  and  Genest 

693 

21 

14.553 

402 

14 

6,46^ 

A  comparison  of  the  relative  efficiency  of  the  various 
induction  coils  with  which  these  transmitters  were 
furnished  was  made  in  like  manner,  the  circuit  being 
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again  arranged  so  that  any  one  of  the  coils  could  be 
substituted  for  another  by  means  of  the  switch,  while 
the  speaking  continued. 
The  results  are  given  below : — 


Dimensions. 

Resistances. 

Coil  tested. 

length 
(inside 
cheeks) 
Inches. 

Outside 

diameter 

Inches. 

Primary 
Ohms. 

Secondar) 
Ohms. 

Speaking  limit. 
KxR 

Gower  Bell 
D'Arsonval 
Berliner   . 
De Jongh. 
Mix  and 
Genest  . 

1 

3i" 

If" 

4" 
I  J" 
I  " 

r 

•5 
7 
•0 

'22 
I'D 

250 

143 
157 

14.553 
13.200 
13,200 
10,692 

13,200 

It  is  thus  seen  that  the  results  obtained  by  the 
British  Post  Office  agree  with  those  obtained  by  the 
Swiss  administration. 

74.  The  law  which  determines  the  distance  to  which 
speaking  by  telephone  on  land  lines  is  possible,  is  just 
the  same  as  that  which  Sir  William  Thomson  has 
shown  to  be  that  which  determines  the  number  of  cur- 
rents that  can  be  transmitted  through  a  submarine  cable 
in  a  second. 

Every  circuit  has  a  time-constant  dependent  on  the 
conditions  of  the  circuit,  invariable  for  the  same  uniform 
circuit  but  differing  for  different  circuits.  It  represents 
the  time  that  elapses  from  the  instant  contact  is  made 
at  the  sending  end  to  the  instant  that  the  current  begins 
to  appear  at  the  receiving  end.  It  is  given  by  the  follow- 
ing equation  : — 

a  =  ^kr?, 
B  being  a  constant  dependent  principally  on  the  units 
used ;  k  the  inductive  capacity  per  unit  length  (mile  or 
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kilometre) ;  r  the  resistance  per  unit  length,  and  /  the 
length  in  miles  or  kilometres. 

This  time-constant  therefore  limits  the  number  of 
vibrations  per  second  that  can  be  sent  through  any 
circuit. 

The  following  table  gives  the  resistance  and  capacity 
for  the  wires  chiefly  used  in  England  : — 


Capacity 

per  mile 

microfarads. 

Resistance 

per  mile 

B.  A.  ohms. 

No.  *i\  iron  wire • 

0*0168 
00124 
0*2500 
0*2900 

12*0 

57 

No.  12J  copper  wire..... 

Gutta  percha-covered  wire  in  iron  pipes... 
Gutta  percha-covered  wire  in  cables 

The  distance  to  which  one  can  speak  is  thus  not  a 
question  of  length  ;  it  depends  on  the  resistance  of  the 
wire,  on  its  inductive  capacity,  and  also  on  its  electro- 
magnetic inertia.  The  relative  merits  of  iron  and  copper 
with  their  characteristics  will  be  discussed  in  the  next 
chapter.  If  we  consider  copper  the  only  material  that 
should  be  used  for  long  circuits,  because  it  is  virtually 
free  from  electro-magnetic  inertia,  then  we  can  say  that 
the  limiting  distance  through  which  it  is  possible  to 
speak  (S)  varies  with  the  product  of  the  total  resistance 
(R)  and  the  total  capacity  (K),  or  the  limiting  distance 
S  =  KR  X  constant (i) 

This  is  only  another  form  of  Thomson's  law,  for  K  =/fe, 
and  R  =  /r,  and 

.'.  S  =  krf  X  constant. 

We  can  thus  put  equation  (i)  into  this  form, 

A  =  krx\ (2) 
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and  if  we  give  to  A  the  following  values  (which  have 
been  obtained  by  experiment) :  — 

Copper  (overhead), 15,000 

Cables  and  underground 12 ,000 

Iron  (overhead) 10,000 

we  can  find  the  limiting  distance  to  which  it  is  possible 
to  speak  with  any  wire  ;  for 

x'  =  h\kr. 
Take  copper,  whose  constant  is  15,000  and  a  wire 
whose  resistance  is  i  ohm  per  mile,  and  capacity  00124 
microfarad  per  mile,  then — 

^^  15000 

0-0I24* 

jc  =  iioo  miles, 
which  is  the  extreme  distance  at  which  speech  can  be 
reproduced  upon  such  a  wire.  Of  course  the  constants 
which  give  us  the  distances  at  which  speech  is  easy 
and  practical  are  less  than  these.  They  are  as 
follows  : — 

Copper  (overhead) 10,000 

Cables  and  underground 8,oco 

Iron  (overhead) 5,000 

When  the  product  K   x    R  gives  a  number  less  than 
those,  speech  will  be  easy. 

75.  There  is  a  very  interesting  consequence  of 
Thomson's  law,  and  that  is,  whether  the  line  be  a  single 
wire  completed  by  the  earth,  or  a  double  wire  making  a 
metallic  circuit,  the  rate  of  speed  between  the  two  ends 
is  exactly  the  same,  and  therefore  the  distance  we  can 
speak  through  is  just  the  same  whether  we  use  a  single 
or  double  wire  circuit.  This  is  owing  to  the  fact  that 
though  in  the  latter  case  we  double  the  resistance,  we 


Digitized  by  VjOOQIC 


126 


THR  TELEPHONE. 


halve  the  effective  capacity,  and  therefore  the  product 
remains  the  same. 

The  difference  between  copper  and  iron  is  due  to  the 
presence  of  self-induction,  or  to  the  electro-magnetic 
inertia  of  the  latter,  and  the  difference  between  copper 
overground  and  copper  underground  is  due  to  the  facility 
that  the  leakage  of  insulators  at  so  many  points,  offers 
to  the  rapid  discharge  to  earth  of  the  static  charge, 
while  in  gutta  percha-covered  wire,  its  only  exit  is  at 
the  ends. 

There  is  no  difficulty  in  working  telephones  through 
underground  wires,  when  they  are  properly  designed, 
even  though  they  attain  50  miles  in  length. 

The  limit  of  working  of  different  insulated  wires  is 
easily  obtained  by  equation  (2),  and  the  following  table 
gives  that  information  for  different  gutta  percha-covered 
wires. 


Size  of  Wire.* 

k. 

r. 

Limit  of  speech 

20 

0*270   mf. 
0250    „ 
0-240    „ 
0-290    „ 

45 '00  ohms. 
23*00    „ 
xS'oo    „ 
8-4      .. 

i2  miles. 
46    „ 
62    ,. 
70    „ 

It 

18 

16 

4 

14 

2 

*  The  top  number  indicates  the  gauge  of  wire,  and  the  lower 
number  that  of  the  gutta  percha.  A  table  of  the  British  wire  gauge  is 
given  at  the  end. 
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CHAPTER  X. 

TELEPHONE     WIRE. 

A, — Air  Lines. 

76.  Two   sorts   of  wire  are   chiefly  used  for  the  con- 
struction of  telephone  lines  :   iron  and  copper. 

In  a  network  of  wires,  where  many  hundreds  run 
alongside  and  cross  each  other  in  all  directions,  it  is 
above  all  things  necessary  to  select  the  strongest  pos- 
sible wire,  in-order  to  prevent  as  much  as  possible  any 
breaking,  which  would  be  a  source  of  the  greatest 
inconvenience.  Not  only  would  the  breaking  of  one 
wire  most  seriously  interfere  with  the  working  by 
entanglement  with  other  wires  and  so  produce  contacts, 
but  the  overhead  wires  falling  down  would  impede 
the  traffic. 

In  selecting  the  localities  for  the  establishment  of  the 
wire  supports,  local  conditions  and,  in  many  cases, 
personal  prejudices  have  to  be  taken  into  considera- 
tion, and  long  spans  are  thereby  rendered  necessary, 
which  tax  the  strength  of  the  wires  and  their  supports 
to  the  utmost. 

On  these  grounds  steel  wire  naturally  commends 
itself  for  telephone  lines  ;  and  both  for  the  sake  of 
economy  and  also  of  security,  a  wire  of  the  smallest 
possible  diameter,  so   as   to   be  of  the  least  possible 
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weight.  While  in  London  a  stranded  wire  of  3  strands 
of  No.  18  wire  is  employed,  a  galvanised  steel  wire  of 
about  2mm.  diameter  (No.  12  B.W.G.)  which  can  bear  a 
stress  of  about  440  kilogrammes  (poolbs.)  is  much  used. 
But  the  electrical  resistance  of  this  wire  is  high,  amount- 
ing on  an  average  to  54  ohms  per  kilometre  (nearly  100 
ohms  per  mile).  This  drawback,  however,  scarcely  makes 
itself  felt  in  the  case  of  urban  lines,  where  distances  are 
limited. 

The  coating  of  zinc  which  the  steel  wire  receives  by 
the  process  of  galvanising  is  most  important,  because  the 
lines  frequently  pass  directly  over  chimney  stacks  and 
fire-places,  which  give  off  deleterious  gases  that  would 
soon  destroy  the  steel.  Even  the  zinc  coating  cannot 
entirely  withstand  this  destructive  influence.  Under 
unfavourable  conditions  a  steel  wire  may  be  entirely 
destroyed  in  two  or  three  years.  In  especially  exposed 
localities  wire  is  employed  which  is  protected  by  a 
serving  of  hemp  or  tape  coated  with  an  insulating  sub- 
stance, and  this  wire  is  stated  to  remain  serviceable  lor 
many  years. 

Copper  wire  has,  however,  of  late  years,  superseded 
steel  wire  to  a  great  extent.  Pure  copper  wire  as  now 
made  is  actually  stronger  than  iron  wire  of  equal 
diameter,  and  approaches  in  tensile  strength  the  best 
steel  wire.  Additional  strength  has  also  been  given  to 
copper  by  the  addition  of  certain  substances,  such  as 
chromium,  phosphorus,  or  silicium,  and  also  by  special 
treatment  in  the  process  of  wire-drawing  (hard-drawn 
wire).  The  wire  does  not  by  these  special  processes  lose 
much  of  its  conductivity,  whilst  it  gains  enormously  in 
mechanical  strength. 

For  telephone  lines  a  wire  of  8  mm.  diameter  (No.  21) 
is  much  used,  which  is  six  times  lighter  than  the  steel 
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wire  of  2  mm.,  and  therefore  permits  of  a  much  lighter 
description  of  support.  Another  advantage  is  that  this 
fine  wire  is  much  less  visible,  and  therefore  much  less 
of  an  eyesore  than  the  heavier  steel  wire. 

77,  But  the  electrical  properties  of  copper  wire  are 
even  more  valuable  for  telephony  than  its  mechanical 
qualities.  We  refer,  of  course,  to  its  higher  con- 
ductivity, as  well  as  to  the  absence  of  electro-magnetic 
inertia  (§  74).  Mr.  Preece  ^  has  found,  as  the  result  of 
a  large  number  of  experiments  made  with  an  iron  and 
a  copper  wire  between  London  and  Newcastle,  that  the 
increase  of  speed  in  electrical  transmission  through  a 
copper  wire  over  that  in  an  iron  wire  is  from  11*19  to 
2  roc  per  cent,  or  a  mean  increase  of  161  per  cent. 

Prof  Hughes^  has  shown  that  that  which  he  calls 
"  inductive  capacity "  of  copper,  taking  that  of  soft 
Swedish  iron  at  100,  is  only  20.  This  inductive  capacity, 
however,  is,  according  to  Professor  Hughes,  not  only 
dependent  upon  the  physical  condition  of  the  conductor 
but  also  upon  its  form,  and  is  something  more  than 
mere  electro-magnetic  inertia ;  a  stranded  conductor,  for 
instance,  made  up  of  thin  iron  wire,  is  stated  by  Professor 
Hughes  to  have  a  smaller  inductive  capacity  than  a 
plain  copper  wire  of  the  same  cross  section. 

Another  and  most  important  advantage  of  copper 
wire  is  its  low  electrostatic  capacity.  If  we  take  a 
copper  wire  and  an  iron  wire  of  the  same  resistance, 
the  former  having  a  diameter  of  2  mm.,  the  latter 
would  show  a  diameter  of  '8  mm.  The  copper  wire 
would  be  six  times  lighter  than  the  iron  one,  and  its 
^  Paper  read  before  the  British  Association  at  Aberdeen,  1885. 
*  Inaugural  address  delivered  before  the  Society  of  Telegraph  Engineers, 
28th  January,  18S6. 
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surface  would  be  two  and  a  half  times  smaller.  The 
wire  would,  therefore,  be  more  easily  insulated  and  its 
electrostatic  capacity  would  be  smaller.  We  must  look 
upon  an  air  wire  as  a  condenser  whose  one  coating  is 
the  wire,  the  other  coating  being  the  earth,  and  the 
intervening  air  the  insulating  medium.  The  electro- 
static capacity  of  an  air-line  (k)  is  determined  by  the 
formula : — 


K= 


2  log  (4^/^ 

where  /  is  the  length,  h  is  the  elevation  of  the  wire  above 
the  ground,  and  d  its  diameter. 

J^,  Experiments  made  on  the  telegraph  lines  in 
the  North  of  England,  showed  that  the  mean  height 
of  the  copper  wire  above  the  ground  is  6'go  metres, 
and  that  of  the  iron  wire  (fastened  to  a  lower  point 
of  the  same  posts)  6'6o  metres.  The  diameters  are 
2  mm.  and  4*27  mm.  respectively.  K  for  the  copper 
wire,  came  out  by  calculation  =4-1398791,  and  for 
the   iron   v/ire   37906078, 

37906078 

Hence  =  -916 

4-1398791 

This  gives  the  capacity  of  tha  copper  wire  8*4  per  cent. 
less  than  that  of  the  iron  wire.  This  result  agrees  very 
fairly  with  the  mean  value  of  the  differences  of  capacity 
as  determined  by  the  direct  measurements  taken,  which 
gave  9"  I  per  cent.  The  mean  capacity  of  a  single  iron 
wire  of  4*27  mm.  diameter,  stretched  about  6  metres 
above  the  ground,  was  found  to  be  •0131  microfarad  per 
mile ;    whilst  an  iron  wire  of  the  same  diameter  and 
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Stretched  at  the  same  height,  but  surrounded  by  other 
wires,  would  have  a  mean  capacity  of  0169  microfarad 
per  mile.  The  capacity  of  a  copper  wire  of  2  mm. 
diameter  would  under  similar  conditions  be  about  0120 
and  0142  microfarad  per  mile  respectively. 

79.  There  is  yet  another  advantage  in  the  use  of 
copper  wire  for  telephone  lines,  and  that  is,  that  the  wires 
are  much  less  7ioisy  than  those  constructed  with  iron 
wire.  Besides  those  noises,  which  are  the  result,  either 
of  mechanical  vibration  or  of  induction  of  one  tele- 
phone or  telegraph  wire  upon  another,  other  noises 
occur  which  are  the  result  of  terrestrial  causes.  Every 
wire  lies  in  the  magnetic  field  of  the  earth,  and 
when  the  wire  in  this  field  is  thrown  into  a  strong 
vibratory  motion  by  strong  winds,  currents  are  induced 
in  it.  Such  currents  are  especially  observed  in  lines 
which  have  the  direction  from  north  to  south,  and  thus 
by  their  vibrations  cut  at  a  right  angle  the  lines  of  force 
of  the  earth.  They  manifest  themselves  much  more 
strongly  in  iron  wires  than  in  copper  ones,  because  the 
former  behave  themselves  like  linear  magnets  and  con- 
centrate the  lines  of  force.^ 

80.  There  are  of  course  other  noises  arising  from 
currents  of  a  different  kind,  which  occur  in  copper  as 
well  as  in  iron  wires.  When  the  two  ends  of  the  wire 
are  led  to  earth,  the  two  earthplates,  as  a  njle,  will 
not  possess  the  same  potential,  especially  where  the 
two  points  have  a  different  position  with  regard  to 
the  elevation  and  the  geological  condition  of  the  ground. 
A  continuous  current  is  thus  engendered  in  the  wire, 
which  in  itself  has  no  effect  upon  the  telephone ;  but 
if   it    become   intermittent,  for  instance,  through   the 

1  Weillisbach  Die  Tecknik  des  Fcrrsprechens,  Wien,  1886,  p.  109. 
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variable  resistance  of  a  bad  joint  which  is  moved  by  the 
wind,  or  through  variable  insulation  caused  by  rain, 
or  through  electrolytic  action  on  the  earth-plates, 
disturbances  will  ensue.  These  intermittent  disturb- 
ances, which  on  a  long  line  may  repeat  themselves  at 
very  short  intervals,  are  very  troublesome,  especially  in 
wet  weather.  It  must  be  recorded  that  one  end  of  the 
line  may  be  perfectly  quiet,  while  the  other  end  is  so 
noisy  that  correspondence  becomes  impossible.  This 
is  frequently  the  case  when  atmospheric  electricity  is 
about.  These  facts  clearly  show  that  it  must  not  be 
assumed  that  in  long  lines  an  electric  disturbance  travels 
over  the  whole  line.  Such  a  disturbance  may  be  con- 
fined to  one  portion  of  the  line  only,  and  not  affect  the 
remainder  at  all. 

8i.  It  is  necessary  that  we  should  here  draw  attention 
to  the  fact  that  copper  wire  requires  great  care  in  every 
way.  The  wire  adopted  by  the  British  Post  Office  is 
subject  to  very  strict  inspection.  It  is  carefully  gauged 
and  tested  for  ductility  and  tensile  strength.  It  is 
wrapped  in  six  turns  round  its  own  diameter,  unwrapped 
and  again  wrapped  in  the  same  way ;  and  it  must  do 
this  without  breaking.  A  piece  is  then  gripped  by  two 
vices  at  a  distance  from  each  other  of  7.5  cm.,  one  being 
fixed,  and  the  other  .slowly  revolved  until  the  wire  breaks. 
The  number  of  twists  the  wire  withstands  is  shown  by  an 
ink  mark  put  on  the  top  of  the  7.5  cm.  piece  before  the 
test  commences,  and  which  forms,  as  the  wire  is  twisted, 
a  spiral  on  the  wire,  whose  number  of  convolutions  is 
easily  counted. 

The  test  for  tensile  strength  is  made  by  direct  appli- 
cation of  a  stress  slowly  augmented  until  the  wire 
breaks. 
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It  is  very  desirable  to  draw  a  distinction  between 
stress  and  strain.  The  strain  of  a  body  is  the  proportion 
of  itself  by  which  it  lengthens.  It  is  therefore  a  distortion. 
The  stress  is  the  load  per  square  centimetre  or  per 
square  inch  which  produces  this  strain.  It  is  therefore 
a  force.  Stress  is  cause,  strain  is  effect.  The  tensile 
strength  of  a  wire  is  the  stress  it  will  bear  before  it 
breaks.  It  is  frequently  called  the  breaking  iveight. 
The  elastic  strength  is  the  stress  which  produces  a 
permanent  set,  and  it  indicates  the  limit  of  elasticity , 

In  course  of  erection  great  care  has  to  be  exercised 
with  copper  wire.  Coils  must  not  be  carelessly  thrown 
about,  as  they  may  be  without  harm  in  the  case  of  iron 
wire.  Flaws,  indentations,  scratches,  kinks,  and  similar 
injuries  act  very  much  in  the  same  way  as  diamond 
scratches  on  glass:— -they  make  the  wire  brittle. 
Special  drums  therefore,  fitted  with  brakes,  have  been 
designed  and  made  so  that  the  coils  of  wire  may  be 
unwound  under  tension,  and  so  prevent  the  possibility 
of  kinking,  or  putting  unnecessary  turns  in  the  wire. 

The  joints  are  the  ordinary  Britannia  joints  (Fig.  74) 
whipped  with  No.  20  tinned  copper  wire,  chloride  of  zinc 


I 


mmmmmm 


Fig.  74. 
or  Baker's  fluid  ^  being  used  as  a  flux  in  soldering.    It  is 
very  necessary  to  avoid    the  continued  application  of 
heat,  for   heat    softens   and   weakens   the  wire ;  quick 
soldering  is  therefore  essential. 

82.  Leaving  now  the  consideration  of  the  material  of 
^   Zinc,  hydrochloric  acid,^  and  ammonia. 
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the  Wire,  we  pass  on  to  another  most  important  point — 
the  insulation  of  the  line.  In  the  early  days  of  telephony 
the  distances  of  telephonic  transmission  were  of  such  a 
limited  character  that  a  less  perfect  insulation  was  no 
serious  hindrance ;  but  this  is  entirely  altered  now  that 
we  have  telephonic  communication  extending  over 
great  distances.  Experience  has  shown  that  insulation 
has  a  marked  effect  upon  clear  transmission. 

In  the  first  instance,  loss  of  current  and  consequent 
weakening  of  the  transmitted  sounds  is  one  of  the  results 
of  imperfect  insulation.  Every  point  of  attachment  of 
the  wires  must  be  looked  upon  as  a  more  or  less  efficient 
earth  shunt.  If  the  insulation  is  good,  the  shunted 
current  is  small  ;  if  it  is  bad,  the  latter  increases,  and 
several  thousands  of  these  points  of  attachment,  which 
must  naturally  occur  on  long  lines,  will  have  a  most 
deteriorating  effect  upon  the  intensity  of  the  transmitted 
currents. 

83,  Another  drawback  is  that  when  a  number  of 
parallel  wires  are  attached  to  the  same  support,  the 
shunted  current  passes  not  only  to  earth,  but  also  (and 
often  perhaps  for  the  greater  part)  into  the  neighbouring 
wires,  increasing  with  the  number  of  points  of  attach- 
ment which  the  wires  have  on  the  same  pole.  Thus  it 
can  easily  happen  that  the  contacts  become  strong 
enough  to  allow  of  the  conversation  carried  on  on  one 
wire  to  be  heard  in  the  telephones  of  the  neighbouring 
lines.  This  undesirable  effect  may  be  caused  not  only 
by  contact,  but  also  by  induction.  With  this  latter 
phenomenon  we  have  already  dealt  in  Chapter  II.  But 
we  may  here  describe  a  plan  which  has  been  devised 
in  order  to  neutralise  the  effect  of  this  induction  upon 
telephonic  circuits.     At  a  very  early  stage  of  telephony 
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it  was  found  that  a  two-wire  telephone  circuit  was  much 
freer  from  disturbances  than  a  single  wire  circuit,  and  Pro- 
fessor Hughes  further  pointed  out  that  if  the  wires  were 
twisted  around  each  other,  the  effect  of  the  disturbances 
was  still  further  eliminated.  This  was  put  into  practice 
by  the  late  Mr.  Charles  Moseley  between  Manchester 
and  Oldham.      It  is  now  carried  out   in   the   manner 


Figs.  75,  76. 

shown  in  Figs.  75  and  y6.  It  will  be  observed  that 
the  wires  make  a  complete  revolution  in  four  spans 
of  the  line,  and  so  this  keeps  the  two  wires  at  the  same 
average  distance  from  all  external  disturbing  influences ; 
such,  for  instance,  as  a  working  telegraph  circuit,  or 
another  telephone  wire.  Thus,  in  Fig.  75  the  disturbing 
influence  of  the  telegraph  wire  upon  the  spans  A,  B,  C, 
and  D,  of  one  wire  of  the  telephone  circuit  is  exactly 
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counteracted  by  the  same  disturbing  influence  upon  the 
corresponding  spans  a,  b,  c  and  d  of  the  return  wire. 
Fig.  j6  shows  the  arrangement  made  where  two  tele- 
phone circuits  are  run  upon  the  same  poles. 

For  the   above  reasons  the   most  perfect  insulation 

practicable  is  not  only  desirable,  but  absolutely  necessary. 

For  the  purposes  of  insulation,  porcelain  insulators  of 

the  same  form  as    those  used  for  telegraph  lines   are 

generally  employed. 

84.  The  distance  between  the  insulators  must  be 
decided  by  the  consideration  that  not  even  a  strong  wind 
shall  cause  an  entanglement  of  the  wires.  Experience 
has  shown  that  for  medium  spans  a  distance  of  40 
centimetres  is  the  minimum  that  should  be  allowed, 
provided  no  joints  occur  in  the  section.  For  shorter 
spans  30  centimetres,  and  for  spans  of  more  than  200 
metres,  50  centimetres  ought  to  be  the  minimum 
adopted.  The  quality  of  the  wire  also  must  be  taken 
into  account :  for  copper  wire  of  '8  mm.,  and  short  spans 
20  centimetres  are  sufficient.  In  the  British  Post  Office 
the  distance  between  the  wires  is  18  inches  (45  centi- 
metres). 

85.  Another  consideration  which  is  of  the  highest  im- 
portance for  telephonic  networks  of  wire  is  the  length  of 
sag,  or  dipy  of  the  wires  between  two  supports. 

So  much  depends  on  the  care  and  accuracy  with 
which  copper  wire  is  erected  that  an  entirely  new  mode 
of  wiring  or  putting  up  the  wire  has  been  introduced. 
Hitherto  it  has  been  customary  to  regulate  the  sag  of 
iron  wires  by  reference  to  a  dip  of  24  in.  in  100  yards, 
and  to  vary  this  for  different  spans  and  temperatures 
by  reference  to  tables  ;  but  foremen  were  governed  very 
much  by  rule  of  thumb,  and  regulated  simply  by  eye. 
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This  would  never  do  for  copper  ;  so  special  dyna- 
mometers, or  draw  vices  (Fig.  Tf),  have  been  designed 
and  fitted  with  Salter's  springs,  properly  graduated,  and 
the  wire  is  always  regulated  to  its  proper  tension. 

The  variation  in  the  length  of  wire  in  a  span,  owing 
to  changes  of  temperature,  necessarily  has  the  effect  of 
varying  the  stress  on  the  wire ;  this,  therefore,  has 
to  be  provided  for  in  erecting  wires,  and,  in  connection 
with  the  introduction  of  the  dynamometer  just  referred 
to,  the  British  Post  Office  has  issued  a  table  which  is 
given  below  and  which  shows  the  corresponding  sags 
and  stresses  of  iron  and  copper  wires  under  varying 
temperatures. 

This  table  is  based  on  a  factor  of  safety  of  4  at  the 
minimum  temperature  5^  C  for  all  wires  ;  that  is  to 
say,  that  wires  erected  according  to  the  table  will  never 
have  to  bear  a  stress  of  more  than  one  quarter  of  their 
nominal  breaking  stress  as  long  as  the  temperature  does 
not  fall  below  5^  C. 

Table  showing   Sags   and    Stresses  with  Varying    Spans    and 
Temperatures  for  Iron  and  Copper  Wires. 


400 

LBS.  IRON  WIRE  (No 

•  7i). 

Low 

Ordinary 

Avei 

:.«e 

0    ^'^ 

Summtr  Tcmp. 

Winter   Temp. 

Winter  Temp. 

Summer  Temp. 

span. 

Sa«.        Stress. 

Sag. 

Stress. 

Sag.     1    Stress. 

Sag.          Stress- 

,    Yds. 

ft.  in.          lbs. 

ft.  in. 

lbs. 

ft.  in. 

lbs. 

1 
It.  in.     ^       lbs. 

i    100 

3  If       270 

3   9, 

227 

4  31 

200 

4     8J       180 

!    ?" 

2  6if  1    270 

3  If 

219 

3  2j 

190 

4     0^       169 

80 

2  0           270 

2  7A 

210 

30^ 

178 

3     5^        157     ! 

70 

I  6 

270 

2   li 

198 

2  6i  ,     164 

2   \ol       143 

60 

I  I 

270 

I  8 

184 

2  0^        148 

2      4^          128 

50 

0  9i 

270 

I  34 

165 

I  n 

130 

\    Mi          1 10 

1 
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150  LBS 

.  HARD  DRAWN  COPPER  WIRE  (No.  124) 

Low 

Ordinary 

Summer  Temp. 

High 

Span. 

Winter  Temp. 

Winter  Temp. 

Summer  Temp. 

Sap. 

Stress. 

Sag. 

Stress. 

Sag.         Stress. 

Sag. 

Stress. 

Yds. 

ft.  in. 

lbs. 

ft.  in. 

lbs. 

ft.  in.           lbs. 

ft.  in. 

lbs. 

lOO 

2     8 

120 

3  7 

89 

4     5*  .    74 

4  "4 

64 

90 

2     2 

120 

3  I 

8* 

3    9i  i    69 

4    4ii 

60 

80 

I     83 

120 

2  6J 

80 

3    2i      64 

3    8^ 

544 

70 

I     3*  !     120 

2  1% 

73 

2    8g       57i 

3    2i 

49 

60 

0  iif 

120 

I  9 

66 

2    3^       51 

2    8i 

43 

50 

0    8 

120 

I   48 

58 

I  10         44 

2      2g 

364 

100  LBS.  HARD  DRAWN  COPPER  WIRE  (No.  14). 


100 

2      8 

8o 

3  7 

59 

4    3i 

49 

4  114 

43 

90 

2     2 

80 

3  I 

56 

3    94 

46 

4-44 

40 

80 

I    83 

80 

26^ 

53 

3    «4 

424 

3    H 

36 

70 

I     38 

80 

2  1^ 

49 

2    8§ 

38 

3    24 

33 

60 

0  11^ 

80 

'  9, 

44 

2    3* 

34 

2    8| 

2    2! 

29 

50 

0    8 

80 

I  46 

39 

I  10 

29 

24 

The  stress  for  200  lbs.  (No.  loj)  iron  wire  is  half 
that  for  400  lbs.  iron  wire. 

The  stress  for  200  lbs.  (No.  \\\)  copper  wire  is 
double  that  for  100  lbs.  copper  wire. 

The  minimum  temperature  is  taken  at  — 5^C.  Or- 
dinary winter  temperature  may  be  taken  at  5*^  C, 
average  summer  temperature  at  12°  C,  and  the  tem- 
perature of  a  hot  day  at  26^  C.  These  figures  serve  the 
same  practical  purpose  as  the  use  of  thermometers,  which, 
if  placed  in  the  sun,  would  not,  as  a  rule,  record  the 
actual  temperature  of  a  wire  in  course  of  erection. 

The  stress,  as  measured  by  the  dynamometer,  should 
in  all  cases  correspond  with  that  shown  in  the  table  for 
a  given  conductor  and  average  span  under  the  tem- 
perature prevailing  during  the  erection  of  the  wire. 
This  stress,  as  already  stated,  will  vary  for  different 
spans  at  the  same  temperature,  but  for  any  given  line 
the  figures  opposite  the  average  span  and  temperature 
are  those  employed  in  practice. 
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Sags  and  stresses  for  copper  and  iron  wires  do  not  vary 
in  the  same  ratios  under  changes  of  temperature,  owing 
to  copper  having  a  higher  co-efficient  of  expansion  than 
iron.  With  spans  of  less  than  eighty  yards  the  difference 
is  not  so  great  as  to  render  it  unsafe  to  run  iron  and 
copper  wires  together  ;  but  as  spans  increase  beyond  this 
length  some  danger  of  contacts  may  arise,  and  a  slight 
departure  from  the  tabular  results  may  then  be  per- 
mitted to  obviate  this  difficulty.  For  example,  in 
special  instances  the  copper  may  be  run  with  a  greater 
dip,  or  the  iron  with  a  lesser  one.  It  is,  however,  better 
not  to  run  copper  and  iron  together  on  spans  exceeding 
eighty  yards. 

The  dynamometer  referred  to  is  shown  in 
FJg-  T7'  It  consists  essentially  of  a  strong  steel 
spring,  called  Salters'  spring,  enclosed  in  a 
brass  tube.  A  special  grip  is  fastened  to  one 
end  of  the  spring,  while  the  other  end  is  fixed 
in  the  tube.  According  as  the  grip  is  pulled 
out  more  or  less,  the  traction  exercised  on 
the  steel  spring  is  stronger  or  weaker,  and 
can  be  read  off  on  a  scale  engraved  on  the 
piece  which  joins  the  hook  and  the  spring. 
The  wire  is  first  placed  in  the  grip,  and  the 
tube  being  pulled  back  by  a  ring  until  the 
scale  indicates  the  required  tension,  the  wire 
is  attached  to  the  insulator  in  the  manner 
described  on  page  145,  Fig.  79. 

This  method  is  now  exclusively  used  by 
the  British  Post  Office  in  the  erection  of 
copper  wire,  and  also  with  iron  wire,  where 
lines  of  copper  wire  are  likely  to  be  run  on 
the  same  poles. 
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^6.  Mr.  Rothen,^  the  Assistant  Director  of  Swiss 
Telegraphs,  has  also  calculated  the  dip  for  different 
spans  and  temperatures,  basing  his  calculations  on  the 
coefficient  of  expansion  of  steel  wire  of  2  mm.  diameter, 
and  on  the  rule  that  the  stress  of  the  wire  must  never 
exceed  60  kilograms.  The  results  of  his  calculations 
arc  given  in  the  following  table : — 


•Si 

Dip  in  centimetres  at  different  temperatures  in  degrees  Centigrad 

e. 

50  1    13 

1 
—  20°  —15" 

1 

-xo°   -s** 

0* 

+5" 

+10° 

+15"  +20° !  +25° 

!   1 

28    36 

1 

43   49 

53 

57 

62 

67  71 

76 

60'   20 

34:   44 

50   58 

63  70 

77  80 ,  85 

88 

70 

25 

41   52 

61   70 

76  83 

88   93   100 

104 

80 

33 

47   60 

^0   80 

90  97 

102  ig8   113  118 

90 

41 

58   70 

80   90 

100  108 

115   120  128 f  134 

ICO 

54 

681   83 

95  107 

114  123 

132  141   150 

^t 

120 

75   90  106 

120  131 

140  154 

164'  174  182 

i8i< 

140 

100  118  136 

150  162 

176  187 

197  207,  217 

226  ! 

160 

128:  146  163 

180  196 

207 1  220 

230  240  250 

264  ' 

180 

164'  182.  2CO 

214  227 

240  257 

268  278  290 

303 

2CO 

211 1  2281  248 

263  2^% 

290  306 

317  330  340 

347 

250 

321  340,  360  375  390 

410  423 

438  448  458 

466  1 

300 

462  482  502  520,  5401 

560  575 

590  605  620 

636 

350 

638  660  680,  700  7201 

738  756 

770  787  800 

814 

400 

830  850  ^  875 1  897  920 

9361  950 

970'  980  1008 

1026 

500  1  J280  1300  1325  1350  1368  1 

1375  1400 

1420 1 1435 '1455  1470  , 

600  1  1 8251  1850  1 1870,  liJgo  1920, 

1940, 1965 

1990 1 2015  2040, 2065  , 

700^ 

2515 

1 

2550.2275 

2605  2640 1 

1   1 

2670 

2695 

27201 

2750  2773! 

2800 

1 

In  connection  with  this  table  we  may  draw  attention 
to  two  remarkable  peculiarities,  which,  of  course,  equally 
apply  to  all  such  tables. 

The  first  is  the  rapidity  with  which  the  dip  increases  with 
the  increase  of  the  span,  and  the  second  is  the  difference 
of  the  proportional  lengthening  of  the  dip  by  the  rise 
of  temperature,  both  for  large  or  for  small  spans. 

Thus,  for  instance,  a  wire  of  50  metres  span  requires 
at  +  10*^  a  minimum  dip  of  62  centimetres ;  whilst 
^Journal  T^l^graphique,  vol,  vii.,  p.  loi. 
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another  wire  of  700  metres  span  requires  at  the  same 
temperature  a  dip  of  2,720  centimetres.  On  the  other 
hand,  in  the  case  of  short  spans,  the  dip  increases 
rapidly  with  the  rise  of  temperature,  whilst  for  long 
spans  this  increase  is  comparatively  small.  The  dip  of 
a  wire  of  50  metres  span  increases  by  about  600  per 
cent.,  from  — 25^  to  +  25^;  whilst  that  of  a  wire  of  700 
metres  span,  under  the  same  conditions,  rises  only  by  12 
per  cent.  From  this  it  results  that  we  have  nothing  to 
fear  from  low  temperatures  for  long  spans,  but  that  they 
can  become  fatal  for  short  ones,  if,  by  Inadvertence,  the 
dip  has  been  made  too  small. 

Mr.  Rothen  has  also  compiled  the  following  table, 
which  indicates  the  stress,  in  kilograms,  which  the  wire 
is  subjected  to  under  the  afore-named  conditions  when 
it  is  required  to  find  the  proper  suspension  of  the  wire 
by^ means  of  a  dynamometer: — 


gp^Q   <      Stress  in  kilograms  for  diflferent  temperatures  in  degrees  Centigrade. 

in         ' 

metres. ; 

1 

' 

j-aS" 

—20" 

-is"!  -10' 

-s** 

0" 

+  5*' 

+  xo° 

+  15° 

+  20° 

+  25° 

1 
50    60 'O 

27*5 

22-3.  i8-8 

i6-4 

147 

13-5 

12-5 

11-6 

no 

IO-5 

60     600 

33-0 

260  220 

192 

17-2 

15-9 ;  147 

13-8 

13-0    12-6 

70     600 

37*0 

29-4;  250 

222 

20 'o 

18-5 

17-0 

162 

15-3 1 14-6 

80  ,6o-o 

410 

32-6|  276 

24*6 

223 

2o'6 

19*0 

l8'2 

172  163 

90    60  "O 

437 

31-6,  30-3 

27-0 

24*5 

22-8 

21-4;  20-I 

190  1  i8'o 

100    600 

45*4 

37-8.  326 

2951  270 

251 

23-5|22-0 

207   19  7 

120    600 

48-2 

413  36-5 

331 '30-8 

28-8 

27-3 1257 

246  237 

140    6o-o 

507 

44-8  40-4    37  I    34*5 

327 

31-0  295 

282   27-2 

160    600 

530 

48*2  44  0  ,  407 

380 

36*0 

34-2  326 

3i'4  3o"4 

180    6o-o 

54-4 

50-01  463   43-2 

40*6 

38-5 

367 

35'i 

33*9,  330 

200    6o-o 

55-4 

517' 48-5    457 

43-5 

41*3 

39-5 

380 

36-6, 35'6 

250    600 

56-2 

53*3' 50'8   48-6 

46-0 

447 

43-2 

41-9 

40-9  400 

1    300    6o*o 

569 

54-6  52-6 ;  50-8 

49-2 

477 

46-5 

454 

44*4. 43  "4 

350    600 

57-3 

55*4'  537  '  52-5 

51-2 

50*0 

48-9 

48-0 

47*o  462 

400    6o*o 

^V 

56-2  54  9 

537 

527 

517 

507 

499 

49'3  487  I 

5cx>  '60*0 

5f' 

57'ol  560 

55*2 

54-4 

53-6 

53-«^ 

52-4 

52-0   5171 

600    6o'o 

5!"4 

57 '5  567 

56-2 

55-6 

55-2 

54-8 

545 

54*3 '54-2' 

700    6o'o 

586 

577  57-2 

56-6 

56-4 

56'o 

55-6 

55-4 

"•1 

55-0  1 
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This  table  shows  that  the  stress  on  wires  with  a  short 
span  increases  very  rapidly  with  decrease  of  tempera- 
ture, whilst  wires  having  a  long  span  very  nearly  preserve 
their  primitive  tension.  From  this  it  results  that  a  wire 
of  50  metres  span  would  infallibly  break  at  —25^  if 
it  were  subjected  at  +25^  to  a  stress  of,  say,  15 
kilograms,  instead  of  the  admissible  maximum  of  10*5 
kilograms. 

87.  The  stress  of  a  wire  rapidly  increases  by  the 
deposition  of  snow  and  ice.  These  deposits  often  form 
on  a  single  wire  cylinders  of  several  centimetres  diameter. 
The  specific  gravity  of  snow  is  '12,  and  that  of  ice  '92  ;  for 
a  mixture  of  both,  of  which  these  deposits  are  generally 
formed,  we  may  assume  a  specific  gravity  of  "3.  A 
deposit  of  3*58  mm.  thickness  will,  therefore,  be  sufficient 
to  double  the  weight,  and  consequently  also  the  stress 
of  a  steel  wire  of  2  mm.,  whose  specific  gravity  is  7'2. 
It  has  been  observed  that  larger  masses  of  ice  are 
deposited  on  a  copper  than  on  an  iron  or  steel  wire, 
which  observation,  as  might  be  expected,  agrees  with 
the  difference  of  specific  heat  of  the  two  metals. 

The  length  of  the  dip  is  sometimes  determined  by 
means  of  a  graduated  ruler,  which  is  held  up  in  the 
centre  of  the  span  on  a  level  with  the  two  points  of 
attachment.  The  wire  is  then  slackened  so  far  until  it 
shows  the  desired  dip  on  the  graduated  ruler.  It  is 
often  difficult,  however,  to  do  the  necessary  sighting,  for 
instance,  when  the  span  leads  over  a  valley  or  a  river. 
In  such  cases  the  requisite  dip  is  measured  vertically 
downward  on  the  two  supports  from  the  points  of 
attachment,  and  the  wire  is  stretched  until  its  vertex 
touches  the  sighting  line  between  the  two  points.  The 
plan  of  measuring  the  stress  by  means  of  a  dynamo- 
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meter  is,  however,  unquestionably  superior,  both  as  to 
convenience  and  practical  results. 

The  following  table  gives  the  wires  most  frequently 
used  for  telephony  and  their  most  important  properties. 


■H 

V 

h  r 

?,g 

s 

ga 

o 

•pS 

6 

.■3    • 

8-9 

n 


li 


H 


Iron  Wire , 

Steel     „ 

Phospor  Bronze, 
Copper       , 


5 

6 

4 

8 

3 

II 

2 

14 

•8 

21 

1*2 

i8 

2 

14 

156 

100 

56 
25 
4'; 

lO'I 

28 


65 

ID 
18 

54 

108 
42 
5-6 


14 
14 
14 

10 

30 
30 
97 


780 
500 
300 

440 

38 

80 

150 


88.  When  the  system  of  telephonic  wires  in  a  district 
becomes  very  extensive  it  is  necessary  to  provide 
specially  constructed  frames  to  support  the  wires,  as 
ordinary  poles  cannot  be  made  to  meet  the  require- 
ments. One  of  these  special  frames,  recently  erected 
by  the  United  Telephone  Company  in  London,  is  shown 
in  Frontispiece,  in  which  (as  it  is  shown  in  course  of  erec- 
tion only)  the  poles  which  it  replaced  may  also  be  seen. 

89.  The  connection  of  the  main  line  and  the  service 
leads,  is  made  thus : — 

From  the  nearest  trunk  line,  or  that  line  from  which 
the  subscriber's  house  can  be  most  conveniently  reached, 
the  branch  line,  or  (if  it  is  an  intermediate  station  that  is 
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to  be  established)  the  loop-line.  Is  brought  to  the  house 
where  the  telephone  is  to  be  fitted  up. 

Should  there  be  any  difficulty  in  the  use  of  the 
ordinary  open  conducting  wire,  the  wire  connecting  the 
line  to  the  telephone  can  be  inserted  in  a  leaden  tul)e 
and  thus  secured  against  injury.  Beneath  the  insulator 
which  terminates  the  branch-wire,  the  wall  is  pierced 


Fig.  78. 
and  the  service-wire  or  lead  cable,  introduced  in  the 
opening,  and  a  few  centimetres  of  the  copper  core  are 
laid  bare.  To  prevent  the  current  from  passing  in  wet 
weather  from  the  air-line,  over  the  damp  insulated  coat- 
ing of  the  cable  core,  to  the  lead  covering  and  thus  to 
the  damp  masonry,  a  special  insulator  (Fig.  y%)  is  often 
placed  between  the  air-line  and  the  service  wire. 
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We  illustrate  the  German  pattern.  It  consists  of  a 
casing  a  and  a  head-piece  b  screwed  into  it,  both  made 
of  hardened  indiarubber.  A  wire  passes  through  b  into 
the  case  a,  and  there  terminates  in  a  small  loop  ;  care 
being  taken  to  insert  the  wire  in  b  sufficiently  tightly 
to  prevent  the  least  trace  of  moisture  from  penetrating 
into  the  interior  of  a. 

The  end  of  the  wire  passing  through  b  is  wound 
several  times  round  the  air-line  and  soldered  to  it.     The 


Fig.  79. 

first  convolutions  are,  as  will  be  seen  from  the  figure, 
somewhat  loose  and  not  soldered,  to  prevent  the  wire  from 
breaking.  The  case  is  then  screwed  off,  the  core  of  the 
leaden  cable  is  introduced,  the  metallic  bared  extremity 
is  passed  through  the  loop  bf  the  wire,  wound  round  it 
several  times  and  soldered  ;  the  casing  is  then  finally 
screwed  on  the  head-piece.      The  connection  must  be 

L 
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made  in  such  a  way  that  the  covering  of  the  leaden 
cable  penetrates  a  short  distance  into  the  casing 
and  hangs  down  perpendicularly  in  the  centre  of  the 
insulator,  so  that  the  rain  cannot  penetrate  between  the 
leaden  covering  and  the   indiarubber  coated  wire. 

The  method  of  binding  copper  wire  to  the  insulator 
is  shown  by  Fig.  79.  Two  wires  are  whipped  round 
the  line  wire  from  B  to  E,  thence  back  to  D,  then  from 
the  upper  side  of  the  line  wire  they  are  taken  around 
the  neck  of  the  insulator  to  the  under  side  of  th^  line 
wire  at  C,  back  over  the  first  layer  to  B,  and  then  taken 
on  as  a  single  layer  to  A. 

90.  A'  good  earth  connection,  where  single  wires  are 
used,  is  a  matter  of  the  utmost  importance  ;  it  not  only 
contributes  to  the  clear  reproduction  of  speech,  but  also 
weakens  the  disturbing  noises  of  the  telephone,  and 
careful  execution  of  this  detail  is,  therefore,  a  most 
important  factor  in  a  telephonic  installation.  A  com- 
mon earth  connection  is  made  for  the  battery  as  well  as 
for  the  telephone  circuit. 

In  towns  having  a  universal  domestic  water-supply, 
water-pipes  are  most  conveniently  used  for  this  purpose. 
The  copper-wire  used  for  earth-connection  is  conducted 
to  the  nearest  water-pipe — if  possible,  to  an  ascending 
main-pipe — and  carefully  soldered  to  it.  An  excellent 
and  most  efficient  earth-connection  is  obtained  in  this 
way,  the  whole  net-work  of  pipes  acting  as  a  conductor. 
The  use  of  gas-pipes  for  earth-connection  are  objec- 
tionable, because  the  pipes  inside  the  houses  are 
generally  joined  together  by  means  of  red  or  white 
lead,  so  that  a  considerable  resistance  would  be 
introduced.  In  certain  circumstances  this  might  lead 
to  very  great  inconvenience ;  if,  for  instance,  the  earth- 
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connection  of  two  telephones  used  in  one  house  is  made 
by  means  of  the  gas-pipes,  it  may  easily  happen  that 
the  currents  employed  for  the  use  of  one  telephone, 
instead  of  going  direct  to  earth,  would  pass  through  the 
earth-connection  into  the  other  telephone,  and,  there- 
fore, the  words  spoken  before  the  one  are  heard  in  the 
second  telephone. 

Where  there  are  no  water-pipes  available,  a  good 
separate  earth  connection  must  be  made.  If  there  is  a 
pump  in  use  near  at  hand  that  will  furnish  a  very 
satisfactory  earth,  if  the  wire  is  carefully  soldered  to 
it ;  but  in  all  such  connections  great  care  must  be  taken 
to  ensure  that  the  solder  thoroughly  adheres  to  the 
metal.  Again,  a  plate  of  galvanised  iron,  or,  better, 
copper,  about  two  or  three  feet  square,  buried  in  ground 
that  is  always  damp,  is  a  plan  of  obtaining  good 
"  earth  "  often  adopted. 

On  short  circuits  it  is  very  important  to  secure  the 
same  sort  of  metal  for  earth  connection  at  both  ends, 
otherwise  the  dissimilar  metals  of  the  earth-plates  con- 
nected by  a  conductor  furnish  the  conditions  for  a 
current,  which  may  become  a  source  of  serious  disturb- 
ance in  the  circuit. 

B.  Cables, 

91.  The  employment  of  cables  for  telephonic  commu- 
nication has  lately  become  most  urgent  owing  to  the 
ever-increasing  number  of  aerial  lines  in  large  towns. 
This  necessity  chiefly  exists  for  the  lines  starting  from  a 
central  office  up  to  that  point  where  the  wires  begin  to 
branch  off  in  different  directions.  The  number  of  start- 
ing wires  becomes  so  large  that  one  supporting  frame 
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can  no  longer  accommodate  them  ;  two,  three,  or  even 
more,  large  frames  have  to  be  erected,  only  to  be  filled 
up  in  their  turn,  and  to  leave  the  need  of  fresh  erection. 
Two  sorts  of  cables  can  be,  and  have  already  been 
used  for  this  purpose  : 

1.  Aerial  Cables. 

2.  Underground  Cables. 

The    main  difficulty    which    opposes    itself   to   the 

employment  of  cables  is  the  induction  of  one  strand 

upon  the  other,  which,  as  already  mentioned  (§83),  would 

enable   a  conversation  carried  on  in  one  strand  to  be 

heard  upon  another. 

In  order  to  reduce  the  inductive  effects  to  a  point 
which  will  no  longer  affect  the  working,  each  telephonic 
line  must  either  be  provided  with  a  separate  return  wire, 
and  the  respective  strands  forming  the  outward  and 
return  line  must  be  arranged  in  such  a  manner  that  an 
imaginary  plane  passing  through  them  does  not  run 
parallel  to  another  plane  passing  through  a  second  out- 
ward and  return  wire  ;  or  special  means  must  be  resorted 
to  for  weakening  the  induction. 

The  former  method,  which  has  been  systematically 
employed  by  the  British  Post  Office  from  the  very  first,  is 
by  far  the  more  efficient  plan,  besides  having  the  further 
advantage  (already  referred  to  in  §  80)  that  it  eliminates 
the  effect  of  earth  currents. 

The  employment  of  two  wires  for  one  speaking  line, 
however,  somewhat  increases  the  expense  of  the  instal- 
lation, and  other  methods  have,  therefore,  been  devised 
to  weaken  the  inductive  effect  in  long  lines. ^  In  the 
first   cables  which  were  constructed  by  the  British  Post 

1  W.  H.  Preece,  *' On  some  Physical  Points  connected  with  the 
Telephone,"  Phil.  Mag.,  April,  1878. 
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Office,  in  1878,  with  this  object,  every  individual  insu- 
lated strand  was  surrounded  by  a  coating  of  thin  lead 
or  tin-foil,  which  had  been  nrmly  pressed  around  it.  This 
shielded  arrangement  of  Mr.  Preece's,  however,  was  only 
a  partial  solution  of  the  difficulty,  and,  in  order  to  make 
it  thoroughly  effective,  it  has  been  found  necessary  that 
all  the  protecting  coatings  should  be  connected  not 
only  amongst  themselves,  but  also  to  earth,  and  be  very 
heavy.  Very  many  modifications  of  these  shielded 
cables  have  since  been  introduced  in  different  countries. 
The  efficiency  of  the  lead  covering  is  not  due  to  the 
fact  that  it  acts  as  a  shield  between  one  wire  and 
another,  but  that  it  forms  a  return  circuit  for  the  cur- 
rents surrounding  the  prime  wire.  Hence  any  external 
disturbances  due  to  induction  affect  both  parts  of  the 
current  equally,  but  in  opposite  directions  and  are 
thus  rendered  nugatory. 

I.— Aerial  Cables. 

The  principal  requirements  for  an  aerial  cable  are  : — 

(rtr.)  The  smallest  possible  relative  weight  per  metre. 

{b.)  The  highest  possible  relative  tensile  strength 
so  as  to  withstand  the  stresses  due  to  wind  pressure. 

(c,)  The  material  used  for  insulation  must  be  able  per- 
manently to  resist  variations  of  temperature  and  climatic 
influences. 

Aerial  cables  can  be  made  with  any  number  of  con- 
ductors, but  probably  fourteen,  or  at  most  twenty-seven, 
conductors  are  the  most  practical,  because  cables  of 
a  larger  number  of  conductors  no  longer  possess 
sufficient  flexibility,  and  become  altogether  too  cumber- 
some. 
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The  extent  to  which  aerial  cables  should  be  used 
depends  largely  upon  the  conditions  of  each  individual 
system  ;  they  can,  of  course,  be  employed  either  for 
the  whole  of  the  lines  of  a  telephonic  network,  or 
for  certain  distances  or  for  portions  of  the  network 
only. 

It  will,  however,  as  a  rule,  be  found  most  advantageous 
to  replace  certain  sections  only  of  the  aerial  lines,  either 
wholly  or  partially  by  cables. 

In  the  former  case  the  whole  of  the  air  lines,  from 
the  central  office  up  to  a  certain  point,  or  points,  will  be 
joined  into  the  requisite  number  of  aerial  cables,  attached 
to  simple  supports,  and  which  from  these  points  branch 
off  in  the  ordinary  way.  By  this  means  the  construc- 
tion of  supporting  frames  of  large  size  is  avoided. 

In  the  latter  case  the  mode  of  proceeding  would  be, 
in  the  first  place,  to  construct  in  the  usual  manner  a 
small  portion  of  the  lines  starting  from  the  central 
office,  whilst  the  remainder  is  formed  of  aerial 
cables. 

At  the  first  point  of  junction,  where  a  number  of 
subscribers'  wires  branch  off  from  the  main  line,  the 
first  of  the  cables  is  placed  in  connection  with  a  certain 
number  of  aerial  lines  branching  off  from  this  point ; 
a  second  cable  is  treated  in  the  same  way  at  the  second 
point  of  junction,  and  so  on  ;  so  that  the  main  line  in  its 
whole  extent  is  only  burdened  with  a  comparatively 
small  number  of  open  wires. 

92.  The  form  of  aerial  cable  for  double  wires  which  has 
been  found  best  suited  to  the  needs  of  the  British  Post 
Office  fairly  represents  the  type  of  cable  most  useful  for 
use  under  conditions  such  as  we  have  to  deal  with  in 
England. 
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(^.) — British  Post  Office   Cable. 

The  conductors  are  composed  of  three  strands  of 
tinned  copper  wire  weighing  together  2  kilogs.  per  mile, 
and  giving  a  resistance  of  about  45  ohms.  Each  con- 
ductor is  covered  with  two  coats  of  compounded  india- 
rubber,  not  vulcanised,  bringing  the  diameter  up  to  '325 
centimetres,  and  the  weight  to  24  kilogs.  per  mile.  The 
wires  so  treated  are  then  tested  carefully  under  water  for 
insulation  and  electrification.^  If  approved,  the  wires 
arc  next  taped  with  thin  indiarubber- coated  cotton  tape 
laid  on  longitudinally,  and  covered  with  ozokerit.  The 
wires  are  then  twisted  together  in  pairs,  laid  up  in  cables 
of  the  required  number  of  wires,  wormed  with  jute,  and 
lapped  with  stout  tape  prepared  with  bituminous  com- 
pound. After  the  whole  core  has  received  a  coat  of 
bituminous  compound  it  is  served  with  a  coating  of  hemp 
thoroughly  saturated  with  a  well  boiled  gas-tar  com- 
pound, over  which  is  put  the  external  covering  of  stout 
bituminous   prepared  tape   and  a   coating  of  silicated 

^  Electrification  is  a  phenomenon  shown  by  insulating  materials  when 
a  current  of  electricity  is  applied  to  them  to  obtain  their  insulation  resis- 
tance. It  is  due  to  the  leakage  current  polari&ing  the  dielectric.  If  the 
current  be  kept  on  the  insulation  apparently  improves— rapidly  at  first,  then 
more  slowly — the  leakage  current  diminishes  in  strength  ;  in  other  words, 
the  resistance  apparently  gradually  increases,  owing  to  the  formation  of  an 
opposing  electro-motive  force  in  the  medium,  which  thus  acts  as  a  liquid 
electrolyte.  As  this  effect  varies  with  time,  it  is  usual  to  take  a  test  reading 
for  insulation  after  one  minute^ s  electrification.  The  rate  of  fall  due  to 
electrification  is  agreat  test  of  the  soundness  of  the  insulating  material. 
It  varies  very  much  with  the  quality  of  the  material,  and  with  tem- 
perature, being  more  marked  at  low  temperatures.  Unsteady  electrifi- 
cation is  a  sign  of  an  incipient  fault  in  the  insulation,  and  slow  elec- 
trification, when  not  due  to  defective  insidation^  is  an  indication  of  good 
material. 
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compound.     This  forms  a  thoroughly  reh'able,  durable, 
compact,  and  waterproof  cable. 


(^.) — Feltcn  and  Guilleaiinte  Cables^ 

93.  There  are  two  types  of  aerial  cable  manufactured 
by  Messrs.  Felten  and  Guilleaume,of  Cologne,  which  are 
worthy  of  special  notice  here.  They  use  lead  covered 
and  so-called  shielded  wires.  Their  plan  is  to  place 
and  firmly  press  between  the  insulated  strands  one  or 
more  bare  copper  or  steel  wires.  The  latter  are  thus 
on  the  whole  surface  brought  into  permanent  connection 
with  the  metallic  coatings  of  tin-foil  with  which  each 
strand  is  covered,  and  are  then  at  each  end  of  the  cable 
connected  to  earth ;  so  that  the  whole  of  the  metallic 
coatings  of  all  the  strands  represent  one  uninterrupted 
line  of  good  conductivity,  which,  through  being  con- 
nected to  earth  at  both  ends,  weakens  the  inductive 
effects  of  one  strand  upon  another. 

One  form  of  cable,  largely  used  by  the  Amsterdam 
Telephone  Company,  is  known  as 

{c.) — The  Type  of  the  Amsterdam  Telephone  Company, 

It  consists  of  eighteen  conductors  insulated  with  india- 
rubber,  and  surrounded  by  a  coating  of  thin  lead-foil, 
each  conductor  being  formed  of  three  copper  wires  of  "5 
mm.  diameter.  These  eighteen  conductors  constructed 
in  this  way  are  wound  round  a  core  of  seven  galvanised 
steel  wires  of  1*4  mm.  diameter,  which  serves  as  the 
earth  wire. 

The  weight  of  the  cable  is  i,6oD  kilograms  per  1,000 
metres. 


Digitized  by  VjOOQIC 


TELEPHONE  WIRE.  153 


(^.) — Crawford  Type, 

94.  This  cable  consists  of  twenty-seven  conductors  of 
copper  wire  7  mm.  diameter,  each  of  which  is  insulated 
with  yarn  impregnated  with  a  bituminous  compound, 
and  surrounded  or  shielded  with  tin-foil.  A  copper 
wire  of  V2  mm.  diameter,  acts  as  a  core  for  the  three 
middle  strands,  and  serves  also  as  earth.  The  indi- 
vidual strands  thus  prepared  are  twisted  together, 
wrapped  in  a  band  of  impregnated  cotton  stuff,  sur- 
rounded with  lead,  which  is  firmly  pressed  all  round, 
and  finally  all  are  wrapped  in  a  preservative  serving 
treated  with  oxide  of  zinc. 

The  weight  of  the  cable  is  750  kilograms  per  1,000 
metres. 

These  cables  are  generally  made  in  lengths  of  from 
500  to  1,000  metres. 

95.  The  connection  of  the  cables  with  one  another 
and  with  the  ordinary  open  wires  is  a  matter  that  calls 
for  the  most  careful  attention,  and  the  following  in- 
structions, although  made  with  special  reference  to  the 
Felten  and  Guilleaume  cables,  will  no  doubt  be  found 
to  be  applicable  and  useful,  for  general  principles  at 
least,  to  other  forms  of  cable  also. 

{a)  — Jointing  a  tiventy-seven  strajided  telephone 
lead-eahle, — The  ends  of  the  cables  to  be  joined 
together  are  freed  from  their  external  covering,  which  is 
cut  off,  on  one  cable  to  a  distance  of  560  mm.,  and  on 
the  other  to  260  mm. 

The  lead  coating  thus  laid  bare  is  well  cleaned,  and 
then  at  each  end   a  nut  (Fig.  80)  to  receive  the  con- 
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necting  sleeve  E  E,  fitted   with    discs   and   washers,  is 
pushed  over  the  longer  of  the  bared  ends. 

The  lead  coating  is  then  carefully  cut  off  and  re- 
moved to  a  distance  of  i6o 
mm.  from  the  end,  and  in 
the  same  way  the  insulating 
coating  is  laid  bare  to  about 
145  mm.  The  coating  of 
tin-foil  is  then  removed  from 
the  single  strands  to  about 
60  mm.,  and  the  insulating 
coating  to  about  50  mm., 
the  latter  is  done  by  scrap- 
ing with  a  blunt  knife. 

All  these  operations  must 
be  performed  with  the 
greatest  caution,  and  espe- 
cially the  sharp  edge  of  the 
cut  lead  coating  must  be 
carefully  removed. 

The  copper  wires  thus 
laid  bare  are  cleaned,  and 
then  joined  together  by 
twisting  them  (about  four 
twists  at  each  end)  and 
soldered  in  such  a  way 
that  the  twisted  places  have 
a  length  of  about  10  mm. 
The  earth  wires  of  the 
cable  are  likewise  joined 
together  by  twisting  and  soldering,  but  either  in  front 
or  behind  the  line  wires  to  prevent  the  junction  becom- 
ing too  thick. 
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In  a  twenty-seven  stranded  cable,  first  of  all  the 
three  centre  wires,  then  the  three  earth  wires,  after  that 
the  nine  wires  of  the  middle  layer,  and  finally  the 
fifteen  exterior  wires  are  to  be  joined  together. 

The  entire  distance  (DD)  between  the  ends  of  the 
two  lead  coatings  is  about  250  mm. 

The  several  junctions  formed  by  the  twisting  of  the 
various  strands  are  wrapped  round  with  insulating 
ribbons,  until  they  show  the  same  diameter  as  the 
insulating  coating,  and  the  whole  is  fastened  by  means 
of  a  string. 

The  twelve  interior  strands,  after  this  treatment,  are 
again  wrapped  round  by  a  ribbon,  to  keep  them  separate 
from  the  fifteen  exterior  strands.  The  twelve  interior 
wires  and  the  three  earth  wires  having  been  wrapped  up 
together,  the  fifteen  exterior  wires  are  likewise  twisted 
together,  and  tied  up  in  a  spiral  ribbon.  After  this  the 
whole  place  of  junction  is  loosely  tied  up  with  a  string 
or  ribbon,  and  heated  insulating  material  is  poured 
into  it  until  air  bubbles  cease  to  make  their  appearance. 
After  this  the  connecting  sleeve  is  pushed  over  the 
place  of  junction  in  such  a  way  that  the  lead  coating  at 
each  end  will  penetrate  into  it  a  distance  of  about 
25  mm.  The  locking  screws  are  now  firmly 
tightened  by  hand,  so  that  the  indiarubber  washer 
inside  the  locking  screw  surrounds  the  lead  coating  and 
renders  it  water-tight.  In  the  figure  the  washer  will 
be  seen  at  WW ;  the  figure  on  the  right  is  a  cross  section 
of  the  cable  within  the  connecting  sleeve,  whilst  that  on 
the  left  is  an  elevation. 

After  the  two  screws  have  been  removed  from  the 
openings  E,  the  sleeve  is  heated  by  means  of  a  blow- 
pipe, and  some  insulating  substance,  which  has  been 
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previously  heated  into  a  liquid  state,  is  poured  into  one 
of  the  openings.  This  operation  is  continued  until 
both  the  openings  are  partly  filled,  whereupon  the 
screws  are  again  inserted. 

In  all  these  operations  it  is  most  essential  to  exclude 
any  trace  of  moisture  and,  above  all  things,  to  secure  an 
absolutely  water-tight  junction  of  the  cable  because  the 
impregnated  texture  readily  absorbs  moisture,  and  thus 
materially  injures  the  insulation. 

96.  (b^ — Connection  of  the  cable  with  the  ordinaryiuires, 
— For  this  purpose  a  terminal  sleeve  is  employed, 
which  differs  from  the  connecting  sleeve  only  by 
having  two  additional  cast  iron  flaps,  which  serve  for 
fastening  it  to  the  point  of  attachment,  and  also  that 
one  of  the  two  terminal  pieces  has  a  somewhat  larger 
opening  to  accommodate  a  lead  cable  with  india- 
rubber  strands. 

The  construction  of  the  terminal  sleeve,  as  well  as 
of  the  place  of  junction  of  the  lead  cable,  with  a  cable 
of  indiarubber  strands,  will  be  seen  on  reference  to 
Fig.  81. 

The  connection  of  the  indiarubber-covcred  strands 
with  the  core  of  the  lead  cable  is  effected  in  the  way 
described  above,  but,  for  the  sake  of  the  indiarubber, 
neither  the  sleeve  nor  the  insulating  substance  must 
be  heated  above  180*^  C.  The  indiarubber  cable  is 
allowed  to  protrude  to  a  considerable  length  from  the 
terminal  sleeve,  and  is  bent  downwards,  where  the  dif- 
ferent strands  are  joined  to  the  air  lines  without  any 
tension,  each  junction  being  well  soldered.  Fig.  81 
shows  an  iron  or  steel  rope  carrying  a  cable  joined  to 
the  open  lines. 
97.  Regarding  the  means  of  running  the  cables,  th 
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method  adopted  in  England  generally  is  to  have  two 
stranded  steel  wires  run  side  by  side,  and  connected  at 
intervals  by  loops  of  the  same  wire,  simply  hung  across 
from  one  wire  to  the  other.  These  loops  form,  as  it 
were,  a  continuous  cradle,  in  which  the  cable  lies. 


Fio.  81. 


Under  the  Continental  system  the  cables  are  fastened 
to  suspension  strands  made  of  galvanised  steel.  These 
are  shown  in  Fig.  81,  and  other  contrivances  used  are 
shown  in  Fig.  82. 
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The  suspending  strands  are  stretched  with  a  dip  of 
about  2  per  cent. 

Let  g  be  the  weight  in  grammes  per  metre  of  the  cable 
to  be  suspended,  s  the  span  in  metres,/  the  dip  (in  per- 
centage of  j),  X  the  cross-section  of  the  suspending 
strand  ;  then,  if  the  breaking  strain  per  square  millimetre 


fiG.    82. 

of  the  suspending  strands  is  about  44  kilogrammes  and 
the  factor  of  safety  is  taken  as  one-fourth  : 

sg 

^  "■882-52/  — 7-86  J 

Assuming  it  to  have  been  found  advantageous  to  con- 
struct the  suspending  strands  of  seven  steel  wires,  the 
cross-section  of  each  wire  will  be 

X 


Digitized  by  VjOOQIC 


TELEPHONE  WIRE, 


159 


The  hangers  of  galvanised  hoop  iron  (Fig.  83),  are 
attached  to  the  cable  at  distances  of  one  metre,  by 
nneans  of  galvanised  binding  wire.    The  raising  of  the 


Fig.  83. 

cables  on  to  the    roofs    must    be  effected    with    the 
greatest  care,  so  as  to  avoid   any  injury  to   the   cable 


Fig.  84. 

or  the  roofs.  As  the  cable  is  pulled  forward  from  one 
point  of  support  to  another  the  cable  hangers  are  one 
after  another  fastened  to  the  cable.      As  soon  as  one 
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hanger,  sliding  on  the  suspending  strands,  arrives  at  a 
point  of  attachment,  it  is  there  detached  from  the 
suspending  strands  by  the  workman,  and  suspended 
again  immediately  behind  the  point  of  attachment ;  so 
that  the  cable  during  its  forward  motion  is  always 
carried  by  the  hanger. 

If  several  cables  are  to  be  used  simultaneously  in 
one  section  of  a  line  the  construction  shown  on  the  left 
of  Fig.  84  is  sometimes  adopted  for  wooden  supports, 
and  the  contrivance  shown  on  the  right  for  iron  supports, 
each  cable  having  a  separate  suspension  strand. 


2. — Underground  Cables. 

98.  In  England  the  telephone  companies  have  not 
hitherto  taken  to  the  use  of  underground  wires,  but 
the  Postal  Telegraph  Department  adopts  this  method 
wherever  possible,  as  much  for  economy  as  for  efficiency. 


{a,) — The  Post  Office  Underground  Cable, 

This  is,  for  reasons  already  explained  (§  83),  a  cable 
which  provides  a  pair  of  wires  for  each  circuit.  It  is 
uniformly  made  with  four  wires  only,  the  copper  con- 
ductor of  each  weighing  18  kilogs.  per  mile  {\'2  mm. 
diameter),  and  being  covered  with  best  gutta  percha  to 
a  diameter  of  about  4*4  mm.  Four  of  these  wires  are 
laid  up  with  a  lay  of  seven  inches,  having  a  centre  and 
worming  of  tanned  jute  sufficient  to  make  the  cable 
cylindrical.  The  cable  is  then  served  with  a  single 
covering  of  specially  prepared  grey  linen  tape. 

99.     Perhaps   the    best-known  type  of  underground 
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cable  used    in  America  is  that  manufactured  by  the 
Western  Electric  Company,  and  known  as 


{b^—Tke  Patterson  Cable. 

This  is  composed  of  a  group  of  copper  conductors, 
each  covered  with  two  or  more  servings  of  cotton,  and 
the  whole  protected  by  a  lead  pipe.  The  cotton  is 
saturated  with  paraffin. 

The  exterior  *  covering,  which  is  composed  of  lead 
strengthened  by  a  small  percentage  of  tin,  is  a  tube 
made  separate  from  the  core,  and  the  latter  is  drawn 
into  it.  The  size  of  the  tube  is  not  limited  by  the  size 
of  the  core.  It  is  made  larger,  sometimes  by  as  much 
as  J  in.,  and  the  space  thus  left  is  afterwards  filled  with 
melted  paraffin,  under  heavy  pressure. 

The  insulation  of  this  material  is  very  high,  and  it 
will  not  vary  as  long  as  the  lead  covering  remains 
uninjured. 

The  inductive  capacity  of  paraffin  is  well  known  to 
be  low,  but  this  is  said  to  be  lowered  by  at  least  1 5  per 
cent,  by  the  process  of  manufacture.  So  that,  by  lay- 
ing the  wires  loosely  together  and  pressing  prepared 
paraffin  in  between  them,  the  dielectric  obtained  has  a 
lower  inductive  capacity  than  if  the  whole  space  were 
filled  with  cotton,  gutta  percha,  or  any  other  similar 
insulator. 

The  splice  protection  used  on  aerial  and  underwater 
cables,  and  also  on  underground  cables  where  the 
arrangements  of  man-holes  will  allow,  is  similar  to  the 
one  used  for  the  Felten  and  Guilleaume  cable,  5  95. 
The  lead  pipe  sleeve  which  covers  this  splice  is  drawn 
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over  .the  end  of  one  of  the  two  sections,  and  after  the 
wires  are  spliced  together,  it  is  drawn  back  over  them 
and  secured  on  the  cable  pipe  at  each  end  by  a  "  wiped  " 
solder  joint,  generally  known  as  a  plumber's  joint.  When 
it  is  finished,  the  cable  is  heated  on  each  side  of  the  splice 
to  melt  the  parafRn,  which  expands  in   melting,  and, 


Fig   86. 

rushing  into  the  splice,  affords  a  safeguard  against  im- 
perfections in  the  pipes  and  joints. 

Fig.  85  is  another  form  of  splice  for  use  in  underground 
systems  where  the  other  style  could  not  be  used,  or 
where  a  few  wires  are  required  to  be  taken  from  the 
cable  at  different  points  along  the  route.     In  very  long 
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cables  this  splice  has  the  advantage  that   it  may  be 
opened  at  any  time  for  locating  faults. 

Fig.  87  shows  a  test  box  which  is  very  generally  used 
in  offices  to  connect  a  cable  to  the  wires  leading  to  the 


Fig.  87. 

apparatus.  The  terminals  are  fixed  on  ebonite  bases  to 
secure  insulation,  and  the  box  is  thoroughly  air-tight ; 
but  it  is  sometimes  filled  with  paraffin  to  insure  against 
any  possible  imperfections  in  the  rubber  backing  under 
the  iron  face  plate. 
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Fig.  88  shows  a  hanger  for  aerial  cables. 

Fig.  89  gives  an  end  view  of  a   loo-wire  underground 

cable. 
The  whitening  around  the  core  is  the  paraffin  filling, 

and  the  outer  ring  is  the  composition  pipe. 


Fig.  88. 


Fig.  89. 


100.  Another  form  of  cable  which  has  recently  come 
into  use  in  the  United  States  is 


{c.) — The   Waring  Cable, 

The  conductors  are  of  copper,  covered  with  cotton  and 
insulated  with  a  heavy  distillate  of  petroleum  and  en- 
cased with  lead  under  great  pressure.  The  advantages 
claimed  for  this  insulating  material  are,  that  it  is  not 
liable  to  disintegration  or  deterioration  ;  it  is  an  ex- 
ceedingly refractory  substance  ;  and  the  surrounding  or 
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the  internal  temperature  may  be  raised  to  the  point  ot 
fusing  the  leaden  casing  of  the  cable,  or  the  raising  of 
the  conductor  to  a  white  heat,  without  affecting  the 
resistance  of  the  insulation,  or  even  injuring  it — much 
less  destroying  it 

Where  a  great  number  of  conductors  are  required  in 
a  minimum  space,  the  so-called  "  bunched  "  cables,  of 
the  form  shown  in  Figs.  90  and  91,  are  produced. 


Fig.  9a 


Fig.  91. 


The  anti-induction  cable,  constructed  on  the  principles 
enunciated  in  §  91,  has  the  form  shown  in  Figs.  92  and  93. 

The  lengths  are  united  by  a  simple  joint  as  follows  : — 
The  cable  ends  are  first  stripped  of  the  lead,  the  insu- 
lation removed,  and  the  wires  substantially  joined  and 
soldered.  Each  wire  joint  is  then  wrapped  with 
insulated  tape,  and  this  served  with  strips  of  lead 
to  preserve  the  metallic  continuity  of  the  casing.  A 
sleeve  of  lead  pipe,  previously  slipped  pver  one  of  the 
ends,  is  then  brought  over  the  joint,  both  ends  dressed 
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to  fit  the  cable,  and  solder-wiped  joints  made  in  the  way 
indicated  by  Fig.  94. 
The  sleeve,  being  tapped  near  the  centre,  is  then  filled 


Fig.  92,  Fig.  93. 

with  insulating  material  and  closed.     Where  there  is 
likelihood  of  a  tensile  strain  in  laying  the  cable  (as  in 


Fig.  94. 

deep  water),  after  reaching  the  point  of  placing  on  the 
sleeve,  as  above  described,  the  connection  is  made  by  a 
single  solid  plumber's  joint,  as  shown  in  Fig.  95. 


Fig.  95. 

Laying  the  cable  is  performed  with  facility,  a  trench 
being  dug  about  two  feet  deep,  an  open  trough  or  box  is 
laid  on  the  bottom  and  a  reel  of  cable,  with  an  axle  turning 
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through  Its  centre,  mounted  on  wheels,  is  drawn  along 
paying  off  the  cable  into  the  trough  as  it  moves  along 
(Fig.  96). 

The  methods  of  looping,  branching,  and  spreading  are 
represented  respectively  in  Figs.  97,  98,  and  99,  and  it 
will  be  seen  that  these  cables  offer  great  facilities  for 


Fig.  96. 

reaching  any  particular  conductor  or  for  leading  it  in 
other  directions  from  the  main  cable,  without  severing 
the  latter  or  disturbing  the  remaining  conductors.  The 
sharp  or  square  edge,  formed  on  one  of  the  ribs,  as 
shown  in  Figs.  92  and  93,  enables  one  to  find  any 
conductor ;  by  counting  to  the  right  or  left  any  desired 
conductor  can  be  selected  without  disturbing  the  others. 
Each  wire  is  numbered  from  this  edge. 
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Fig.  loo  represents  a  cable  box  on  a  junction  pole, 
showing  the  connection  from  an  underground  cable  tn 
aerial  lines,  as  adopted  by  the  New  York  Fire  Depart- 
ment. 


Fig.  97. 


Fig.  98. 


Fig.  99. 


(rf.) — Brooks's   System. 

ioi»  Mr.  David  Brooks,  of  Philadelphia,  one  of  the 
telegraphic  veterans  of  America,  proposed  in  1881  to 
place  a  cable  of  cotton-covered  conductors  in  an  iron  or 
lead  pipe,  and  to  maintain  this  pipe  full  of  liquid  oil, 
which  should  have  a  steady  but  slow  flow,  so  as  to  pre- 
vent or  close  up  any  faults  that  might  arise.      His  plan 
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was  tried,  and  is  still  in  use,  in  London  as  well  as  in 
Philadelphia,    Chicago,  and    New   York.     His   object 


Fig.  100. 


was  to  compress  the  largest  number  of  wires  into  the 
smallest  possible  space.      He  obtained  very  high  insu- 
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lation  (nearly  20,000  megohms  per  mile),  with  low 
capacity  (about  '2  microfarads  per  mile).  At  first  he 
used  light  paraffin  oil,  but  lately  he  has  been  using 
heavy  resin  oil,  and  a  mixture  of  -  resin  and  resin  oil, 
which,  having  a  greater  specific  gravity  than  water, 
expels  any  water  from  the  pipe  that  may  have  found 
its  way  there  by  accident  or  design. 

{e), — BertJwud'Borel  Cable. 

10^,  The  insulating  substance  consists  of  cotton  yarn 
saturated  with  a  mixture  of  resin  and  oxidised  linseed- 
oil.     Cotton  stuff   saturated  with  the  same  insulating 


Fig.  ioi. 

material  is  wrapped  round  the  conductors  forming 
the  cable,  and,  finally,  a  lead  cover,  consisting  of  two 
layers,  pressed  round  the  whole. 

The  resistance  of  each  conductor  of  a  cable  consisting 
of  twenty -seven  conductors  of  stranded  copper  wire  (three 
wires  of  'S  mm.  per  strand)  is  30  ohms  per  kilometre  ; 
the  capacity  '15  microfarad.  One  thousand  metres  weigh 
1,725  kilogrammes,  and  cost  3,000  marks  (shillings). 

The  following  is  the  method  adopted  for  jointing, 
and  leading  off  from  a  single  core  cable : — The  cable 
K  K,  after  having  been  freed  from  the  different  covers 
of  lead  and  insulating  material,  in  proper  gradations,  as 
represented  in  Fig.  loi,  is  inserted  through  lateral  open- 
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ings  in  an  iron  box,  and  the  two  ends  are  pushed 
together  in  the  centre  of  the  box.  The  ends  are  then 
sloped  off,  as  is  customary  in  the  soldering  of  ordinary 
cables,  wound  with  fine  copper  wire,  and  finally  quickly 
soldered  in  the  usual  way.  The  pieces  B  B  serve  for  the 
support  of  the  cable.  The  interior  space  is  then  filled 
by  pouring  in  a  strongly  heated  mass  of  insulating 
material  (resin  and  linseed  oil) .  The  two  small  chambers 
on  the  right  and  the  left  of  the  box  are  filled  with  thick 
melted  tar.  Finally  the  cover  D  D  is  put  on,  and  firmly 
pressed  against  the  box  by  means  of  two  pins  entering 
through  the  sides  of  the  box.  The  filling  of  the  box 
must  be  effected  in  such  a   way  that  the  cover  when 


Fig.  102. 

tightly  fastened  presses  together  the  insulating  mass 
which  has  been  poured  in  in  excess.  After  the  cover 
has  been  put  on  as  described,  the  free  space  formed 
by  the  depression  of  the  cover  is  filled  up  with  thick 
tar. 

If  a  cable  of  several  cores  has  to  be  joined,  a  box  of 
larger  dimensions  is  employed,  and  within  it  the  indi- 
vidual cores  are  led  through  bore  holes  of  inserted 
ebonite  discs,  and  thus  kept  apart 

The  branching  off  of  a  core  is  effected  in  the  joint- 
box  in  the  manner  shown  in  Fig.  102. 

103.  It  will  be  seen  that  the  practice  of  underground 
work  adopted  in  each  country  is  very  much  the  same. 


Digitized  by  VjOOQIC 


171  THE  TELEPHONE. 

In  England,  where  underground  systems  have  existed 
since  the  first  introduction  of  telegraphy  in  1837,  gutta 
percha  remains  paramount  as  an  insulating  medium  for 
subterranean  and  submarine  purposes,  but  exposed  to 
the  changes  of  temperature  and  moisture  of  the  air  it 
rapidly  deteriorates.  Here,  for  aerial  purposes,  india^ 
rubber  vs  more  generally  used,  and  is  very  durable.  In 
America,  where  underground  work  has  hitherto  been 
tabooed,  experiments  are  being  made  with  other  mate- 
rials, more  especially  with  the  products  of  that  rich  and 
abundant  oil — petroleum — that  has  become  such  a  grand 
industry.  Paraffin  is  used  by  some,  but  the  most  promis- 
ing material  is  that  heavy  distillate  of  petroleum,  that  is 
used  in  the  Waring  cable  (§  100).  Oils  are  used  by  others, 
and,  when  mixed  with  resin,  they  acquire  a  very  high 
insulating  efficiency.  Lead-covered  cables  are  being 
re-introduced  everywhere.  It  is  interesting  to  note  that 
the  lead-covered  cables  buried  in  the  streets  of  London, 
laid  down  in  1844,  are  identical  in  appearance  and  con- 
struction with  those  now  being  used.  Lead  is,  however, 
very  liable  to  damage  when  buried  unprotected  in  the 
earth.  Some  soils  act  upon  it  chemically,  and  destroy 
it.  It  should,  therefore,  always  be  protected.  It  is 
better  to  place  a  lead-covered  cable  in  a  trough,  and  to 
fill  the  trough  with  asphalte  pitch  or  bitumen.  This  is 
expensive,  but  it  is  secure. 

The  only  really  effective  mode  of  getting  over  the  dis- 
turbances due  to  induction  between  wire  and  wire,  is  the 
metallic  circuit  system.  The  British  Post  Office  and  the 
French  Telephone  Company  are  the  only  Administra- 
tions that  have  decisively  adopted  this  plan.  The 
principal  objection  raised  is  that  of  expense,  but  this 
disappears  on  investigation,  for,  while  the  prime  cost 
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may  be  higher,  the  improved  service  leads  to  a  largely 
enhanced  income.  When  the  absolute  perfection  of 
working  of  a  metallic  circuit  system  is  experienced,  it 
is  remarkable  that  any  other  system  ever  should  be  con- 
templated. Human  nature  is  very  loth  to  admit  that  it  is 
wrong.  Those  who  have  matured  the  one  wire  system 
do  not  like  to  sweep  away  their  cherished  plans,  but  as 
the  systems  grow,  it  seems  impossible  to  conceive  that 
they  can  continue  to  work  effectually  such  an  imper- 
fect plan.  The  use  of  the  earth  is  essentially  bad,  and 
it  admits  an  infinity  of  troubles.  The  double  wire 
system  must  infallibly  survive. 
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CHAPTER  XI. 

AUXILIARY  APPARATUS    USED  IN  THE  INSTALLATION 
OF  TELEPHONE  STATIONS. 

104,  Besides  the  telephones  themselves,  which  have 
been  described  in  principle  in  previous  chapters,  and  the 
general  arrangement  of  which  will  be  dealt  with  in 
Chapter  XII.,  there  are  several  auxiliary  details  which 
are  essential  to  the   working  of  a  telephone  system. 

(tf.) — Call  Bells  with  Current  Interrupter^  or  so-called 
Trembling  Bells, 

On  a  wooden  plate  P  (Fig.  103),  which  is  fastened  either 
to  the  top  or  the  bottom  of  the  telephone  case,  is  an 
angular  iron  piece  r,  which  carries  the  dome  G  and  the 
electro-magnetic  system  e, 

A  brass  plate  /,  insulated  from  the  angular  piece  r  by 
means  of  ebonite,  is  fixed  to  its  shorter  limb,  and  an 
enlargement  of  plate  /  carries  a  spring/,  provided  with 
a  platinum  contact  r,  and  regulated  by  the  adjustment 
screw  s.  The  latter  is  fixed  in  position  by  the  lock  nut  m. 
The  spring/presses  with  its  contact  ^  against  a  contact  on 
the  lever  k  carrying  the  armature  and  hammer,  the  lever 
being  fastened  to  one  limb  of  tlie  angular  piece  by  means 
of  a  flat  spring  b.    The  object  of  spring  b  is  to  bring 
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jibout  a  rapid  vibration  of  the  hammer^ ;  its  position  can 

be  slightly  altered  by  a  small  screw  d,  and  the  clapper  can 

thus  be  more  or  less  strongly  pressed  against  the  springy: 

The  line  wire  is  connected  to  the  insulated  piece  /, 


Fig.  103. 
whilst  the  angular  piece,  and  consequently  the  clapper 
fixed  to  it  by  spring  b,  is  in  connection  with  one  end  of 
the  coils  of  the  electro-magnet,  the  other  end  being 
connected  to  earth. 
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The  calling  current  which  arrives  through  the  line 
wire  flows  through  the  insulated  piece  /,  the  spring/,  the 
contact  c,  to  the  armature  k;  thence  through  the  flat 
spring  ^,  the  angular  piece  r,  to  the  electro-magnet, 
and  through  its  coils  to  earth.  As  soon  as  the  electro- 
magnet is  excited,  it  attracts  the  armature  ^,  the  contact 
at  c  is  broken,  the  current  is  interrupted,  the  armature 
recedes  through  the  action  of  spring  by  again  presses 
against  contact  r,  thereby  closing  the  circuit ;  so  that  the 
play  can  begin  anew.  The  hammer,  therefore,  in  its 
rapid  vibrations  beats  against  the  bell  G  as  long  as 
a  current  is  sent  into  line  and  produces  a  trembling 
sound. 

To  produce  an  effective  call,  the  call  stud  at  the 
sending  station  must  be  kept  pressed  for  a  few  seconds. 

{V). —  Call  Bell  with  Annunciator  Drop, 

105.  It  is  often  desirable  that  a  call  from  adistant  station 

should  actuate  not  only  the 
bell  attached  to  the  telephone 
case,  but  also  a  second  one, 
placed  in  some  other  room  of 
the  house,  and  should  ring 
this  second  bell  until  some- 
body appears  at  the  telephone 
and  interrupts  its  action. 

For  this    purpose   the   call 

bell  shown  in  Fig.  104  is  often 

used;    it    is  similar    to   the 

previous   instrument,   but   is 

Fig.  104.  provided  with  an  annunciator 

drop.     To  the  armature  of  the  call  bell  is  fastened  an 

insulated  check-pin  /,  against  which  abuts  an  articulated 
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lever  pivoted  about  m,  and  provided  with  a  small  finger  ; 
the  other  extremity  of  the  lever  carries  the  annunciator 
drop  0.  If  the  armature  is  attracted  by  the  cores  of  the 
electro-magnet,  the  check-pin  moves  away  from  the  finger 
of  the  lever,  and  this  latter  assumes  the  position  indicated 
by  dotted  lines;  so  that  the  indicator  drop  projects 
through  an  opening  at  the  side  of  the  bell  case.  When  the 
articulated  lever  descends,  its  upper  arm  falls  upon  the 
insulated  contact  ;?,  which  is  connected  to  terminal  p 
outside  the  case,  whilst  the  metallic  piece,  to  which  the 
lever  is  fastened,  communicates  with  terminal  q.  Between 
/  and^  the  second  call  bell,  with  its  battery,  is  inserted, 
so  that  its  circuit  is  closed  as  soon  as  the  lever  goes 
against  n.  The  second  bell,  therefore,  rings  as 
long  as  the  lever  is  in  the  dotted  position,  whilst 
the  other  bell  sounds  only  as  long  as  a  current  flows 
through  the   line. 

The  lever  is  replaced  in  its  original  position,  and 
the  second  call  bell  cut  out  of  the  circuit  by  press- 
ing a  stud  fastened  to  the  case,  but  not  visible  in 
the  figure. 

A  special  switch  is  generally  inserted  in  the  circuit 
of  the  second  bell,  so  as  to  prevent  the  bell  from  ringing 
if  a  call  should  be  made  after  certain  hours. 


{c.) — Call  Bell  without  Current  Interruption  {with 
Automatic  Cut-out.) 

106.  Call  bells  with  current  interruption  frequently 
suffer  from  the  defect  that  the  contact  between  the 
spring  and  the  armature  becomes  faulty,  and  the 
circuit  is  thereby  broken ;  a  further  drawback  is  that 
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two  call   bells  cannot  be  placed  in  series  on  the  same 
circuit. 

Hence  call  bells  with  automatic  cut-outs  are  now 
very  frequently  employed.  An  apparatus  of  this 
kind  is  represented  in  Fig.  105.  At  the  lower  extremity 
of  the  armature  d  a  spring  /  is  fastened  a  short  distance 
apart  and  sideways  from  the  rod  carrying  the  hammer. 
As  soon  as  the  armature  is  attracted  by  the  electro- 
magnet the  spring  /  presses  against  the  contact-screw 
;//  fixed  to  the  metallic  piece  //. 

The  line  terminal  a  is  joined  to  the  body  of  the  call 
bell,  to  which  is  also  fastened 
one  end  of  the  electro-magnet 
j^"^  coils,  whilst  the  other  end  is  in 
connection  with  the  metallic 
piece  h,  which  is  in  direct 
connection  with  the  other  ter- 
minal /.  The  current  path 
is  from  a  to  c,  through  the 
electro- magnet  coils  to  A,  and 
thence  to  /  and  earth  or  return 
wire.  The  armature  d  being 
attracted  by  the  magnet  cores, 
contact  is  made  between  /  and 
m.  The  coils  are  thereby  short- 
circuited,  the  current  passing 
from  a  through  the  armature  to  the  spring  /,  the 
contact  m,  and  thence  to  the  terminal  i.  The  electro- 
magnet is  thus  rendered  inactive,  and  the  spring 
armature  returns  to  its  original  position,  so  that  the 
current,  on  the  contact  between  /  and  m  being  again 
broken,  must  take  its  former  path  through  the  coils 
and  attract  the  armature.     In  this  way  a  rapid  move- 
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ment  of  the  armature,  and  consequent  oscillation  of 
the  hammer,  is  effected.  The  spring  c  which  presses 
against  the  upper  surface  of  the  armature,  and  whose 
tension  can  be  altered  by  the  screw  h,  serves  for  the 
regulation  of  the  armature.  The  contact  of  the  short 
circuit  spring  can  be  regulated  by  the  screw  m. 

The  call  bells  used  in  telephony  generally  have  a  re- 
sistance of  from  100  to  150  ohms,  and  require  a  current 
of  at  least  5  milliamperes. 

{d,)—Alteyjiating  Magneto  Call  Bells. 

107.  Where  the  call  is  effected  by  alternating  currents, 
the  call  bell  is  of  special  construction.    Two  domes  are 


provided,  so  that  both  the  current  impulses,  the  positive 
as  well  as  the  negative,  can  be  used  for  attracting 
attention. 

One  form  (Fig.  106)  consists  of  two  electro-magnets^, 


Digitized  by  VjOOQIC 


i8o 


THE  TELEPHONE, 


an  armature  a,  and  a  polarising  magnet  w.  The  hammer 
A,  which  is  fixed  to  the  armature,  can  beat  against  the 
two  gongs.  The  sensitiveness  of  the  bell  is  con- 
siderably increased  by  not  allowing  the  polarising 
magnet  to  touch  the  pole-piece  of  the  electro-magnet, 
but  placing  it  opposite  this  latter  at  a  distance  of  about 
5  mm.  The  adjustment  of  the  armature  can  in  this  case 
be  very  accurately  arranged. 


Magneto  Signals. 

1 08.  Magnetic  call  signals  have  of  late  years  come 
greatly  into    favour  for   telephonic    purposes.     They 


Fig.  107. 
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doubtless  furnish  a  very  convenient  source  of  electric 
energy;  but  some  administrations— notably  the  British 
Post  Office — considering  that  the  adoption  of  the  micro- 
phonic transmitter  already  entails  the  employment  of  a 


J 
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M 


M 


X 


M 


Fig.  1 10. 

battery,  and  for  other  minor  reasons,  have  not  adopted 
them. 

The  first  form  of  these  calls  was  similar  to  an  ordinary 
medical  magneto-electric  machine,  but  this  was  soon 
superseded  by  the  Siemens*  armature,  which  has  since 
been  adopted  by  all  manufacturers.  This  armature,  by 
means  of  a  winch  handle,  is  made  to  revolve  in  a  strong 
magnetic  field.     The    alternate  currents  generated   by 
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the  machine,  when  the  handle  is  turned,  are  conveyed 
to  the  line,  and  ring  the  call  bell  at  the  distant  station. 


{a)— Ordinary  Magneto  Call  Sigfials. 
109.  Figs.  107,  108,  and  109  represent  respectively  a 


I-. 


Fig    III. 

plan,  a  front  view,  and  a  side  view,  of  a  Williams' 
magneto  call-box,  as  used  by  the  Swiss  Telephone 
Administration.  It  is  not  essentially  different  from 
other  magnetos  as  used  by  other  telephone  admin- 
istrations. 

a  a  are  the  domes  of  the  call  bell,  which  is  described 
in  the  preceding  section  ;  b  the  winch  handle  for  turning 
the  armature  of  the  magneto-electric  generator  placed 
inside  the  box,  and  described  further  on,  c  the  hook 
of   the    automatic    switch    for    the   suspension  of  the 
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telephone,  and  e  e  e  the  terminals  for  making  connec- 
tion with  line,  earth,  etc. 

Fig.  no  gives  a  side  view  of  the  magnetic  inductor. 
The  three  magnets  marked  M  must  be  of  great  hardness 
and  should,  when  joined  together,  carry  a  minimum 
weight  of  1,500  grammes. 

The  pole-piece,  shown  in  Fig.  1 1 1,  is  joined  as  close  as 
possible  to  the  magnets,  and  the  interior  hollow  has  to 
be  worked  with  great  care. 

Figs.  1 1 2  and  113  show  the  core  of  the  armature  before 
winding,  and  the  friction  disc  F. 

The  core  of  the  armature  must  be  of  the  softest 
iron ;  its  cylindrical  surface  must  be  worked  most  care- 
fully, and  the  whole  must  be  centred  as  accurately  as 
possible  on  the  shaft  of  the  friction  disc. 

The  resistance  of  the  armature  windings  must  not 
exceed  1,000  ohms.  In  most  other  types  of  magnetos, 
however,  this  resistance  is  kept  lower.  One  end  of  the 
wire  of  the  armature  is  soldered  to  a  pin,  a,  which  is 
in  direct  connection  with  the  metallic  mass  of  the 
armature,  and  the  other  end  is  soldered  to  the  pin  d, 
which  is  insulated  from  the  shaft  of  the  armature,  and 
is  in  metallic  connection  with  the  pin  dy  also  insulated 
from  the  shaft  by  the  ebonite  tube  e. 

The  friction  disc  F  (Fig.  112)  is  made  of  ebonite 
or  vulcanised  fibre,  and  gears  with  the  driving  disc  shown 
in  Fig.  114,  which  gives  a  side  view  of  the  whole  of  the 
friction  gearing  and  the  driving  crank.  The  two  sides 
of  the  driving  disc  D  are  made  of  hard  elastic  sheets 
of  brass  of  \  mm.  thickness;  they  are' independent 
of  one  another,  and  are  kept  together  by  six  brass 
screws. 

There  is  an  automatic  arrangement  at  c  which,  when 
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the  handle  is  turned,  breaks 
the  short  circuit  in  which 
the  armature  coils  are 
placed  when  the  instru- 
ment is  at  rest.  This 
arrangement  is  shown  at  i 
in  the  diagram  (Fig.  115). 
In  the  Gilliland  magneto 
it  consists  of  a  spring  lever 
carrying  a  contact  pin. 

no.  With  regard  to  the 
form  of  gearing,  it  may 
be  remarked  that  toothed 
wheels  were  at  first  adopted, 
but  were  soon  abandoned 
in  favour  of  less  noisy  con- 
trivances— rubber  band  and 
metallic  friction  gearing,  as 
shown  above. 

The  Gilliland  magneto 
had  a  small  metal  driving- 
wheel  interposed  between 
two  small  discs  which 
formed  the  driven  wheel. 
Williams  about  the  same 
time  adopted  the  double 
plate  driving-wheel,  which 
engaged  a  single  driven 
wheel  of  some  insulating 
material,  as  describe  above. 
Others  have  adopted  arid 
continue  the  rubber  band 
as  well  as  the  cut  gear. 


<^ 
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The  cut  gear  has  recently  been  considerably 
improved  so  as  to  be  as  noiseless  as  possible,  and  there 
is  no  doubt  that  it  is  the  best  form  for  reliability  and 
durability. 


Fig.  114. 

Fig.  lis  is  a  diagram  of  the  wire  connections  of  the 
magneto  call. 

A  good  magneto  inductor  ought  to  ring  the  call  bell 
through  20,000  ohms  (10,000  ohms  is  considered  ample, 
as  a  rule)  external  resistance,  the  crank  being   turned 
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moderately  fast ;  and,  on  the  other  hand,  the  armature 
of  the  call  bell  must  not  stick   to  the  poles  of  the 
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Fig.  115. 


electro-magnet,  even  when  the   external   resistance  is 
zero. 

(^.) — Abdank  Magnetic  Call, 

III.  This  signal  transmitter  is  shown  in  Fig.  116, 
and  consists  of  a  horse-shoe  magnet  mounted  on  a  cast- 
iron  socket.  To  a  bracket  fixed  on  the  socket  is 
attached  a  spring,  which  carries  at  its  other  extremity  a 
flat  coil  consisting  of  a  soft  iron  core  and  a  large  number 
of  turns  of  fine  copper-wire.  One  of  the  extremities 
of  the  wire   communicates  through  the   body  of  the 
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apparatus  with  one  of  the  terminals,  whilst  the  other 
extremity  is  connected  by  means  of  a  spiral  spring 
to  an  insulated  screw,  and  thence  to  the  second 
terminal. 

A  handle  attached  to  a  frame,  into  which  the  coil  is 
fitted,  enables  one  to  pull  the  coil  to  either  side  of  the 
magnet,  and  on  letting  go  the  handle  a  rapid  oscillatory 
motion  is  imparted  to  the  coil.  During  this  motion  the 
magnetism  of  the  iron  core  varies  constantly,  and 
the  windings  of  the  coil  cutting  the  lines  of  force  of 
the  magnet,  a  series  of  alternating  currents  are  induced 
in  the  coil. 


Fig.  117. 

The  Automatic  Switch. 

112.  Where  both  transmitter  and  receiver  are  magnetic 
telephones,  the  switch  has  the  general  form  indicated  in 
Fig.  117,  and  is  so  designed  that  when  the  telephone  is 
idle  the  bell  is  in  circuit,  but  when  speaking  is  going  on 
the  bell  is  cut  out. 

A  brass  stand,  mounted  on  a  base  board,  carries  a 
lever,  one  extremity  of  which  is  bent  in  the  form  of  a 
hook  c.    This  hook  projects  through  the  front  board  of 
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the  telephone  case,  and  on  it  is  suspended  the  telephone 
with  its  flexible  conductors.  The  spiral  spring  /  holds 
the  straight  end  of  the  lever  against  the  contact  a^  as 
long  as  the  telephone  is  not  suspended  to  the  hook. 
As  soon,  however,  as  the  telephone  is  suspended,  by- 
its  weight  it  pulls  down  the  lever,  whose  straight  end 
is  then  pressed  against  the  contact  screw  r. 

The  call  bell  can  sound  only  when  the  lever 
presses  against  the  contact  r,  and  the  telephone 
must,  therefore,  be  always  suspended  to  the  hook  when 
it  is  not  in  use. 


Fic.  ii8. 

1 13.  Where,  as  is  generally  the  case  in  this  country,  a 
microphone  transmitter  is  employed,  on  the  removal  of 
the  telephone  from  the  hook,  the  primary  circuit  of  the 
induction  coil  must  be  closed,  and  the  construction  of 
the  automatic  switch  is,  therefore,  modified,  as  shown 
in  Fig.  118.  Two  small  brass  columns,  d  and  O2,  are 
mounted  on  the  foundation-plate ;  Oi  carries  a  very 
flexible  steel  spring  /,  whose  extremity  stands  close 
above  O2,  and  comes  into  metallic  contact  with  it  on 
being  depressed.  This  depression  of  the  spring  is 
effected  by  a  pin  g  of  insulating  material  fastened  on 
the  side  of  the  lever ;  as  soon  as  the  telephone  is  taken 
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down  from  the  hook,  this  pin  presses  against  the  spring 
/,  and  places  it  in  contact  with  02. 


Lightning  Protectors. 

114.  In  order  to  protect  the  telephonic  apparatus 
against  damage  by  lightning,  it  is  usual  to  provide  each 
set  with  a  lightning  protector.     These  generally  are  of 


Fig.  119. 

the  very  simplest  description,  that  ordinarily  used  being 
of  the  form  shown  in  Fig.  1 19  and  in  position  in  Fig.  107. 

It  consists  of  a  brass  plate  with  sharp  saw-teeth  in  con- 
nection with  the  earth  fixed  near  to  two  other  plates 
which  are  connected  to  the  lines.  There  are  slots  at  a 
and  b,  to  enable  the  distance  of  the  long  brass  plate 
from  the  two  triangular  pieces  to  be  adjusted. 

As  a  matter  of  fact,  however,  telephonic  apparatus  is 
not  very  liable  to  damage  from  this  cause  in  England, 
and  when  damage  is  done  it  is  generally  very  slight. 
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This  liability  is  practically  reduced  to  nil  when  double 
wires  are  used,  as  the  circuit  then  offers  an  easy  passage 
to  earth  for  the  lightning  discharge  :  consequently  the 
British  Post  Office  finds  it  quite  unnecessary  to  protect 
their  ordinary  telephone  circuits.  Where  protection 
does  seem  desirable,  as  in  the  case  of  single  wires,  the 
Post  Office  pattern  of  lightning  protector,  shown  in  Fig. 
120,  is  fitted  up. 

This  consists  simply  of  two  circular  brass  discs  having 
perfectly  flat  faces,  which  are  tinned.  Between  these  two 
faces  is  placed  a  disc  of  mica  with  three  perforations 


around  a  centre  hole.  The  upper  (or  front)  plate  is 
fixed  to  the  lower  by  means  of  a  terminal,  insulated  from 
A  by  an  ebonite  collet  c,  which  is  faced  with  a  brass 
washer,  between  which  and  A  the  line  wire  is  clamped. 
The  protectors  are  fixed  upon  bases  singly  or  in  groups, 
and  the  earth  connection  is  made  to  the  back  screw  E. 

The  figure  is  two-thirds  full  size. 

115.  The  German  Postal  Administration  has  intro- 
duced for  telephonic  purposes  an  elaborated  form  of  the 
reel  or  tube  lightning  protector,  which  is  deserving  of 
special  notice.  It  certainly  possesses  several  features  of 
interest. 
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In  the  apparatus  represented  by  Fig.  121,  three  brass 
cylinders  m^  M,  w,,  insulated  from  one  another,  are 
fastened  together.  The  middle  cylinder  M  is  directly 
soldered  on  the  spindle  s  s^,  while  its  two  extremities 
in  are  turned  down,  so  as  to  form  barrels  of  somewhat 
smaller  diameter  than  the  centre  piece.  On  these 
pins  a  silk-covered  wire  of  -i  mm.  diameter  is  wound. 


Fig.  121. 

The  pieces  m^  and  m^  are  insulated  from  the  spindle  and 
from  M  by  means  of  ebonite  collars.  The  centre  piece 
M,  as  well  as  the  ebonite  collars,  have  on  their  surfaces 
a  spiral-shaped  groove,  into  which  is  inserted  the  wire  rf, 
wound  on  M.  The  two  extremities  of  this  wire  are 
soldered  to  the  pieces  w,  and  in\,  which  are  thus  brought 
into  electrical  connection,whilst  the  cylinder  M  is  insulated 
from  them  by  the  silk-covering  of  the  wire.    The  spindle 
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is  inserted  into  three  brass  blocks  a^^  6^,  Ci,  in  which 
it  fits  accurately;  good  electrical  connection  is 
further  ensured  by  the  metallic  springs  /,  which  exercise 
a  certain  amount  of  pressure  against  the  cylinders  m^,  m^, 
and  M.  The  left-hand  block,  b^,  is  connected  to  the  wire 
leading  to  the  apparatus^  the  right-hand  one,  c^,  to  line, 
and  the  centre  one,  a^y  to  earth.  The  line  wire  goes  from 
the  right-hand  block,  through  the  silk-covered  wire  to 
the  left-hand  block,  and  thence  to  the  apparatus.  If  too 
strong  a  current  passes  from  the  line  to  the  lightning 
protector  it  must  pass  through  the  silk-covered  wire, 
which  it  will  melt  or  heat  so  as  to  destroy  the  silk 
covering,  and  thus  pass  to  M,  and  thence  to  earth  ; 
the  circuit  of  the  apparatus  is  at  the  same  time  broken 
by  the  melting  of  the  wire,  and  the  apparatus  itself  is 
thus  secured  against  damage. 

In  order  to  restore  working  order  at  the  station,  the 
spindle  must  be  changed  after  the  fusing  of  the  wire. 
This  is  done  by  simply  taking  the  spindle  out  of  its 
bearings,  and  this  operation  would  leave  the  instrument 
disconnected  were  it  not  for  the  following  changes  of 
contacts  which  are  brought  about  by  the  operation 
itself:— 

To  the  left-hand  block,  b^^  a  brass  spring  F  is  fastened 
which  carries  a  platinum  point  c^  and  when  the  spindle 
is  withdrawn  this  rests  against  a  small  platinum  disc  on  the 
right-hand  block,  c^.  The  two  blocks  b^  and  c^  are  thus 
directly  connected  together,  and  the  line  goes  direct  to 
the  apparatus.  If  a  new  spindle  is  now  inserted,  the 
disc  K,  which  is  fastened  to  it,  raises  the  ebonite  block 
E  fixed  to  the  spring  F,  interrupts  the  platinum 
contact,  and  places  the  protecting  wire  of  the  new 
spindle  in  circuit. 
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CHAPTER  XII. 

ORDINARY     TERMINAL     STATIONS. 

{a,) —  With  Microphone  Transmitters. 

1 16.  Fig.  122  gives  a  general  view,  and  Fig.  123  (repro- 
duced from  p.  65)  shows  the  connections  of  the  Gower- 
Bell    Telephone  as    used  by  the  British  Post  Office. 


Fig.  122. 


In  connection  with  this  we  will  follow  out  the  general 

principles  of  the  arrangement  of  the  parts  of  a  telephone. 

K  is  a  small  key  pivotted  at  its  lower  end  and  made 
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to  play  between  two  contact  points.  The  lever  itself  is 
connected  to  line,  and  the  upper  contact  of  the  key  is 
connected  to  one  pole  of  the  call-battery;  the  other  end 
of  which  battery  is  connected  to  earth  or  to  the  return 
line,  as  the  case  may  be.  If  now  the  lever  of  K  is 
brought  into  connection  with  the  upper  contact  by 
depressing  the  small  ivory  press-button  at  the  top  of  the 
instrument,  a  current  will  pass  to  line. 


Fk;.  123 

The  lower  contact  of  K  is  connected  to  the  axis  of 
the  left-hand  switch-lever  s,  the  longer  end  of  which 
latter,  as  well  as  that  of  the  right-hand  switch-lever  is 
normally  kept  depressed  by  means  of  the  hearing  tubes, 
as  shown  in  Fig.  122. 

If,  when  this  is  the  case,  a  current  is  sent  from  line  it 
passes  by  way  of  terminal  L,  key  K,  switch  lever  s, 
and  its  front  contact  through  the  coils  of  the  relay  B  to 
earth   or   return   line,  thus   actuating   the    relay    and 
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causing  the  bell  to  ring.  When  this  call  has  been 
acknowledged  by  depressing  the  ivory  button  as 
described  above,  the  hearing  tubes  are  removed  from 
their  positions  of  rest  in  the  forked  ends  of  the  switch- 
levers  S,  s',  and  the  speaking  and  hearing  parts  of  the 
telephone  instrument  are  ready  for  use.  This  practically 
automatic  change  of  connection  is  effected  by  means  of 
two  spiral  springs  which,  on  the  removal  of  the  hearing 
tubes,  bring  the  switches  S,  s'  into  the  positions  shown 
in  Fig.  123.  The  right-hand  lever  joins  up  the  microphone 
and  the  primary  wire  of  the  induction  coil  with  the  left- 
hand  portion  of  the  battery  (two  Leclanch(i  cells), 
while  the  movement  of  the  left-hand  lever  disconnects 
the  relay  from  the  line  and  joins  in  the  telephonic 
receiver  and  the  secondary  section  of  the  induction 
coil. 

There  is,  as  already  stated,  no  essential  difference 
between  the  general  arrangement  of  the  Gower-Bell 
and  any  other  complete  form  of  microphonic  telephone. 
The  construction  of  the  microphone,  for  instance,  will 
of  course  have  a  direct  bearing  upon  the  shape  of  the 
instrument,  some  microphones  requiring  to  be  fixed 
perpendicular,  and  others  to  be  more  or  less  sloping; 
and  again  where  separate  receivers  are  used,  instead  of 
a  fixed  receiver  with  tubes  as  in  the  Gower-Bell,  it  is 
usual  to  combine  the  switches  upon  one  lever.  Some 
of  the  different  forms  which  these  complete  instruments 
take  may  be  seen  from  the  illustrations  in  a  previous 
chapter.     (Chap.  VII). 

The  mountings  are  practically  the  same  wherever, 
as  in  this  country,  a  microphonic  transmitter  and  a 
magnetic   receiver    are    employed. 
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(^.) — Magnetic  Transmitter. 


117.  In  this  case,  which  is  very  rarely  used,  the 
arrangement  is  as  represented  by  Fig.  124. 

In  order  to  make  a  call  the  button  a  is  pressed  so 
that  the  contact  spring/  touches  the  contact  k.  Hereby 
the  battery  B,  one  of  whose  poles  is  to  earth,  is  connected 


£areh 

Fig.  124. 

to  the   line  L,  and  a  current  flows  through  k^  f,  and 
terminal  m  into  the  line  L. 

In  a  similar  way,  if  a  call  is  received,  the  current 
coming  from  the  line  L  flows  through  ;;/,/  contact^, 
and,  through  the  axis  h  of  the  automatic  switch,  to 
the  lever  and  contact  /,  and,  finally,  through  the  call 
bell  to  earth.  The  call  bell,  therefore,  rings,  provided 
the  telephone  b  is  suspended  to  hook  c,  so  that  the  cur- 
rent can  pass  directly  to  the  call  bell.     If  the  telephone 
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is  not  suspended  to  the  hook  the  call  circuit  is 
broken. 

After  having  given  the  signal  and  received  a  similar 
signal  back,  the  telephone  is  unhooked,  and  thereby  the 
contact  at  i  is  broken,  whilst  it  is  made  between  the 
lever  and  /.  The  induction  currents  generated  in  the 
telephone  which  is  used  as  a  transmitter,  flow  through  the 
coils  of  the  two  telephones  b  and  d  (one  conductor  of  b 
is  to  earth),  and  through  /,  //,^,/,  and  m  into  the  line. 
In  a  similar  manner  the  induction  currents  sent  from  a 
distant  station  reach  the  telephones.  Both  telephones 
being  in  circuit,  they  can  be  used  both  for  speaking  and 
for  /tearing. 

In  order  to  hear  quite  distinctly,  one  ear  is  placed 
against  the  telephone  which  is  fixed  horizontally  in  the 
case,  whilst  the  other  telephone  is  held  against  the  other 
ear;  it  is  shown  by  Fig.  131  p.  206  ;  in  this  way  noises 
coming  from  outside  are  effectually  shut  off.  As  a  rule, 
however,  the  telephone  suspended  to  the  case  is  used 
for  hearing,  whilst  the  instrument  fixed  to  the  case 
is  used  for  speaking,  so  that  no  interruption  occurs  in 
the  conversation. 
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CHAPTER  XIII. 

INTERMEDIATE    STATIONS. 

1 1 8.  When  more  than  two  stations  are  in  communica- 
tion upon  one  circuit,  it  is  often  desirable  or  necessary" 
that  the  user  should  be  able  to  divide  the  circuit  at 
will  at  one  or  more  points.  Thus,  if  there  are  three 
stations,  it  may  be  required  that  when  any  two  are 
communicating,  the  third,  although  still  able  to  signal 
for  attention,  shall  not  be  able  to  interrupt  or  over- 
hear the  conversation  of  the  other  two.  Again,  if  there 
are  more  than  three  stations,  the  circuit  should  be  so 
arranged  that  if  two  at  one  end  of  the  circuit  are  in  com- 
munication, it  shall  not  prevent  two  stations,  both  nearer 
the  other  end,  from  speaking  also. 

This  is  done  by  means  of  switches,  which  are  of 
various  forms. 

{a) — TIu  British  Post  Office  System. 

119.  In  connection  with  this  we  must  draw  attention 
to  the  fact  already  stated  (§91),  that  under  this  system 
metallic  circuits  are  the  rule,  and  single  wires  the  excep- 
tion. Under  these  circumstances  there  are  three  distinct 
ways  in  which  a  telephone  can  be  placed  intermediate. 

(I.)  It  can  be  placed  in  one  of  the  lines,  as  shown 
at  a  Fig.  125.     The  objection  to  this  arrangement  is 
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that  the  inductive  balance  of  the  metallic  loop  is  dis- 
turbed owing  to  the  want  of  electrical  symmetry  between 
the  two  lines,  and  thus  noises  from  induction  are  intro- 
duced. 


ORDINARY  DIFFCRENTIAL  BRIDCK 
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(2.)  One  part  of  the  receiver  coils  and  of  the  secondary 
section  of  the  induction  coil  may  be  in  one  line,  and 
a  corresponding  part  in  the  other  line.  This  plan  is 
perfectly  satisfactory  telephonically,  but,  as  it  calls  for 
double  winding  of  the  receivers  and  induction  coils, 
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certain  electrical  and   mechanical  objections  are  very 

liable  to  arise.    The  principle  is  shown  at  b  in  Fig.  125. 
(3.)  Each  line  is  continuous  through  the  intermediate 

station,  and  its  instru- 
ment is  joined  across 
or  **in  bridge"  as 
shown  at  cxn  Fig.  125. 
This  arrangement  is 
quite  satisfactory  from 
a  telephonic  point  of 
view,  even  when  six 
or  eight  telephones 
are  placed  in  bridge 
(if  the  distance  be- 
tween each  is  not 
excessive).  The  elec- 
trical difficulties  are 
very  easily  overcome 
by  means  of  properly 
proportioned  fixed  re- 
sistance coils  placed 
in  the  different  sec- 
tions of  the  circuit. 
The  electro-magnetic 
inertia  (5  13)  of  the 
apparatus  itself  is 
here  utilized.  It 
operates  the  receiver ; 
it  chokes  the  circuit 
across  the  bridge,  and 

so  makes  the  working  currents  pass  along  the  line. 
The  Post  Office  system  embraces  each  of  these  plans, 

and  switches   for  each  have  therefore  been  designed  ; 


Fig.  127. 
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but,  as  the  general  principle  of  the  design  of  the  switches, 
as  well  as  the  arrangement  of  the  intermediate  office,  is 
not  materially  different  with  the  several  arrangements,  we 
shall  here  describe  only  the  last  of  the  forms  referred  to. 


THROUGH 


The  front  of  the  "Bridge  Intermediate  Switch"  is 
shown  by  Fig.  126,  and  the  back  by  Fig.  127. 

I  and  2  are  springs  which  are  connected  respectively 
to  "  up  lines  "  A  and  B  ;  7  and  8  are  similar  springs 
joined  to  the  corresponding  "down  lines."  Beneath 
these  springs  are  brass  blocks,  connected  by  brass 
straps  alternately  with  terminals  3  and  6,  as  indicated  by 
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3.  6,  3,  6.  Terminals  3  and  6  are  connected  to  the  two 
terminals  of  an  ordinary  trembler  bell.  The  movement 
of  the  switch  lever  L  actuates  a  cam  fixed  upon  the  axis 
of  the  lever.  This  cam  is  in  two  sections,  insulated 
from  each  other,  and  each  having  two  alternating  pro- 
jections, ^,  a'  being  the  projections  on  the  upper  sec- 
tion, and  b,  b'  the  projections  on  the  lower  section.  The 
two  sections  are  connected,  by  means  of  the  springs 
shown,  to  terminals  5  and  4  respectively;  which  are 
joined  to  the  two  line  terminals  of  the  telephone.  The 
lever  and  cam  are  in  the  position  shown  only  in  order 
that  all  the  parts  may  be  shown  clearly.     The  actual 

UP.  DOWN. 


Fig.  129.  Fig.  130. 

"  positions "  of  the  lever  are  at  "Down,**  "Through," 
and  "  Up."  When  the  lever  is  to  "  Through,"  all  the 
cam  projections  are  beneath  the  springs,  lifting  them 
clear  of  the  brass  blocks  beneath  ;  when  the  lever  is 
turned  to  "  Up,"  a  and  b  are  beneath  i  and  2  respec- 
tively, springs  7  and  8  falling  to  their  position  of  rest 
upon  their  blocks  6  and  3.  It  may  here  be  remarked 
that  the  four  line  springs  are  so  constructed  that  they 
have  a  rubbing  (cleaning)  movement  over  the  blocks 
beneath  them. 

Fig.  128  shows  the  complete  electrical  arrangement  of 
apparatus  at  an  intermediate  switch  station  under  this 
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system — the  dotted  lines  upon  the  switch  itself  showing 
the  internal  connections  when  the  lever  is  in  position 
"  Through." 

In  this  position  lines  A  are  continuous  by  way  of 
terminals  i,  5,  and  7,  and  lines  B  are  continuous  through 
2,  4,  and  8  ;  the  telephone,  with  its  relay  and  trembler 
bell  (to  the  right)  being  joined  between  A  and  B  lines 
respectively  at  5  and  4.  The  extra  trembler  bell  shown 
at  the  left  is,  in  this  position,  disconnected. 

When  the  switch  lever  is  turned  to  "  Up  "  and  "  Down  " 
the  connections  are  changed  to  those  shown  in  Figs.  129 
and  1 30  respectively.  In  position  "Down"  the  connections 
of  the  down  lines  remain  to  the  telephone  (5  and  4),  but 
the  up  lines  are  now  connected  to  the  extra  bell  (6  and 
3).  The  switch  station  can  then  be  called  by  and  speak 
to  the  down  station,  but  can  only  be  called  by  the  up 
station  through  the  extra  bell.  In  the  •*  Up  "  position 
these  conditions  are  reversed,  the  up  station  can  both 
call  and  be  spoken  to  by  the  intermediate,  while  the 
down  station  can  only  call  by  means  of  the  extra  bell. 

{b,) — The  German  System. 

120.  Fig.  131  gives  the  arrangement  of  an  inter- 
mediate station  as  installed  by  the  German  Post  Office, 
and  employing  Siemens*  telephone  (§  30),  (both  trans- 
mitter and  receiver). 

The  following  description  will  give  a  clear  idea  of  the 
construction  of  the  switch. 

To  the  upper  and  lower  edge  of  plate  G  G  (Fig.  132)  are 
fastened,  by  means  of  screws,  six  flat  springs,  i — 6, 
of  German  silver,  the  plate  itself  being  fixed  to  the 
inside  of  the  front  board  of  the  telephone  case.     Inside 
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the  case,  and  in  the  free  space  enclosed  by  the  six 
springs,  is  an  axis,  which  protrudes  through  the  front 
board  of  the  case,  and   carries   a  flat  handle  outside 

(Fig.  131). 

On  the  axis,  close  to  the  interior  side  of  the  front 


Fig.  131. 

board,  are  fastened  two  insulated  contact  pieces,  I  and  11, 
of  brass,  which  lie  in  the  same  plane  as  the  four  springs, 
3,  4,  S,  and  6. 

Another  contact  piece,  ill,  provided  with  pointed 
ends,  is  fastened  to  the  interior  extremity  of  the  axis, 
but  insulated  from  it ;  it  is  likewise  insulated  from  the 
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contact  pieces,  i  and  11,  and  lies  between  the  springs 
I  and  2. 

On  turning  the  outside  handle  (the  rotation  on 
either  side  is  limited  to  an  angle  of  about  45^  by  a 
stop  underneath  the  handle),  the  axis  can. assume 
three  different  positions  with  regard  to  the  springs 
1—6: — 

D 


Fig.  132. 

First  Position. — Handle  perpendicular,  D.  The  centre 
contact  piece  presses  against  the  springs  i  and  2 ; 
springs  3,  4,  5,  and  6  are  free  (Fig.  132). 

The  line  is  through  with  the  telephone  intermediate. 

Second  Position. — Handle  toward  V.  Contact  piece 
I    presses  against  springs  3  and  4;   contact  piece   il 
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presses  against  springs  S  and  6  ;  springs  i  and  2  are  free 

(Fig.  133). 

The  intermediate  station  can  speak  to  the  central 
station,  the  terminal  station  can  call  the  intermediate 
station. 

Third  Position, — Handle  towards  s.     Contact  piece  I 


Fig.  133. 


Fig.  134. 


presses  against  springs  3  and  5  ;  contact  piece  II  against 
4  and  6;  springs  i  and  2  are  free  (Fig.  134). 

The  intermediate  station  can  speak  to  the  terminal 
station,  the  central  station  can  call  the  intermediate 
station. 

Two  small  pins  are  inserted  in  the  front  board  of  the 
telephone  case ;  above  and  in  connection  with  them  lies 
a  spring,  which  carries  a  flat  piece  of  steel  with  a 
wedge-shaped  tooth.     The  axle  of   the  winch  handle 
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carries  a  disc  with  three  triangular  notches  on  its  cir- 
cumference. If  the  handle  is  in  the  position  shown  in 
Fig.  131 — that  is  to  say,  if  the  intermediate  station  is 
through  in  either  direction — the  tooth  of  the  spring 
gears  into  the  centre  notch.  By  turning  the  handle 
to  the  right  the  tooth  is  removed  from  the  centre  to 
the  following  notch,  and  the  intermediate  is  in  commu- 
nication with  the  terminal  station  (third  position) ;  while 
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a  turn  to  the  left  puts  the  operator  at  the  intermediate 
station  through  to  the  central  station,  and  enables  the 
terminal  station  to  call  the  intermediate  station.  The 
notches  are  constructed  in  such  a  way  that  the  handle 
cannot  be  turned  either  to  the  right  or  the  left  beyond 
the  position  taken  up  when  the  tooth  gears  in  either 
with  the  right  or  the  left  hand  notch. 

121.  In  a  later  and  somewhat  modified  form,  the  two 

p 
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contact  pieces  l  and  ll  consist  of  two  curved  brass  strips 
iHy  which  are  surrounded  by  an  ebonite  ring  e  (Fig.  135), 
to  which  they  are  fixed  by  the  four  studs  s.     By  the 


irl. 


Fig    136. 

turning  of  the  handle  to  the  right  or  left  the  springs 
3,  4,  5,  6  are  connected  together  in  pairs  through  the 
studs  s  and  the  brass  pieces  m^  whilst  in  the  vertical 
position  of  the  handle  a  pin  with  rounded  extremities 
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connects  the  two  springs  i  and  2,  and  the  other  springs 
are  insulated. 

The  current  path  for  the  different  connections  of  the 
intermediate  station  is  shown  in  Fig.  1 36. 

First  Position. — The  current  arriving  from  the  central 
station  through  L,  passes  through  the  lightning  pro- 
tector s„  the  electro-magnet  of  the  relay  R,  and  thence 
through  springs  I  and  2,  the  lightning  protector  Sa,  and 
terminal  L,  to  the  circuit  of  the  terminal  station. 

T/ie  terminal  and  central  stations  can  communicate. 

If  in  this  position  the  battery  contact  is  closed  by  the 
terminal  or  the  central  station,  the  relay  R  is  actuated, 
closing  the  local  circuit,  and  so  causing  the  bell  W,  to 
ring.  By  a  pre-arranged  system  of  signals  the  inter- 
mediate station  can  tell  which  office  is  being  called. 

Second  Position, — The  connections  are  marked  in  the 
figure  by  firm  curved  lines  between  the  springs  ;  the 
springs  i  and  2  are  free. 

A  current  arriving  from  the  central  station  passes 
through  L„  s„  thence  through  springs  5  and  6,  press- 
button  a,  switch-lever  V,  call  bell  W„  and,  finally,  to 
earth. 

T/ie  intermediate  is  called,  and  can,  after  unliooking 
the  telephone,  speak  to  tlie  central  station. 

A  current  arriving  from  the  terminal  station  through 
L,  passes  through  Sa,  springs  4  and  3,  call  bell  W,,  and 
finally  to  earth. 

The  interuudiate  station,  t/ierefore,  receives  the  call  from 
tfu  terminal  station. 

Third  Position. — The  connections  are  shown  in  the 
figure  by  dotted  lines.    Springs  i  and  2  are  free. 

A  current  arriving  from  the  terminal  station  passes 
through  L,.   s„   springs  4  and   6,   through    the   press- 
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button  a^  thence  to  switch-lever  V,  and,  through  call  bell 
Wi,  to  earth. 

After  unhooking  the  telephone,  t/ie  intermediate  station 
can  speak  to  the  terminal  station, 

A  current  arriving  from  the  central  station  through  L, 
passes  through  S„  thence  through  springs  S  and  3,  and 
call  bell  W2,  to  earth. 

Tlie  intermediate  station  thus  receives  tJie  call  of  the 
central  station. 

It  will  be  noticed  that  in  this  system  the  relay  is 
not  used  except  when  the  two  lines  are  through. 


(r.) — Lassance  Switch  for  Intermediate  Stations. 
{Belgian  System''') 

122,  In  the  apparatus  represented  in  Figs.  137  and 
138,  D  is  a  wooden  handle  which  is  pivoted  upon  an  in- 
sulating board  E,  and  whose  thinned  extremities  are 
provided  with  copper  plates  d,  which  act  as  springs. 
These  plates  are  intended  to  join,  on  the  one  hand, 
the  contacts  ab^  a  c^c  by  which  are  in  connection  with 
the  two  lines  and  the  telephone  M  of  the  station  ;  and, 
on  the  other  hand,  the  contacts  a  s  and  c  s,  which  cor- 
respond with  the  lines,  and  with  an  additional  call  bell 
S,  In  order  to  prevent  the  longer  branch  of  the  handle 
from  touching  the  inner  contacts,  it  is  bent  upwards,  and 
can  thus  move  freely  over  them. 

It  will  be  seen  from  Fig.  137  that  when,  for  instance 
the  contacts  a  and  b  are  made — that  is  to  say,  when 
station  A  is  on  the  telephone — the  contacts  c  and  s  are 
made  at  the  same  time,  and  station  C  is  on  the  call  bell. 

•  La  Lumifere  Elcclrique,  No.  13,  1885. 
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It  will  also  be  seen  that,  when  stations  A  and  C  are  joined 
directly,  the  intermediate  station  is  completely  out  of 
circuit,  and  cannot  hear  the  conversation. 


,m 
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E 

Fig.  138. 

As  soon,  however,  as  the  conversation  is  finished,  the 
intermediate  station  can  be  informed  of  the  fact  by  the 
play  of  the  indicators  A  and  C. 

Finally,  the  position  of  the  handle  in  the  figure 
corresponds  to  the  insulation  of  the  two  lines. 
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(^/.)  Harimann  6-  Braun's  System. 

123.  This  simple  arrangement,  introduced  by  Messrs- 
Hartmann  &  Braun,  of  Bockenheim,  near  Frankfort-on- 
Maine,  is  represented  in  Fig.  139.  a  b  and  c  are  three 
metallic  blocks  fixed  on  a  small  board  ;  to  these  blocks 

are  soldered  four  metallic 
spring  plates,  /,  /',  /",  and  /"' 
The  two  former,  being 
stronger  than  the  latter, 
remove  them  from  the  metal 
studs  g  and  g'  by  means 
of  the  insulating  studs  i 
and  iy  and  thus  place  them- 
selves in  contact  with  those 
studs.  The  latter  are,  as 
indicated  by .  the  dotted 
line,  in  electric  communica- 
tion with  the  call  bell  s. 
l!  and  L"  are  the  terminals 
of  the  two  lines,  T  is  earth, 
6       6       1  "''x)  6     and  A  leads  to  the  telephonic 

^'       T       I  H  /    L*   apparatus   of   the   interme- 

diate station.  H  is  a  two- 
armed  lever,  whose  shorter 
arm  carries  two  contact  rods 
which  can  act  on  the  springs  /  and  A  On  moving  the 
lever  H  to  the  left,  spring  t  is  pushed  to  the  right,  leaves 
the  stud  g\  and  allows  spring  /"  to  enter  into  contact 
with  g\  Analogous  changes  are  effected  by  moving 
lever  H  to  the  right.  The  blocks  a  c  are  provided  with 
the  pointed  screws  v  and  v\  which,  approaching  block  b 
within  a  fraction  of  a  millimetre,  can  act  as  a  lightning 
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protector.  In  the  position  of  the  lever  H,  represented 
in  the  figure,  the  telephone  of  the  intermediate  station 
is  disconnected ;  the  two  end  stations  are  in  direct 
communication,  and  call  bell  s  alone  is  in  circuit  to 
give  the  signal  for  the  end  of  the  conversation.  When 
the  lever  is  moved  to  the  right,  line  L'  is,  through  a,  /,  H, 
in  communication  with  the  apparatus  of  the  intermediate 
station  ;  whilst  line  l"  goes  through  /,  g\  s,  g,  /"',  and 
to  earth.  When  the  lever  il  is  moved  to  the  left,  line 
L"  is  in  communication  with  the  apparatus,  and  L'  goes 
to  earth  through  call  bell  s. 
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CHAPTER   XIV. 

TELEPHONE   EXCHANGES. 
THE  ENGLISH  POST  OFFICE  SYSTEM, 

124.  The  Switchboard, —  The  switchboard  is  an 
apparatus  which  enables  each  subscriber  of  the  tele- 
phonic network  to  call  the  exchange  and  to  enter  into 
communication  with  it,  and  which  further  enables 
the  operator  at  the  exchange  to  effect  the  connection 
of  any  two  subscribers  in  the  shortest  and  safest 
manner.     For  the  first-named  purpose  the  switchboard 


Fir..  140. 

must  have  for  each  line  a  sepcrate  electro -magnet,  which 
is  actuated  by  a  current  sent  into  line  from  the  sub- 
scriber's terminal  station,  and  produces  an  easily  visible, 
and  also  audible,  signal. 

The  form  of  switchboard  adopted  by  the  English 
Post  Office  for  ordinary  exchanges  is  shown  by  Fig.  140, 
which  is  drawn  one-third  of  the  actual  size. 
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Each  hole  of  the  switch  comprises  two  brass  springs, 
s  s\  fixed  behind  a  mahogany  frame,  through  which  the 
thick  ends  of  the  springs  project.  These  springs  have  a 
tendency  to  close  together,  and  so,  in  their  normal  con- 
dition, they  are  in  good  electrical  contact.  The  several 
holes  are  placed  in  electrical  communication  with  each 
other  by  means  of  flexible  cords,  c,  to  each  end  of  which 
is  attached  a  plug,  P.  The  flexible  cord  contains  two 
insulated  wires,  which  are  connected  to  the  two  brass  faces, 
^^',  of  the  plug,  and  when  the  plug  is  inserted  into  a 
switch-hole,  the  two  springs,  s  /,  are  separated,  and 
brought  into  connection  respectively  with  the  faces,  c  c\ 
of  the  plug.  Upon  the  upper  Tace,  c^  of  the  plug  is 
rivetted  a  brass  projecting  piece,  which  slides  into  a  slot 
in  the  upper  spring  when  the  plug  is  inserted  in  a  hole. 
This  projecting  piece  is  so  placed  upon  the  plug  that  if 
the  latter  is  inserted  between  the  springs  upside  down 
they  will  not  hold  it,  but  will  force  it  out  again,  thus 
effectually  securing  that  the  plug  shall  be  properly 
inserted.  A  horn  thimble,  which  screws  on  toithe  body  of 
the  plug,  serves  at  once  as  a  protector  for  the  connection 
between  cord  and  plug,  and  as  a  handle  for  the  plug. 


Fk;.  141.  Fig.  142. 

125.  Tlie  Indicator. — Each  subscriber's  line  at  the 
exchange  is  connected  to  an  indicator,  which  is  required 
to  give  a  means  of  indicating  whether  the  line  is  disen- 
gaged or  not,  and  also  to  act  as  a  means  by  which  the 
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subscriber  can  gain  attention  from  the  exchange.  The 
method  employed  to  effect  this  forms  a  special  feature 
of  this  system.  The  indicator  is  shown  in  front  and  side 
elevation  in  Figs.  14 1  and  142.  Upon  a  disc  of  brass 
which  forms  the  base  of  each  indicator  is  mounted  an 
electro-magnet,  M  xM,  having  as  an  armature  a  ring  of  soft 
iron,  A  A,  which  is  so  hinged  to  a  small  pillar  at  a  that  it 
has  a  tendency  to  fall  away  from  M  M,  and  will  do  so 
unless  there  is  a  current  passing  through  the  coils.  The 
ring  carries  a  small  plate,  which  is  engraved  with  the 
number  or  name  of  the  subscriber.  Pivotted  upon  a 
small  bridge  between  the  coils,  and  free  to  move  between 
the  poles,  is  a  small  magnetic  needle,  /,  which  deflects 
to  right  or  left,  according  to  the  direction  of  the  current 
in  the  coil,  or  hangs  vertical  if  no  current  is  flowing, 
and  serves  as  an  index  as  to  whether  the  line  is 
disengaged  or  not.  Upon  the  pillar  which  carries  the 
shutter  is  an  insulated  stud,  S  S',  against  which  the  ring 
rests  when  it  is  not  held  up  by  the  electro-magnet ;  if, 
therefore,  a  bell  and  battery  are  connected  up  in  circuit 
with  the  stud  Sand  the  base  of  the  indicator,  the  bell  will 
ring  so  long  as  the  shutter  is  down,  and  this  method  of 
calling  attention  can  therefore  be  adopted  if  desired. 

126.  Ordinary  Telephone  Exchange  Working. — The 
ordinary  method  of  connecting  the  renters*  lines  with 
the  exchange  is  shown  in  Fig.  143. 

It  will  be  seen  that  the  "  A  *'  line  of  each  renter  is  con- 
nected through  the  indicator  to  the  upper  spring  of  the 
switch-hole,  and  that  the  corresponding  "  B  "  line  is  con- 
nected direct  to  the  lower  spring.  In  the  few  cases  under 
the  Post  Office  system  in  which  no  "  B  '*  or  return  wire  is 
used,  the  lower  springs  are  connected  direct  to  earth. 

On  referring  to  the  figure,  the  different  conditions  of 
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intercommunication  will  be  easily  understood.  Subscriber 
No.  I  is  shown  to  be  in  communication  with  the  exchange 
itself.  There  is  no  current  on  the  line,  as  is  shown  by  the 
fact  that  the  magnetic  needle  of  the  indicator  is  vertical. 
A  peg  is  inserted  between  the  springs  of  switch-hole  No. 
I,  the  two  sides  of  which  are  connected  (by  means  of  a 
flexible  cord  shown  in  the  figure  as  two  parallel  lines)  to  a 
telephone  at  the  exchange.  The  course  of  the  undula- 
tory  speaking  currents  will   therefore  be  from  No.    i 
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Fig.  143. 

line  "  A,"  through  No.  i  indicator,  to  the  upper  spring 
of  the  switch-hole,  through  the  exchange  telephone,  and 
back  to  No.  i  line  "  B  **  by  way  of  the  lower  spring. 

No.  2  subscriber  is  shown  as  disengaged  :  the  switch 
springs  are  closed  together,  the  indicator  shutter  is  up, 
and  the  magnetic  needle  is  deflected.  The  permanent 
current  indicated  by  the  deflected  needle  will  be  ex- 
plained directly. 

Again,  subscribers  Nos.  3  and  4  are  shown  as  corn- 
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miinicating  with  each  other ;  the  undulatory  speaking 
currents  passing  through  the  springs  of  both  switch- 
holes  and  through  both  indicators. 

We  will  now  briefly  describe  the  means  by  which  these 
different  conditions  of  intercommunication  are  arranged 
for. 

It  will  have  been  noticed. in  the  description  of  the 
indicator  (§  125)  that  the  only  means  of  keeping  up  the 
shutter  is  by  a  current  flowing  through  the  coils.  As 
stated  in  that  description,  this  forms  a  special  feature  of 
the  Post  Office  system.  Each  subscriber  in  connection 
with  the  exchange  is  provided  with  a  Daniell  battery, 
which  is  so  connected  with  the  telephone  that,  so  long  as 
the  switch  levers  of  the  telephone  are  depressed — that 
is,  so  long  as  the  tubes  are  in  their  rests — a  current  from 
the  Daniell  battery  will  flow  to  the  exchange  lines  ;  this 
current,  flowing  through  the  indicator  at  the  exchange, 
enables  the  electro-magnet  to  hold  the  shutter  or  ring  A 
in  a  vertical  position,  and  to  deflect  the  magnetic  needle. 
If,  now,  the  subscriber  desires  to  communicate  with  the 
exchange,  he  has  only  to  take  the  tubes  from  their  posi- 
tion of  rest.  This  disconnects  the  **  permanent  current " 
from  the  line,  and  the  shutter  at  the  exchange  drops,  thus 
attracting  the  attention  of  the  exchange  clerk,  who  there- 
upon puts  a  plug  attached  to  one  of  the  exchange  tele- 
phones into  the  subscriber's  switch-hole  (No.  i,  Fig.  143), 
and  ascertains  what  is  required.  If  the  subscriber  desires 
to  speak  to  another  subscriber  (say  No.  3  wants  No.  4), 
the  exchange  clerk  calls  up  the  required  subscriber,  says, 
"  Through  to  No.  3,"  and  puts  in  the  through  plugs  as 
shown  at  3  and  4  in  the  figure.  The  calling  from  the 
exchange  is  eff'ected  by  means  of  a  calling  battery,  of 
sufficient  electromotive  force  to  send  a  current  of  40  milli- 
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amperes  through  the  longest  line  on  the  exchange  system. 
The  "permanent  current"  passes  through  the  coils  of  a 
relay  at  the  subscriber's  office,  and  this  relay,  which  is  for 
actuating  the  subscriber's  call-bell,  is  "  biased  "  against 
the  permanent  current  (about  20  milliamperes) ;  but 
when  the  permanent  current  is  strengthened  by  the 
calling  current  acting  in  the  same  direction,  the  bias  of 
the  relay  is  overcome,  and  the  call  is  effected. 

As  the  permanent  currents  from  all  lines  flow  in  the 
same  direction,  if  two  communicating  lines  were  joined 
straight  through,  "  A  "  line  to  **  A  "  line  and  "  B  "  line  to 
"  B  "  line,  the  two  currents  would  neutralise  each  other. 
In  order  that  this  may  not  be  so  the  switch-plug  cords 
are  crossed,  that  wire  in  the  cord  which  goes  to  the 
upper  side  of  one  plug  being  connected  to  the  lower  side 
of  the  other  plug.  This  is  shown  in  the  figure  (Nos.  3 
and  4).  By  this  means,  when,  at  the  end  of  a  communi- 
cation, the  two  corresponding  subscribers  replace  their 
hearing  tubes,  the  currents  on  either  side  of  the  exchange 
combine,  and  so,  by  deflecting  the  magnetic  needles  of 
the  two  indicators  at  the  exchange,  give  notice  to  the 
exchange  clerk  that  the  conversation  is  at  an  end.  The 
plugs  are  then  removed,  and  the  lines  left  in  their 
normal  condition. 

127.  Beyond  the  primary  advantages  of  the  permanent 
current  system,  such  as  the  automatic  indication  at  the 
exchange  of  the  conclusion  of  a  conversation  between 
two  subscribers,  an  incidental  advantage  also  arises  in 
the  fact  that  the  permanent  current  acts  as  a  test  for  the 
line,  and  at  once  indicates  when  a  disconnection,  a  con- 
tact, or  any  other  fault  comes  on.  Further,  it  shows 
when  a  subscriber  omits  to  replace  the  tubes  in  the 
switch  levers,  and  so  prevents  waste  of  time  in  calling. 
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In  order  to  gain  the  attention  of  any  subscriber  who 
has  inadvertently  left  off  the  tubes,  a  "  buzzer,"  or 
'*  howler,"  is  placed  in  the  circuit  of  the  calling  battery 
at  the  exchange.  It  is  an  induction  coil  sending  rapid 
intermittent  currents  to  the  subscriber's  line,  which, 
acting  upon  his  telephone  receiver,  make  a  loud  buzzing 
sound  and  so  attract  attention. 

128.  The  arrangement  of  the  different  apparatus  at  an 
exchange  has  an  important  bearing  upon  the  expedition 


and  efficiency  of  its  working ;  unless  the  operators  are 
able  to  see  at  a  glance  the  condition  of  every  subscriber's 
line  and  can  easily  control  their  several  sections,  great 
confusion  and  much  loss  of  time  are  sure  to  arise.  The 
general  arrangement  of  a  medium-sized  exchange  (of 
from  100  to  300  subscribers)  under  this  administration 
is  shown  by  Fig.  144, 

Each  switchboard  of  one  hundred  holes  is  placed  in 
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charge  of  two  clerks,  and  the  corresponding  indicators 
are  fixed  upon  tablets  in  two  groups,  one  on  each  side 
of  the  switchboard. 

Each  switch-clerk  is  provided  with  a  telephone  by 
which  to  communicate  with  subscribers,  and  there  are 
other  telephones  which  are  used  for  sending  and  receiv- 
ing telegraphic  messages.  These*  telephones  are  joined 
up  to  a  "  speaking  tablet  "  fixed  beneath  each  switch- 
board, with  two  connection-screws  for  each  instrument. 
To  these  two  screws  a  flexible  cord  is  attached  ;  this  is 
taken  down  through  the  shelf,  S,  of  the  switch-frame, 
round  a  light  pulley,  back  through  the  shelf,  and  then 
connected  to  a  switch-plug.  Each  of  these  speaking 
telephones  can  thus  be  placed  in  communication  with  any 
one  of  the  subscribers  on  the  switchboard,  and  when  not 
in  use  the  cords  of  the  speaking  plugs  are  drawn  beneath 
the  shelf  by  the  pulleys,  and  so  kept  clear  of  the  switch. 

Where  more  than  one  hundred  subscribers  are  connec- 
ted to  an  exchange,  provision  is  made  for  the  commu- 
nication of  subscribers  fixed  on  different  switchboards 
by  means  of  "  through  tablets  "  fixed  above  the  switch- 
board. These  consist  of  switch-holes  similar  to  those 
of  an  ordinary  switchboard,  connected  in  sets  :  that  is, 
(say)  A,  B,  C  of  No.  I  switch  are  connected  respectively 
to  A,  15,  c  of  No.  II  switch ;  D,  E,  F  of  No.  1  to  D,  E,  F 
of  No.  Ill  ;  and  G,  H,  I  of  No.  II  to  G,  H,  T  of  Xo.  III. 
Thus,  if  subscriber  58  wishes  to  speak  to  subscriber  223 
the  switch-clerk  of  No.  1  places  a  pair  of  plugs  in  holes 
58  and  (say)  E,  and  instructs  the  switch-clerk  of  No.  Ill 
to  similarly  connect  E  and  223. 

129.  Special  Switchboards. — It  is  found  that  on  lines 
of  any  considerable  length  the  disturbing  influence 
caused  by  the  self-induction  of  the   indicators  seriously 
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impairs  the  efficiency  of  the  circuit,  and  the  plan  of 
working  with  the  indicators  in  *'  bridge  "  (§i  19)  has  there- 
fore been  resorted  to  at  several  exchanges.  The  two 
indicators  are  by  this  means  got  out  of  the  direct 
line  altogether  and  placed  across  as 
shown  in  Fig.  145.  The  indicator  for 
this  system  is  similar  to  that  already 
described,  except  that  the  electro- 
magnet is  lengthened  and  wound  to 
a  high  resistance  (1,000  ohms).  The 
coils  also  have  an  iron  casing  sur- 
rounding each,  to  increase  their 
electro-magnetic  inertia.  The  indica- 
tor is  connected  between  the  springs 
of  the  switch-hole,  which  for  this  rea- 
son are  kept  apart,  as  shown  in  Fig. 
146,  by  means  of  small  ebonite  stop- 
pieces  (not  shown), and  so  servemerely 
to  connect  the  lines  of  the  different 
circuits  when  the  plugs  are  inserted. 

A  "  multiple  "  switchboard  on  the 
bridge    system,    and    of    a    special 
character,  has    also    been     devised, 
but,   as   the  principle  will   be  dealt 
with  in   connection    with    other  ad- 
ministrations, it   is  not  necessary  to 
describe  it  in  this  place. 
130.  hitermediaie  Offices. — The  special  requirements 
introduced  by  the  existence  of  an  intermediate  office 
upon  a  circuit  have  been  met  in  the  following  manner : 

A  special  intermediate  switch  for  exchange  circuits 
has  been  devised.  The  principle  of  its  construction  is 
the  same  as  that  shown  in  Figs.  126  and  127,  and  need  not 
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therefore  be  described ;  its  essential  difference  is  that  it 
has  only  two  positions,  "  down "  and  "  exchange,"  of 
which  the  latter  is  the  normal  position.  At  the  inter- 
mediate office,  besides  the  switch  and  telephone,  there 


Fig.  146. 

are  a  polarised  relay,  with  a  magnetic  needle  similar  to 
that  attached  to  the  indicators  (§  125)  ;  a  non -polarised 
relay,  and  one  trembler  bell  which  is  actuated  by  either 
relay. 

The  connections  are  shown  by  Fig.  147,  from  which 
the  local  connections  of  the  relays  and  the  microphone 
circuit  of  the  telephone  are  omitted  for  the  sake  of 
clearness,  and  which  gives  the  connections  in  position 
*'*  Exchange." 

In  the  normal  position  the  two  relays,  joined  in  series,  are 
in  "  bridge  "  across  the  two  lines,  and  a  permanent  current 
flows  to  the  exchange  from  the  down  office.  In  this 
position  both  offices  gain  the  attention  of  the  exchange 
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by  repeated  depressions  of  the  press-button  on  the 
telephone.  In  the  case  of  the  down  office,  this  breaks 
and  restores  the  permanent  current,  and  so  the  magnetic 
needle  of  the  indicator  at  the  exchange  moves  repeatedly 
from  left  to  vertical ;  but  in  the  case  of  the  intermediate 
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office  the  repeated  depression  reverses  and  restores  the 
permanent  current,  and  the  needle  consequently  vibrates 
from  side  to  side.  The  exchange  clerk  therefore  easily 
knows  which  office  is  calling.  For  calling  the  inter- 
mediate, the  speaking-telephone  plug  is  inserted  reversed 
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(a  reversible  plug  being  provided  for  this  purpose), 
and  one  ring  given;  while  for  calling  the  down  office 
the  plug  is  inserted  in  the  usual  way ;  and  as 
the  relays  at  both  offices  are  polarised,  the  arrange- 
ment is  such  that  only  the  office  required  is  called. 
The  down  office  is  provided  with  a  separate  press- 
button  for  calling  the  intermediate,  which  is  arranged  to 
augment  the  permanent  current  without  breaking,  so 
actuating  the  relay  at  the  intermediate  station  without 
disturbing  the  exchange.  Two  rings  are  given  by  the 
down  office  in  calling  the  intermediate  station,  while  only 
one  is  given  by  the  exchange.  In  order  to  call  the 
down  office  or  to  answer  its  call,  the  intermediate  switch 
must  first  be  turned  to  *'  down,"  and  then  the  button 
be  depressed  in  the  usual  way.  Turning  the  switch  to 
''down"  breaks  the  permanent 
current  from  the  exchange,  and 
so  drops  the  indicator  shutter ;  but 
this  does  not  affiict  the  working, 
as  the  indicator  needle  hangs 
vertical,  and  it  is  understood  that 
when  at  either  office,  or  at  the 
exchange,  the  indicator  needle  is 
vertical,  it  is  a  sign  that  the  line 
is  engaged,  and  so  all  conditions  of  working  on  an 
intermediate  circuit  are  as  straightforward  and  simple 
as  on  an  ordinary  circuit  The  internal  connections 
of  the  switch  at  position  "  down  "  are  shown  in  Fig.  148. 
131.  Trunk  Wires, — When  there  are  telephone  ex- 
changes at  neighbouring  towns,  it  is  often  advantageous  to 
connect  the  exchanges,  so  as  to  permit  the  subscribers  of 
one  exchange  to  communicate  with  those  of  the  other. 
This  is  effiscted  by  means  of**  trunk  "  wires  between  the 
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different  exchanges.  In  this  way,  for  instance,  the 
exchanges  at  Newcastle-on-Tyne,  South  Shields,  Sun- 
derland, the  Hartlepools,  Stockton,  and  Middlesborough 
are  connected  by  trunk  wires,  and  the  subscribers  at  any 
of  those  towns  can  therefore  communicate  with  those 
connected  with  any  of  the  other  exchanges.  The  num- 
ber of  trunk  wires  is,  of  course,  limited,  so  that  it 
is  necessary  to  limit  the  time  of  their  use  for  each  com- 
munication. Three  minutes  is  the  time  allowed,  and  if 
other  subscribers  are  waiting  to  go  through  at  the  end 
of  that  time,  the  wires  are  disconnected,  and  the  sub- 
scribers informed  of  the  fact.  If,  however,  the  line  is 
not  required,  the  conversation  is  not  interrupted. 

132.  There  are  a  few  points  as  regards  management 
which  may  be  mentioned. 

The  experience  of  nearly  every  exchange  is  that  it  is 
more  advisable  to  depend  upon  numbers  than  upon 
names  in  indicating  and  calling  subscribers.  Mistakes 
in  numbers  are  not  so  frequently  made,  and  can  be  pro- 
vided against,  and,  when  they  occur,  are  more  easily 
rectified  ;  numbers,  moreover,  are  shorter. 

Switching  is  greatly  facilitated  if  subscribers  who  fre- 
quently inter-communicate  are  placed  as  near  together 
as  possible.  The  indicators  of  two  or  more  lines  used 
by  the  same  subscribers  should  be  side  by  side. 

Where  telegraphic  or  other  messages  are  delivered  or 
received  by  telephone,  the  whole  message  should  invari- 
ably be  repeated  back  to  the  sending  station. 

Numbers  and  names  should  be  spelt ^  as  well  as  spoken 
thus  : — '^  T  w  e  n  t  y — twenty,  f  o  u  r — four  :  twenty-four.** 

Even  spelling  is  not  always  sufficient,  difficulty  being 
experienced  in  the  confusion  of  certain  letters — b  and  p  ; 
t  and  d  ;  m  and  n,  for  instance,  being  mistaken  one  for 
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the  other.  This  is  surmounted  by  giving  words  for 
doubtful  letters,  thus  :— *'  p  for  Paris  "  ;  "  t  for  Thomas  "  ; 
**  n  for  Newcastle  "  ;  etc. 

It  will  be  noticed  that  the  number-plate  on  the 
indicator  is  also  marked  "  IN,"  and  *'  OUT,"  and  that 
the  magnetic  needle  ordinarily  points  to  "  IN."  Some 
subscribers  are  provided  with  a  switch,  by  which  they 
can  reverse  the  direction  of  the  permanent  current,  and 
so  cause  the  needle  of  their  indicator  at  the  exchange  to 
point  to  *'  IN  "  or  ''OUT"  at  will.  It  is  found,  however, 
that  these  switches  are  very  liable  to  be  left  at  "  OUT," 
and  so  mislead  the  exchange  clerks.  Their  use,  there- 
fore, is  not  much  encouraged. 

Ordinarily  attendance  is  given  at  the  telephone 
exchange  so  long  as  the  telegraph  office  to  which  it  is 
attached  is  open,  but  after  ordinary  business  hours  the 
calls  are  generally  so  infrequent  that  the  attendants  are 
withdrawn.  Provision  is  therefore  made  for  the  subscri- 
bers to  gain  attention  by  means  of  the  local  circuit  of 
the  indicator.  This  is  joined  up  in  circuit  with  a  battery 
and  a  trembler  bell  fixed  in  the  instrument-room  ;  and 
when  the  shutter  of  any  indicator  falls,  the  "night-bell  " 
circuit  is  closed  through  the  insulated  contact  s'  (Fig.  142), 
and  the  bell  rings  until  attention  is  given.  This  night- 
bell  circuit  is,  of  course,  disconnected  so  long  as  the 
switch-clerks  are  in  attendance. 

It  is  found  that  the  average  time  occupied  by 
subscribers  for  each  communication  is  about  three 
minutes  ;  and  it  has  not  been  found  necessary  or 
desirable  to  make  any  restriction  as  to  time,  although,  if 
the  wires  are  occupied  for  a  very  lengthened  period,  the 
exchange  clerk  is  permitted  politely  to  draw  attention 
to  the  fact. 
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Regular  and  prompt  attention  to  every  call  should  be 
a  special  feature  of  every  telephone  exchange,  and  under 
the  Post  Office  system  this  is  strictly  insisted  upon. 
No  switch-clerk  is  permitted  to  have  charge  of  more 
than  fifty  renters,  and  attention  to  their  inter-communi- 
cation requirements  is  the  sole  duty  of  such  clerk, 
other  special  clerks  being  appointed  for  the  trans- 
mitting and  receiving  of  messages.  At  large  ex- 
changes each  clerk  has  to  attend  to  not  more  than 
forty  subscribers. 

Every  effort  is  made  to  prevent  the  introduction  of 
disturbing  noises  in  the  exchange  office,  which  would 
tend  to  make  communication  between  the  clerks  and  the 
subscribers  more  difficult  and  less  reliable.  To  effect 
this  object  the  floors  should  be  carpeted,  and  ordinary 
conversation  not  permitted. 

The  testing  of  the  switch-cords  is  a  matter  that  must 
not  be  overlooked.  Each  cord  should  be  tested  once  or 
twice  a  day  at  least.  With  the  permanent  current 
system  this  is  very  readily  done  by  simply  *'  putting 
through"  two  disengaged  lines.  If  the  cord  is  not  faulty, 
the  indicator  needles  will  remain  deflected  as  usual  ; 
whereas  if  the  cord  is  disconnected  at  any  point,  the 
needles  will  become  vertical.  If  now  one  plug  be 
reversed  the  currents  from  the  two  lines  being  opposed 
should  neutralise  each  other.  If  they  do  not,  it  indicates 
that  there  is  some  fault  in  the  loop.  If  the  system  were 
open  circuit  a  galvanometer  with  two  spare  switch-holes 
and  a  battery  would  be  provided  for  cord  testing. 

In  order  to  facilitate  the  accurate  taking  off  of 
messages,  the  message-clerks  sit  in  small  cabinets  of 
special  construction,  which  are  practically  sound  proof. 
After  a  series  of  experiments  the  Post  Office  Depart- 
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ment  managed  to  obtain  the  required  result  by  the 
following  arrangement : — 

The  ordinary  cabinet  is  about  three  feet  square,  and 
eight  feet  high,  with  a  pyramidal  roof.  It  is  constructed 
as  a  frame- work  with  as  little  wood  as  possible  con- 
sistent with  strength,  with  a  door,  and  suitable  provision 
for  fixing  a  bracket  seat  and  the  telephone.  The  frame 
thus  constructed  is  filled  in  in  the  following  way- 
First,  every  space  is  filled  with  5  lb.  laminated  lead, 
fixed  about  one-third  of  the  thickness  of  the  frame 
(which  is  two  inches)  inwards.  On  the  outside  of  this  is 
placed  one  layer,  and  on  the  inside  two  layers,  of  doe- 
hair  felt.  The  whole  is  then  covered  inside  and  out 
with  Hessian  canvas,  and,  finally,  finished  with  a 
covering  of  leather-cloth.  Within  this  comparatively 
light  structure  even  loud  external  noises  are  scarcely 
audible. 

At  most  telephone  exchanges  a  silence  cabinet  is  pro- 
vided in  the  public  office,  which  subscribers  are  per- 
mitted to  use  for  communication  with  their  own  offices, 
or  with  other  subscribers. 
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CHAPTER  XV. 

TELEPHONE     EXCHANGE  S. 
THE  GERMAN  SYSTEM, 

133.  The  working  of  central  stations  differs  according 
to  country  and  locality,  but  as  regards  essential  features 
differs  only  according  to  whether  one  or  the  other  of 
the  two  leading  principles  is  adopted. 

According  to  one  method,  the  subscriber  who  wishes 
to  enter  into  conversation  with  another  subscriber  first 
calls  the  central  station ;  upon  receiving  an  answer 
from  the  latter,  the  caller  informs  the  operator  at  the 
exchange  of  the  number  of  the  desired  correspondent, 
who  is,  in  his  turn,  called  by  the  operator.  As  soon  as 
an  answer  has  been  received  to  the  latter  call,  connec- 
tion is  made  between  the  two  branch  lines. 

According  to  the  second  method,  the  calling  sub- 
scriber likewise  designates  the  desired  correspondent, 
and,  if  the  latter  is  disengaged,  connection  is  forthwith 
made  at  the  exchange  between  the  two  branch  lines,  and 
both  the  call  and  further  communication  are  left  to  the 
calling  subscriber. 

In  both  cases  the  caller  has  to  inform  the  central 
station  of  the  end  of  the  conversation  by  means  of  some 
prescribed  form  of  clearing-out  signal. 
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As  soon  as  this  has  been  done,  the  branch  lines  are 
again  disconnected,  and  return  to  their  normal  condition. 

The  former  method  was  generally  used  at  the  earliest 
exchanges,  and  is  still  to  be  found  in  many  central 
stations ;  it  presents  the  advantage  that  at  the 
exchange  the  same  signal  can  be  used  both  for  the  call 
and  for  the  end  of  the  conversation,  without  fear  of  mis- 
taking either  of  the  signals.  On  the  other  hand,  this 
system  requires  a  larger  staff  of  employis^  and  the 
working  expenses  are  proportionately  higher.  The 
advantages  and  drawbacks  of  the  second  method  of 
working  will  be  clearly  discernible  from  these  remarks 
and  the  choice  between  the  two  will  depend  upon  the 
consideration  whether  safety  of  working  or  economy 
has  paramount  claims. 

The  earliest  telephone  exchanges  had,  besides  the 
apparatus  which  announced  the  fact  of  a  subscriber 
having  called,  and  of  which  each  branch  line  possessed 
one,  a  number  of  special  "clearing-out  relays,"  or 
apparatus  for  announcing  the  end  of  a  conversation. 
The  number  of  these  apparatus  may  be  limited  where 
telephonic  messages  are  not  very  numerous ;  but,  on 
the  other  hand,  where  a  lively  telephonic  inter-com- 
munication takes  place,  the  number  is  considerably 
increased.  It  is,  therefore,  of  great  importance  to 
devise  a  means  for  obtaining  security  in  distinguishing 
the  calling  and  clearing-out  signal,  employing  one  and 
the  same  apparatus  for  both  purposes,  and  this  has 
been  effected  in  the  German  central  stations  in  the 
following  way : — 

Two  very  flexible  springs  f^  and  f^  (Fjg-  ^49)  are 
connected  to  the  lever  H  of  the  subscriber's  instrument, 
which  serves  for  the  suspension  of  the  telephone ;  the 
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springs  are  insulated  both  from  the  lever  and  from  each 
other.  One  of  these  springs  is  connected  to  earth,  the 
other  to  the  contact  a  of  press-button  T.  When  the  tele- 
phone is  suspended — that  is  to  say,  when  the  apparatus 
is  at  rest — spring /g  presses  against  contact  screw  «2>  ^^^ 
spring /i  against  screw/a;  on  unhooking  the  telephone 
the  springs  f^  and  f^  go  against  n^  and/j^  respectively. 
Now,  as  the  screws /^  and/2  ^'^^  ^^  connection  with  the 


♦    B    - 

Fig.  149. 

positive  pole  of  the  call  battery  B,  and  ;ii  and  n^^on  the 
other  hand,  with  the  negative  pole  of  this  battery,  a 
positive  current  is  sent  into  the  line  by  pressing  key  T, 
provided  the  telephone  be  suspended  ;  while  a  negative 
current  passes  if  the  telephone  is  unhooked.  The 
signalling  apparatus  at  the  central  station  is  so  arranged 
that  it  is  actuated  only  by  a  positive  current  from  the 
corresponding  station. 

The  following  is,  then,  the  course  of  telephonic  cor- 
respondence : — 

The  subscriber  presses  the  stud  of  the  press  button  T;  a 
positive   current    passes  through    the    line  to  central 
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Station,  and  there  rings  the  call  bell.  The  subscriber  then 
unhooks  his  telephone  to  give  his  instructions  to  the 
exchange.  On  receiving  answer  from  the  latter  that 
the  desired  communication  has  been  established,  he 
again  presses  the  stud  of  the  key  to  call  his  correspondent, 
keeping  his  telephone  in  his  hand  all  the  time.  A  nega- 
tive current  is  thus  sent  into  line  and  rings  the  call  bell 
of  the  required  subscriber,  without,  however,  actuating 
the  polarised  signalling  apparatus  at  the  exchange.  As 
soon  as  the  conversation  is  finished,  the  telephone  is  again 
suspended  to  the  hook,  and  the  press  button  is  then  de- 
pressed for  the  purpose  of  giving  the  clearing-out  signal. 
A  positive  current  now  passes  into  line,  actuates  the  appa- 
ratus at  the  central  station,  and  thus  informs  the  operator 
in  an  unmistakable  manner  of  the  end  of  the  conversation. 
It  often  happens  that  the  subscriber,  being  in  a  hurry, 
forgets  the  clearing-out  signal.  In  order  to  avoid  any 
disturbance  which  might  arise  from  such  neglect,  the 
lever  H  is  provided  with  a  contrivance  by  means  of 
which,  on  suspending  the  telephone, 
the  clearing-out  signal  is  given 
automatically.  This  is  done  by 
fastening  on  to  lever  H  a  nose  N 
(Fig.  150),  which  is  movable  in  such 
a  way  that,  on  unhooking  the  tele- 
phone, it  freely  passes  an  insulated  p^^, 
button  i  fixed  to  the  free  extremity 
of  spring  g.  On  suspending  the  telephone  the  nose  N, 
moving  upwards  with  the  lever,  presses  the  spring  g, 
which  is  in  connection  with  the  line,  against  the  contact 
screw  //,  which  is  connected  to  the  positive  pole  of 
the  battery.  In  order  to  keep  the  negative  pole  of  the 
battery  to  earth  during  the  upward  movement  of  the  nose 
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N,  and  the  corresponding  movement  of  the  springs /j^  and 
/a,  an  arrangement  indicated  in  Fig.  151  maybe  adopted. 
A  second  spring  ^1,  connected  to  earth,  and  similar  to^, 
is  pressed  by  the  nose  N  against  a  contact  screw  Ai,  which 
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Fig.  151. 


Fic.  152. 


is  in  connection  with  the  negative  pole  of  the  battery. 
Or  else  a  spring  k,  connected  to  earth  (Fig.  1 52),  is  joined 
to  the  key  in  such  a  way  that,  on  pressing  the  key,  the 
connection  between  the  spring  and  the  contact  screw  m 
is  broken.  This  latter  screw  is  connected  to  the 
negative  pole  of  the  battery. 

The  automatic  arrangement  just  described  permits  ot 
a  very  considerable  simplification  of  the  working  system 
by  the  introduction  of  a  modification  of  the  original 
plan  ;  namely,  the  employment  of  currents  in  the  same 
direction  for  calling  both  the  central  station  and  the 
subscriber's  correspondent,  and  the  use  of  a  current  in 
the  opposite  direction  for  a  clearing-out  signal.  Fig. 
153  shows  the  modified  connections.  In  its  normal 
position  the  insulated  spring  ^,  which  is  permanently 
connected  to  earth,  presses  against  a  contact  p^  which 
is  in  connection  with  the  positive  pole,  whilst  on  depress- 
ing the  key  it  goes  against  a  contact  screw  n^  connected 
to  the  negative  pole.     The  lever  H  for  the  suspension 
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of  the  telephone  is  provided  with  a  nose,  which,  on  sus- 
pending the  telephone,  presses  the  spring  g  against  the 
contact  screw  //.  This 
brings  the  line  L,  by 
means  of  spring  g^ 
and  the  axle  bear- 
ings of  lever  H,  in  con- 
nection with  the  nega- 
tive pole  of  battery  B. 
As  will  be  seen  from  the 
sketch,  a  positive  civ- 
rent  is  sent  into  line  by 
the  pressing  of  the  key, 
whatever  the  position  of 
the  lever  H  ;  by  the  sus- 
pension, however,  of  the 
telephone,  the  springy 
is  pressed  against  the 
screw  //,  and  a  negative 
current  is  sent  into  line. 

The  former  current  causes  the  falling  of  the  annun- 
ciator-drop at  the  central  station,  or,  what  is  even 
preferable,  causes  the  appearance  of  a  disc  exhibiting 
the  number  of  the  calling  subscriber  ;  the  latter  current 
brings  back  the  disc  to  its  original  position. 

The  reason  why  the  disc  signal  is  preferable  to  the 
annunciator-drop  is  that  the  former  can  be  worked  with 
a  weaker  current. 

1 34.  Having  now  shown  how  nearly  absolute  security 
in  the  transmission  and  reception  of  signals  is  obtained, 
we  proceed  to  the  description  of  the  characteristic 
features  of  a  central  station  as  worked  by  the  German 
Post  Office  at  Berlin. 
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Digitized  by  VjOOQIC 


^38 


THE  TELEPHONE. 


The  line  wires  are  led  to  a  wooden  tower  (Fig.  154) 
which  is  erected  on  the  roof  of  the  central  station, 
and  the  posts  carrying  the  wires  are  grouped  around 
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Fig.  154. 

it  in  the  form  of  a  square  or  of  an  octagon.  The 
tower  measures  in  the  ground  plan  2*20  square  metres, 
and  rises  about  4  metres  above  the  platform.     The  roof 
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contains  two  skylights,  and  there  is  a  door  in  one  of  the 
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Fig.  155. 


side  walls.     The  upper  part  of  the  tower  is  provided  on 
all  four  sides  with  small  insulators,  for  from  500  to  600 
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line  Wires.  The  bare  wire  ends  at  the  insulators,  and 
four- wire  lead-covered  cables  lead  from  them  to  the 
switchboards. 

135.  A  front  view  of  the  German  switchboard  for 
fifty  subscribers  is  given  in  Fig.  155.  It  contains  fifty 
switch-holes,  with  annunciators  of  the  construction 
shown  in  Fig.  156,  arranged  in  five  horizontal  rows 
of  ten  each. 


Fic.  156. 

The  annunciator,  of  which  Fig.  156  gives  front  view, 
plan  and  section,  consists  of  an  electro-magnet  E  (3,500 
windings,  1 50  ohms),  with  an  armature  a,  which  holds 
up  a  drop  K,  movable  about  c,  and  releases  it  on  a 
call  being  made.  The  drop,  which  falls  down,  assisted 
by  a  small  flat  spring  d,  then  rests  against  the  brass 
pin  Tt/,  and  thereby  closes  the  local  circuit  of  a 
call  bell. 

The    switch   arrangement    for    making    connection 
shown   at  N  in   the  section,  consists  of  two   angular 
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shaped  brass  pieces,  of  which  the  lower  one,  2,  is  fastened 
to  the  woodwork  of  the  switchboard,  whilst  the  upper 
piece,  I,  is  movable  about  a  hinge,  and  connected  with 
the  brass  plate/.  A  spiral  spring  fastened  to  the  hinge 
presses  i  against  2,  which  is  in  connection  with  earth. 
Immediately  in  front  of  the  switch-springs  is  an  orifice  ^, 
lined  with  brass  for  the  reception  of  a  plug.  In  the 
normal  position  a  current  sent  from  the  subscriber's  line 
passes  through  Wg,  and  ;«i,  then  through  the  electro- 
magnet E  to  m^  fn'vP,  I  and  2,  and,  thence  to  earth; 
the  armature  a  is  attracted,  and  the  little  hook  h 
releases  the  drop. 

1 36.  For  making  the  connections  a  flexible  cord,  con- 
sisting of  a  number  of  thin  copper  wires,  wound  with  wool 
or  silk,  is  used.  In  order  to  join  two  subscribers'  lines  the 
cord  has  a  plug  at  each  end ;  if  the  cord  has  only  to 
join  some  branch  line  or  other  to  a  telephonic  apparatus, 
one  end  of  it  receives,  instead  of  the  plug,  a  simple 
copper  wire.  The  plug  (Fig.  157)  can  be  inserted  into 
the  collar  k  of  the  switch-hole 
as  far  as  the  shoulder  b.  The 
brass  pin  ^,  4  mm.  thick,  and 
sharpened  at  its  extremity,  is 
in  metallic  connection  with  the  ^^'  ^^^' 

flexible  cord,  and  also,  by  means  of  a  screw,  with  a  brass 
ring  surrounding  the  handle  at  b.  The  pin  a  of  the 
inserted  plug  lifts  the  upper  part  I  of  the  switch-spring 
N,  and  separates  it  from  earth,  and  itself  remains  in 
connection  with  i,  so  connecting  i  to  the  speaking 
apparatus,  or  to  a  second  annunciator,  by  means  of  the 
flexible  cord. 

137.  If  the  number  of  subscribers  of  an  exchange  is  not 
very  large — does  not,  for  instance,  exceed  one  hundred — 

R 
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connection  can  be  made  between  any  two  subscribers 
without  any  difficulty.  The  two  switchboards,  each  for 
fifty  subscribers,  can  be  placed  in  such  a  manner  that  even 
the  two  most  distant  switch- springs  can  be  connected 
by  a  flexible  cord. 

If  the  number  of  subscribers  reaches  two  hundred, 
the  connections  can  be  made  in  the  same  simple  manner 
if,  in  addition  to  the  four  switchboards  containing 
the  necessary  number  of  indicators  and  switch-holes, 
supplementary  switches  are  employed.  The  arrange- 
ment of  such  an  exchange  installed  at  Berlin  by  the 
German  Post  Office  is  represented  in  Fig.   158.      The 
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Fig.  158. 

four  switchboards,  arranged  for  fifty  subscribers  each, 
are  placed  in  two  groups  of  two  in  such  a  manner  that 
a  direct  connection  of  the  branch  lines  belonging  to  each 
group  of  switchboards  can  easily  be  effected  by  means 
of  flexible  cords. 

Alongside  of  the  switchboards  i.  and  II.,  which 
contain  the  indicators  s,  together  with  the  switch- 
springs  u  for  the  connection  of  Nos.  i — 50  and  Nos. 
51 — 100,  special  commutators  {k)  of  fifty  switch-holes 
each  are  placed.     Similar  supplementary  switches  are 
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placed  close  to  the  other  group  of  switchboards  III. 
and  IV. 

It  will  be  seen  from  the  sketch  that  the  branch  wires 
belonging  to  one  group  of  switchboards  in  the  first  place 
go  to  the  switches  k  of  the  second  group,  and  thence 
through  their  own  switches  to  the  electro-magnets  of 
the  indicators.  With  such  an  arrangement,  the  connec- 
tion of  any  two  branch  lines  can  easily  be  effected. 
The  operator  has,  before  making  connection,  only  to 
make  sure  that  the  called  line  belonging  to  another 
group  to  which  he  does  not  attend,  is  not  occupied 
already ;  and  this  he  can  ascertain  without  loss  of 
time,  provided  the  switchboards  are  conveniently 
placed. 

138.  It  is  a  different  matter,  however,  if  the  number 
of  subscribers  exceed  two  hundred.  In  that  case,  the 
operator,  who  has  to  ascertain  whether  the  called  line 
belonging  to  another  operator's  group  is  free,  has  to  shout 
across  the  room,  and,  besides,  has  to  leave  his  place  in 
order  to  make  the  desired  connection.  Now,  while  he  is 
away  from  his  place  another  call  may  occur,  and  his 
place  must,  therefore,  during  his  temporary  absence,  be 
occupied  by  some  one  else.  The  drawbacks  of  this 
system  are,  therefore,  an  unavoidable  confusion  and 
noise,  which  must  necessarily  interfere  with  successful 
and  efficient  working,  and  further  increased  expense 
caused  by  a  rather  numerous  staff. 

Another  expedient  would  be  the  installation  of  a 
number  of  exchanges  in  different  parts  of  a  town. 
But  this  would  only  fulfil  its  purposes  if  all  those  sub- 
scribers who  communicate  most  frequently  with  one 
another  belonged  to  the  same  exchange.  Further, 
by  the  multiplication   of   exchanges   the   prime  cost. 
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and  also  the  working  expenses,  would  be  enormously 
increased,  the  subscription  would  have  to  be  raised 
accordingly,  and  the  working  would  not  pay. 

The  only  practical  solution  of  all  these  difficulties 
has  been  found  in  the  employment  of  the  multiple 
switch-board,  which  is  dealt  with  in  a  subsequent 
chapter. 
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CHAPTER  XVI. 

TELEPHONE    EXCHANGES. 
THE  FRENCH  SYSTEM. 

1 39.  The  telephone  in  France  is  managed  by  the  Soci^t^ 
G(5n^rale  des  Telephones,  to  which  the  State  in  1879 
granted  a  concession  of  five  years.  This  concession 
ended  the  8th  Sept,  1885,  and  was  renewed  to  the  same 
Society  for  a  similar  period  and  on  the  same  conditions. 
The  Company,  for  such  rights,  pays  to  the  State  10 
per  cent  of  its  gross  receipts,  and  to  the  Municipality 
of  Paris  the  same  percentage  for  the  right  of  running 
the  telephone  cables  in  the  city  sewers.  This  concession 
does  not  constitute  a  monopoly  to  the  Company,  and 
the  State  has  reserved  to  itself  the  right  of  buying  up 
the  plant,  at  any  time  of  the  concession,  at  a  price 
to  be  fixed  upon  by  experts.  These  conditions  are 
certainly  far  from  being  favourable  to  the  extension 
of  the  telephone  in  France.  In  fact,  the  business  is  now 
divided  between  the  State  and  the  Company  as  it  is  in 
England  between  the  Post  Office  and  different  Com- 
panies. The  State  is  running  telephone  exchanges  in 
nine  towns,  with  a  total  of  1,062  subscribers,  and  the 
Company  in  eleven  towns,  with  a  total  of  6,113 
subscribers. 

The  rate  charged  by  the  State  is  ;^8  inside  the  town 
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boundary,  and  four  shillings  for  every  20O  metres  beyond. 
The  subscriber  has  to  pay  the  cost  of  his  h'ne  and 
instrument.     No  night  service  is  provided. 

In  Paris  the  Company  charges  ^f  24  per  annum  for 
one  circuit,  ;^22  each  for  two,  or  ;£'20  each  for  three 
circuits.     In  other  cities  £^\6  is  charged  for  one  circuit. 

The  Exchange  System  in  Paris. 

140.  The  whole  Paris  network,  in  order  to  avoid  all 
trouble  from  telephonic  induction,  has,  like  the  Post 
Office  system  in  England,  been  from  the  beginning 
installed  with  insulated  wires  in  cables  and  it  consists 
entirely  of  metallic  circuits.  The  cables  are  placed 
in  the  city  sewers.  Paris  having  the  most  complete 
system  of  sewers,  the  adoption  of  an  entirely  underground 
system  is  thus  much  facilitated. 

The  laying  of  the  cables  is  not  done  by  the  Company  ; 
it  is  under  the  care  of  the  Administration  of  the  State 
Telegraphs,  whose  experience  in  laying  telegraph 
cables  in  the  sewers  has  been  a  great  help  to  the 
Company  (all  the  State  telegraph  cables  are  also  laid 
in  the  city  sewers). 

The  Company  has  to  re-imburse  the  State  for  the  total 
expenses  of  laying  the  telephone  cables  in  the  sewers, 
and  is  charged  5  per  cent,  more  for  general  expenses. 

For  each  subscriber  the  Company  has  to  furnish  the 
Administration  of  the  State  Telegraphs  with  a  plan  of 
the  sewers  which  the  cables  must  follow,  and  with 
the  indication  of  location  of  the  subscriber. 

The  cables  are  suspended  by  hooks  fastened  into  the 
stones  of  the  sewer  vaults.  Each  cable  contains  fourteen 
conductors,  forming  seven  metallic  circuits.  The  con- 
ductors are  formed   of  three  copper  strands   twisted 
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together  and  covered  with  a  layer  of  guttapercha,  and 
afterwards  by  an  envelope  of  coloured  cotton.  The 
electrical  resistance  of  the  conductors  is  about  48  ohms 
per  mile.  The  conductors  are  of  seven  different  colours 
— white,  blue,  yellow,  maroon,  red,  black,  and  green. 
Each  pair  of  conductors  of  the  same  colour,  serving  for  a 
single  subscriber,  is  lightly  twisted  together ;  the  seven 
pairs  are  afterwards  also  lightly  twisted  together  and 
formed  into  a  rope,  which  is  then  covered  with  strong 
linen  tape,  and  drawn  into  a  lead  pipe.  The  double 
twistingeliminatesalltheeffectsof  mutualinduction(§83). 
Each  cable  is  numbered  throughout  its  entire  length, 
and  it  is  thus  easy  to  find  any  cable  when  it  is  necessary 
to  make  repairs  or  to  change  connections. 

^141.  The  cables  are  run  from  the  central  office  and 
stopped  as  near  as  possible  to  a  group  of  seven,  or  less, 
subscribers.  Each  of  these  is  then  reached  by  small 
cables  of  one  pair  of  conductors,  bound  to  the  principal 
cable  by  means  of  a  joint  protected  by  a  lead  cover. 
The  conductors  not  utilized  in  the  cable  of  fourteen  con- 
ductors remain  disconnected. 

In  the  sewers  where  factories  are  allowed  to  empty 
the  hot  water  proceeding  from  the  condensation  of  steam, 
it  is  necessary  that  the  cables  should  be  insulated  with 
india-rubber  instead  of  guttapercha. 

The  operation  of  entering  the  house  of  a  subscriber 
is  a  very  easy  one.  Nearly  every  house  in  Paris  has 
its  own  sewer,  which  commences  at  the  side,  of 
the  house  itself  and  stops  at  the  main  sewer.  All 
sewers  in  Paris,  except  the  main  collectors,  are  under 
the  side  walks.  The  collectors  are  generally  under  the 
roadway ;  they  are,  in  fact,  small  rivers,  into  which  all 
the  main  sewers  empty. 
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The  small  cable  is  brought,  suspended  on  hooks, 
from  the  extremity  of  the  cable  of  fourteen  conductors 
into  the  particular  sewer.  To  get  it  to  the  outside  a  hole 
is  made  close  to  the  side  of  the  house,  and  directly  over 
the  roof  of  the  particular  sewer.  In  this  hole  a  perpen- 
dicular gas-pipe  is  inserted,  and  the  small  cable  is  run 
alongside  the  front  of  the  house  till  it  reaches  the  frame 
of  the  window  of  the  room  where  the  apparatus  is  to  be 


Fig.  159. 

placed.     Fig.   159  shows  how  the  small  cable  is  con- 
nected with  the  interior  wires. 

It  sometimes  happens  that  a  subscriber  has  to  be 
reached  who  has  no  sewer  in  his  street.  In  that  case 
the  small  cable  is  run  as  near  as  possible  to  the  sub- 
scriber's house  by  the  way  of  the  sewers,  and  from  the 
particular  sewer  of  a  house  alongside  the  front  of  it  up 
to  the  roof,  and  from  the  top  of  this  house  two  air  lines 
are  erected  in  prolongation  of  the  underground  cable  of 
the  conductors  to  the  subscriber's  house  by  means  of 
small  poles  attached  to  the  roof.  This,  however,  very 
rarely  occurs. 

There  are  in  Paris  about  40  miles  only  of  overhead 
wires  (metallic  circuits),  against  4,500  miles  of  under- 
ground metallic  circuits  in  cables. 

142,  The  single  wire  system,  with  an  earth  return,  is 
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employed  only  in  provincial  cities,  where  also  most  of 
the  lines  are  overhead. 

The  results  of  the  use  of  metallic  circuits  in  the  Paris 
underground  system,  as  in  England,  are  most  satis- 
factory. The  lines  are  entirely  free  from  telegraphic  or 
telephonic  induction. 

In  the  sewers  where  telegraph  cables  are  running,  the 
telephone  cables  are  laid  generally  on  the  opposite  side. 
Hitherto  no  electric  light  cables  have  been  allowed  to  be 
laid  in  the  city  sewers. 

The  city  has  been  divided  into  twelve  telephonic 
districts,  having  each  a  central  office,  to  which  the 
subscribers  inside  of  the  limits  of  the  district  are 
connected. 

The  total  number  of  subscribers  in  Paris  is  now 
(October,  1888)  5,792,  distributed  between  the  twelve 
exchanges.  These  twelve  central  offices  are  connected 
together  by  424  auxiliary  lines,  most  of  which  converge 
to  the  central  office  in  the  Avenue  de  rOp(5ra,  to  a 
switchboard  of  a  peculiar  form.  This  switchboard  is 
required  to  distribute  the  trunks  between  the  different 
offices,  according  to  the  frequency  of  connections  asked 
between  these,  and  also  to  enable  the  testing  of  all  the 
trunk  and  subscribers'  lines  to  be  carried  on  from  one 
central  point.  For  that  purpose  a  Thomson  galvano- 
meter, with  all  its  accessories,  is  established  in  a  labora- 
tory close  to  this  switchboard.  An  electrician  is 
specially  in  charge  of  the  testing  of  the  cables  of  the 
whole  network,  so  as  to  localise  faults  and  to  enable 
repairs  to  be  made. 

The  total  length  of  the  auxiliary  lines  is  1,200  miles  of 
metallic  circuits. 
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All  the  central  offices  are  built  on  the  same  system. 
We  shall  describe  the  central  office  A,  No.  2y^  Avenue 
de  r Opera,  which  is  one  of  the  largest. 

143.  The  cables  which  connect  subscribers  to  the 
central  office  enter  by  a  short  and  spacious  branch 
from  the  principal  sewer  running  under  the  side-walk 
of  the  Avenue  de  TOpera,  and  arrive  upon  a  level  with 
the  basement  of  the  central  office. 


Fig.  160. 

A  plate  of  bronze,  fastened  to  the  wall  by  means  of 
bolts,  is  perforated  by  a  sufficient  number  of  holes  to 
permit  the  admission  of  the  cables  into  the  basement 
of  the  house. 

Two  hundred  and  fifty  cables,  furnishing  1,750 
metallic  circuits,  are  thus  brought  into  the  basement  of 
the  central  office. 

These  cables  are  carried  upward   and  downward  to 
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the  four  back  faces  of  a  switchboard  s/m/lar  to  the  Oiie 
spoken  of  above. 

This  switchboard  is  in  the  form  of  a  square  wooden 
chamber  of  about  3  yards  in  height,  having  four  cut 
angles  with  doors  to  enter  from  all  sides.  Each  of  the 
faces  of  this  chamber  presents  a  large  circular  hole.  The 
cables  are  distributed  inside  of  the  four  faces  of  the 
chamber  all  around  the  circular  holes  in  the  form  of 
rosettes.  Fig.  160  is  a  plan  of  this  chamber,  and  Fig. 
161  a  perspective  view. 

The  lead  coyer  of  the  cables  being  cut  off,  the  seven 
pairs  of  conductors  are  brought  separately  to  the  out- 


FiG.  162. 

side  faces  through  small  holes  ^  ^  ^  ^  to  double  terminal 
plates  ^/  d  d  d  (Fig.  162). 

Each  of  the  seven  pairs  of  conductors  is  braided  with 
coloured  cotton  of  a  different  colour,  and  an  ivory 
counter  attached  to  each  pair  indicates  the  name  and 
address  of  the  connected  subscriber.  Each  hole,  through 
which  a  cable  is  passed,  is  numbered  with  the  number 
that  the  cable  bears  throughout  its  length  in  the 
sewers.  Fig.  163  shows  on  a  larger  scale  the  arrange- 
ment above  described. 
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To  each  double  terminal  plate  d  d  is  connected 
a  small  cable  e  of  two  conductors,  insulated  with 
cotton  and  paraffin.  These  cables  are  brought  in  bundles 
N  N  (see  Fig.  160)  up  into  the  central  office  at  the  back  of 
the  switchboard,  and  connected  to  the  switch-holes.  The 
four  holes  MM  MM  (Fig.  162)  may  be  considered  as  the 
bases  of  four  conic  spaces  having  a  common  centre, 
which  is  the  geometrical  centre  of  the  chamber.  This  is 
to  get  all  the  cables  to  pass  by  that  centre,  so  that  they 
should  have  all  the  same  length  and  might  be  inter- 
changed.  The  cables  are  supported  in  the  interior  of  the 


chamber  by  iron  rings,  and  hang  quite  loosely  beneath 
the  rings  till  they  enter  into  the  wooden  troughs  N  N. 

This  arrangement  in  form  of  rosettes  permits  of  an 
easy  testing  of  the  line  from  the  terminal  plates  dd,  d  d, 
and  the  classing  of  the  subscribers  at  the  switchboard 
according  to  the  frequency  of  their  demands  of  connec- 
tion or  other  conveniences,  as  all  the  cables  are  of  the 
same  length,  and  can  therefore  be  easily  changed  from 
one  pair  of  terminal  plates  to  another. 
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144.  Fig.  164,  which  is  a  cross-section  of  the  switch- 
board, shows  that  it  is  composed  of  two  similar  switch- 
boards, back  to  back,  separated  by  a  passage,  in  which 
the  cables  are  brought  in  the  wooden  trough  N,  grouped 
in  bundles  each  of  twenty-five  cables  of  two  conductors. 
The  two  conductors  are  insulated  with  different  coloured 
cotton — blue  and  red— and  are  braided  together.     The 


Fig.  164. 

passage  is  to  allow  the  linemen  to  get  to  the  con- 
nections and  annunciators  at  the  back  of  the  switch- 
board. 

Since  the  first  establishment  of  central  stations, 
numerous  improvements,  devised  by  Mr.  A,  Berthon, 
the  present  Director  of  the  Sociote  Generale  des  Tele- 
phones, have  been   put  on   trial,  and,   having  proved 
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Ijg^  daWie,  satisfactory,  the  Company  is  now 
taking  steps  to  introduce  them 
gradually  into  their  system. 

This  improved  system  is  called 
the  direct  call  system  for  telephone 
exchanges. 

The  principal  features  are  the  fol- 
lowing: • — 

The  subscriber  ringing  up  the 
central  office  need  not  wait  with  the 
instrument  at  the  ear  till  the  sub- 
scriber asked  for  answers.  Once  the 
name  or  number  of  this  subscriber  is 
given  to  the  operator,  the  calling  sub- 
scriber may  hang  up  the  receiver  till 
a  ring  calls  him  back  to  the  instru- 
ment This  ring  is  a  direct  call  from 
the  subscriber  asked  for,  who  has  come 
to  his  instrument  ready  to  speak. 

To  effect  this,  each  set  of  instru- 
ments at  the  subscriber's  office  is  pro- 
vided with  two  call  keys,  M  M, :  (Fig. 
165)  one  is  for  calling  the  central 
office,  the  other  for  the  direct  calling 
of  the  correspondent  with  which  the 
susbcriber  has  asked  the  central  office 
to  put  him  in  connection  through  one 
or  two  central  offices. 

The  direct  call,  of  course,  does 
not  drop  any  of  the  clearing- 
out  annunciators.  Fig.  165 
shows  a  complete  set  at  a 
subscriber's  office. 

ITen     z  c  is  the  battery,  composed 
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of  nine  Leclanchi'  cells,  three  cells  on  the  microphone, 
and  the  nine  cells  altogether  for  calling  the  central 
office,  or  for  direct  calL  F  is  the  transmitter,  M  and  Mi 
the  two  special  call  keys,  G  is  a  relay  of  400  ohms 
resistance,  closing  the  local  circuit  of  the  bell  H.  The 
local  current  for  the  bell  is  also  furnished  by  the  nine 
Leclanch(5  cells. 

Subscribers  being  enabled  to  ring  up  one  another  by 
the  special  key  Mi  when  once  they  are  notified,  through 
the  central  offices,  that  they  are  connected,  any  delay 
in  answering  can  then  be  only  ascribed  to  the  called 
subscriber,  and  not  to  the  operators  at  the  central 
office. 

Subscribers  once  connected  can  remain  connected  as 
long  as  they  desire,  and  carry  on  their  conversation 
without  being  overheard  by  the  central  office.  They 
can  also  call  another  subscriber  at  any  time  by  ringing 
up  the  central  office  with  the  proper  key  M. 

The  Company  supplies,  at  the  rate  of  .£\\  5s.  per 
mile  per  annum  auxiliary  trunk  lines  to  accommodate 
subscribers  desirous  to  have  permanent  connections 
between  two  offices,  or  house  and  office,  where  these 
are  connected  to  two  different  central  offices.  There 
is  no  extra  charge,  of  course,  for  subscribers  desiring 
permanent  connections  when  they  are  connected  through 
the  same  central  office. 

Many  subscribers  of  the  Paris  exchange  have  their 
factory  and  stores  so  connected  permanently,  to  save 
time  in  getting  through.  These  permanent  connec- 
tions also  save  part  of  the  work  at  the  central  office. 

145.  The  principle  of  the  direct  call  system  will  be 
easily  understood  from  the  following  diagrams,  showing 
the  calling,  the  speaking,  and  the  clearing-out  circuits. 
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Fig.  i66  shows  the  calling  circuit  from  subscriber  P 
to  the  central  office :  //'is  a  metallic  circuit  running 
from  the  subscriber  to  the  central  office,  through  the 
switch  and  annunciator  ^,  which  has  a  resistance  of  400 
ohms;  cd  are  the  two  springs  of  the  call  key  M,  for 
calling  the  central  office  ;  b  b'  are  the  two  contacts,  with 
the  battery  z  C  of  nine  Leclanche  cells.  The  springs  c 
and  c'  are  insulated  one  from  the  other  by  a  piece  of 
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hard  rubber,  /,  fixed  on  spring  c.  By  depressing  the 
push  button  M,  the  current  of  the  battery  z  c  is  sent 
into  lines  //',  through  the  annunciator  rt,  calling  the 
attention  of  the  operator  at  the  central  office.  The 
operator,  in  answer  to  the  call,  inserts  a  plug,  with 
contacts,  into  the  switch-hole  to  which  the  lines  //'  arc 
connected  before  going  through  the  coils  of  the  annun- 
ciator a.      This  plug  is  connected   by   a  flexible  cord 
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with  a  complete  apparatus,  having  a  call  key  and  office 
telephone  combined,  which  is  thus  thrown  in  circuit 
with  the  lines  /  /'. 

Fig.  167  shows  the  calling  circuit  enabling  the  operator 
to  answer  the  subscriber's  call.  The  operator,  being 
informed  that  subscriber  Q  is  wanted,  will  call  him  up 
with  the  special  key  C  (Fig.  167),  composed  of  two 
springs  ccf^  which,  by  the  depression  of  the  push-button 


«  ^G 


c 


S:R 


1 


Fig.  167. 


C,  are  put  in  contact  one  with  the  other  by  a  metallic 
piece  dy  fixed  upon  the  spring  c\  and  also  connected 
through  the  contact  b  to  battery  B,  composed  of  ten 
Leclanch^  cells,  the  other  end  of  which  is  to  earth. 
By  means  of  the  telephone  lever-switches,  one  end  of 
the  coil  of  the  relay  G  at  the  subscriber's  office  is  con- 
nected to  both  the  lines  //'  (Fig.  167)  ;  the  other  end  of 
the  coil  is  put  to  earth.  The  depression  of  the  push- 
button C  at  the  central  office,  which  connects  both  springs 
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c  c'  with  one  end  of  the  calling  battery,  therefore  sends 
a  current  through  both  lines  in  the  same  direction, 
which,  passing  through  the  coils  of  the  relay  G  at  the 
subscriber's  office  Q,  actuates  the  relay  and  closes  the 
local  circuit  of  the  bell  H  (Fig.  165). 
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Fig.  168. 

The  subscriber  Q  being  thus  called  up,  the  operator 
establishes  a  connection  with  a  flexible  cord  between 
his  switch-hole  and  that  of  the  subscriber  P  (Fig  168), 
who  asked  for  him. 

The  called  subscriber  answers  by  depressing  the 
direct  call  key  M'  of  his  instrument. 
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This  call  will  go  straight  to  the  instrument  of  the 
calling  subscriber,  and  ring  his  bell  by  closing  the  relay 
G,  and  will  also  go  through  the  central  office  without 
dropping  the  annunciators  a  a  o{  the  two  subscribers 
connected.     Fig.  i68  shows  this  calling  circuit. 


n  n  '■  n  n 


mummun 
Fig.  1G9. 

The  direct  call  key  M'  is  composed  of  three  springs, 
c  c  c"  ;  c  and  c'  may  be  brought  in  metallic  contact  by 
the  metallic  piece  d  fixed  upon  c\  when  the  button  M' 
is  depressed  ;  c'  and  c  are  insulated  one  from  the  other 
by  a  hard  rubber  piece,  i,  fixed  upon  c.     By  pressing 
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the  push  button  M'  the  springs  ^and  ^r'will  make  contact 
with  b  and  b\  and  the  current  of  the  subscriber's  battery 
z  c  will  pass  through  the  relay  G  on  both  lines  /  /'  at 
the  same  time,  not  dropping,  consequently,  any  of 
the  annunciators  a  a  left  "in  bridge"  at  the  central 
office. 

146.  The  speaking  circuit  (Fig.  169)  is  an  entirely 
metallic  one,  the  earths  connected  with  the  relays  G  G 
at  both  subscribers  being  cut  out  when  talking  by  the 
switch-levers  of  the  subscribers*  instruments,  and  the 
earths  of  the  direct  call  keys  being  also  out  of  the  circuit. 

The  speaking  circuit  is,  therefore,  as  shown  in  Fig.  169, 
from  the  lines  //'  to  the  springs  ^^' of  the  key  M,  through 
the  upper  contacts  e  e\  through  the  springs  c  c"  to  the 
upper  contacts  c  e  of  the  direct  call  key  M'  to  the  line 
terminal  screws  of  the  instrument  F,  through  the 
secondary  of  the  induction  coil,  and  through  the 
telephone  receiver. 

Two  annunciators,  a  a^  are  left  in  derived  circuit 
as  clearing-out  annunciators,  if  the  connections  are  made 
between  two  subscribers  connected  to  the  same  central 
office ;  but  if  an  auxiliary  line,  L  l',  joining  two  central 
offices,  is  used,  the  annunciators  ci  a  at  the  ends  of  the 
trunks  at  each  central  office  are  also  left  in  derived 
circuit  as  clearing-out  annunciators. 

In  the  same  office  connections  between  the  switch 
holes  are  made  with  flexible  cords  when  they  are  on  the 
same  board,  but  when  the  subscribers*  switch-holes 
are  distant  one  from  the  other  local  auxiliary  lines  are 
used. 

When  the  two  subscribers  have  finished  their  con- 
versation they  can,  by  depressing  call  key  M,  send  the 
current  from  their  battery  of  nine  Leclanches  to  line, 
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and  can  thus  drop  the  clearing-out  annunciators  a  a'  of 
their  respective  central  stations. 

147.  The  following  diagrams  of  the  clearing-out  circuits 
permit  of  calculating  the  strength  of  the  derived  currents 
through  the  clearing-out  annunciators  : — 

Supposing  two  subscribers  connected  through  one 
central  office  x  (Fig.  170),  and  the  resistances  of  the  lines 
to  be  //=  50  ohms,  HI'  =  25  ohms,  two  annunciators  of 
400  ohms  each  are  left  on  derived  circuits.     Subscribers 
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Fig.  170. 


being  instructed  not  to  fail  to  ring  off  when  they  have 
finished  their  conversation,  we  shall  suppose  that  sub- 
scriber S  has  rung  off  with  the  current  of  the  battery 
of  his  instrument — nine  Leclanche  cells. 

The  currents  in  each  of  the  derived  circuits — annuncia- 
tors Ii  and  1 2 — will  be — 


13,500  (milli-volts) 


100  H- 


400       400       450 


400  X  450 
400-1-450 


400  H- 


milli-ampcres. 
4QO  X  450 
400  +  450 
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that  IS  19*6  milH-amp^res  through  each,  which  is  quite 
sufficient  to  drop  the  clearing-out  annunciators. 

Fig.  171  supposes  two  subscribers  S  S'  connected 
through  two  central  offices  X  Y  joined  together  by  an 
auxiliary  line  L  l'=  300  ohms  resistance.  The  currents 
in  each  of  the  derived  circuits  1^  l\  in  this  case  will  be 
about  19*5  milli-amperes. 

The  current  sent  by  the  battery  of  subscriber  S 
will  drop  the  two  clearing-out  annunciators  at  the 
central  office  x,  and  the    current  of  about  the  same 

/■   50 L^  150 /»  2) 

1^50     X        i'j-   150         Y   /»  25  G 


/////?///f 


Fig.  171. 


strength  sent  by  the  battery  of  subscriber  s'  will 
drop  the  two  clearing-out  annunciators  at  central  office 
Y.  The  lines  will  be  cleared  out  at  the  four  boards 
at  once. 

148.  From  the  above  explanations  and  figures  it  is 
easy  to  understand  that  the  application  of  the  direct 
call  system  to  a  large  telephone  exchange  system,  com- 
prising any  number  of  branch  or  central  offices,  is  based 
on  the  principle  that  the  annunciators  left  on  derived 
circuits  should  be  wound  with  high  resistances,  such  as 
400  ohms,   so  as  not  to  weaken   speech;    that  they 
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are  dropped  by  calls  made  on  metallic  circuits,  and 
are  never  dropped  by  calls  made  on  earthed  circuits, 
no  current  at  all,  or  only  a  very  weak  current  (if  the 
two  branches  //of  the  line  are  of  unequal  resistance) 
going  through  the  derived  circuits  formed  by  the 
annunciators  in  that  case.  In  practice,  it  is  found  that 
one  of  the  branches  of  the  line  must  be  direct  to 
earth   to   prevent   the  working  of  the  system.     It  is. 


Fio.  173. 

therefore,  a   sign  that  one  of  the  lines  is  earthed  or 
nearly  so,  when  the  direct  call  works  wrong. 

149.  Now  that  the  principle  of  the  system  has  been 
fully  explained,  Fig.  172,  which  represents  the  con- 
nections established  through  a  central  office  between 
two  subscribers  having  the  necessary  sets  of  direct  call 
instruments,  will  be  easily  understood  :  z  C  is  the  calling 
battery  of  nine  Leclanch6  cells,  z  cs  is  for  the  local 
circuit  of  the   bell  H  when   closed    by   the   relay   G. 
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z  CM  shows  the  local   circuit   for   working  the  micro- 
phone. 

The  earth  wire  is  connected  with  the  relay  G 
and  key  Mi ;  F  is  the  subscriber's  instrument  (the  Ader 
microphone  and  receiver,  which  are  generally  employed 
in  the  Paris  exchange)  ;  M  is  the  key  for  calling  the 
central  office ;  M^  is  the  direct  call  key ;  H  is  an  ordinary 
bell  of  s  ohms  resistance,  controlled  by  the  relay  G. 


Fig.  174. 


Fig.  175. 


Fig.  173  is  a  plan  of  the  double  call  key  M  Mj.  Fig. 
174  is  a  section  of  the  direct  call  key  m'  ;  Fig.  175 
is  a  section  of  the  call  key  M  to  the  central  office. 

At  the  exchange  the  subscriber's  line  is  connected  at 
the  back  of  the  switchboard  to  a  switch-hole  composed 
of  two  metallic  plates,  insulated  from  one  another  by  a 
thin  plate  of  ebonite,  and  placed  back  to  back.  In 
the  front  plate  arc  two  holes,  which  extend  across  the 
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ebonite  into  the  back  plate,  where  they  are  of  a  smaller 
size.  These  two  plates  are  tightly  fastened  together  by 
two  screws,  which  serve  also  to  fix  them  on  the  board. 
Fig.  176  shows  the  details  of  a  subscriber's  switch-hole 
and  the  way  the  lines  and  the  annunciators  are  connected 
with  the  two  plates  :  a  is  the  annunciator ;  /  /'  the 
subscriber's  lines  ;    r  r^r  r  are  springs  made  of  steel 


V".       ^ 


Fig.  176. 

with  gudgeons  of  silicious  bronze  wire  to  insure  the 
contacts  of  the  plug  when  inserted  in  the  holes  of 
the  plates. 

Fig.  172  shows  also  the  connections  of  the  switch-holes 
with  the  auxiliary  lines  and  annunciator.  These  switch- 
holes  are  constructed  in  exactly  the  same  way  as  those 
for  the  subscribers*  lines,  but  the  two  metallic  parts  are 


Digitized  by  VjOOQIC 


268 


THE  TELEPHONE. 


tightly  fastened  together  by  two  screws  A  and  B, 
Fig.  177,  which  extend  to  the  back  of  the  board,  not 
only  as  a  means  of  fixing,  but  also  to  make  connections 
with  the  annunciator.  The  screw  A  is  completely 
insulated  from  the  metal  of  the  two  plates,  except  at 
one  point,  where  a  small  pin  permits  the  establishment  of 
communication  with  the  spring  above  (c.  Fig.  178).  Screw 
B  is  insulated  from  the  front  plate,  but  communicates  with 


Fig.  177. 

the  back  plate.  The  two  plates  each  communicate 
with  one  of  the  lines,  and  the  annunciator  con- 
nected with  the  two  screws  A  and  B  remains  in  the  cir- 
cuit of  the  auxiliary  line  as  long  as  the  spring  maintains 
the  contact  between  the  anterior  plate  and  the  annun- 
ciator ;  but  the  annunciator  will  be  cut  out  of  circuit 
as  soon  as  a  plug,  inserted  in  the  right  orifice  of  the 
switch-hole,  will  have  left  the  spring. 
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The  plug  o,  Fig.  172,  connected  with  the  keys  C  and 
D,  and  with  the  special  switch-hole  E,  is  intended  to  place 
the  operator's  apparatus  (the  combined  Berthon-Ader 
telephone)  in  communication,  through  the  main  switch, 
with  the  subscriber  or  line  switch-holes,  or  through  the 
auxiliary  line  switch  with  the  operator  at  the  other  end 
of  the  auxiliary  lines.  Similar  plugs  are  used  at  the 
extremities  of  the  flexible  cord  employed  to  connect 
subscribers  together.  Fig.  179  shows  the  plug.  The 
part   a  is   very  carefully    insulated   from    the    part   b 


Fig.  178. 

by  means  of  ebonite.  Each  of  the  parts  a  and  b  is 
connected  with  one  strand  of  the  flexible  cord,  which 
consists  of  two  conductors  in  the  form  of  two  spirals 
insulated  with  cotton,  and  braided  together  with  a  silk 
covering. 

The  plug,  when  introduced  into  one  of  the  orifices  of  the 
switch-hole  connected  with  the  subscriber's  lines,  makes 
contact,  part  a  with  the  back  plate,  part  b  with  the  front 
plate,  but  leaves  the  annunciator  on  a  derived  branch  of 
the  circuit ;  and,  when  a  call  is  made  at  a  subscriber's 
office,   with   plug   o    and  with    key  C    (Fig.   172),   the 
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current  being  from  an  earthed  battery,  the  annunciator 
does  not  drop. 

The  plug  inserted  in  the  left-hand  hole  will  leave 
the  annunciators  in  derived  circuit.  Connections  are 
always  made  in  that  way;  but  calls  are  made  by 
inserting  the  plug  in  the  right-hand  hole,  so  as  to 
cut  out  the  annunciator. 

The  calls  from  the  central  office  are  made  with  two 
different  keys.   Figs.  1 80  and  181  represent  the  key  c  (see 


Fig.  179. 


Fig.  172),  which  is  in  connection  with  an  earthed  battery 
of  fifteen  Leclanch(5  cells.  This  key  is  for  calling 
subscribers  only.  Its  connections  can  be  followed  on 
Fig.  172. 

Figs.  182  and  183  represent  the  key  D  for  calling  on 
auxiliary  lines  to  make  connection  between  subscribers 
belonging  to  two  different  central  offices.  Its  connec- 
tions also  can  be  followed  on  Fig.  172. 

The  key  c  is  used  only  at  the  main  switchboards,  and 
the  key  D  only  at  the  boards  to  which  auxiliary  lines 
are  connected. 
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Fig.  180. 


Fig.  181. 


Fig.  182. 


Fig.  183. 
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E  (Fig.  172)  is  a  special  svvitch-ho/e,  with  four  contacts, 
which  is  to  enable  the  operator  to  throw  his  speaking 
apparatus  on  the  subscribers*  or  auxiliary  lines,  and  to 
answer  or  repeat  calls.  N  is  the  induction  coil  of  the 
operator's  speaking  apparatus. 

150.  The  Berthon  transmitter  (a  modification  of 
the  Moseley,  §  52)  has  now  replaced  the  one  described 
in  §  47.  The  form  adopted  consists  of  two  circular 
carbon  plates  P  P'  (Fig.  184)  1*5  mm.  thick  and  60  mm. 


Fig.  184. 
diameter,  separated  from  one  another  by  the  india- 
rubber  ring  B.  An  ebonite  cupola,  c,  three-quarters  filled 
with  granules  of  retort  carbon,  is  placed  in  the  centre 
of  plate  p'  When  the  apparatus  is  suspended,  the 
granules  press  against  the  exterior  plate  P,  and  establish 
microphonic  contact.  The  whole  is  enclosed  in  an 
ebonite  case,  A,  in  the  upper  part  of  which  is  an 
opening  corresponding  in  diameter  to  that  of  plate  P ; 
a  metal  ring,  D,  fitted  into  the  opening,  keeps  the 
plate  P  in  position.     The  bottom  of  the  case  is  pierced 
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by  hales,  TT,  which  enable  the  lower  plate,  P',  to  vibrate 
freely;  and  the  terminals,  A  ^V^irc  likewise  fixed  to  it. 
The  contacts  of  the  terminals  with  the  carbon  plates 
are  effected  by  means  of  slightly  flattened  plati- 
num wires.  A  second  india-rubber  ring,  b',  separates  P' 
from  the  bottom  of  the  case. 

The  most  favourable  angle  at  which  the  plates  should 
be  inclined  is  50^,  and  it  is  stated  that  in  this  position 
the  apparatus  is  most  sensitive,  besides  being  free  from 
the  disagreeable  crackling  noise  often  met  with  in  other 
apparatus, 

A  battery  (L  Fig.  172),  of  three  cells  is  employed 
on  each  operator's  combined  telephone :  A  is  the 
calling  battery  for  auxiliary  lines — twenty  Leclanche 
cells ;  B  is  the  earthed  battery  of  fifteen  cells,  for  calling 
subscriber. 

151.  The  average  number  of  calls  per  day  in  Paris 
is  25,000,  giving  an  average  of  4*32  daily  calls  per  sub- 
scriber. About  65  calls  out  of  1,000  are  given  between 
subscribers  connected  at  the  same  central  office;  935 
have  to  be  given  through  two  central  offices. 

Each  operator  with  the  present  system  answers 
about  175.  This  number  of  calls  corresponds  to  about 
300  connections  made  by  each  operator. 

It  is  expected  that  when  the  direct  call  system  is 
applied  generally  throughout  the  Paris  Telephone 
Exchange  system,  each  operator  will  be  able  to  answer 
at  least  350  calls. 

Each  subscriber  has  a  battery  of  nine  Leclanche  cells, 
three  of  which  are  used  for  the  transmitter,  and  the 
total  number  for  the  call  and  clearing-out  signals.  The 
three  cells  on  the  microphone  have  to  be  renewed  every 
four  months  regularly  ;  but  the  six  other  cells  are  found 
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to  last  from  eighteen  months  to  t^o  years,  and  even 
more.  The  maintenance  of  the  50,000  cells  actually  in 
use  requires  great  attention,  and  is  done  in  the  most 
regular  and  economical  way. 

The  longest  auxiliary  line  in  the  Paris  system  is  10,000 
metres,  or  6*2  miles  ;  and  the  shortest  is  1,350  metres, 
or  '8  mile. 

The  resistance  of  the  wires  of  the  cables  is  about 
48  ohms  per  mile.  If  we  suppose  two  subscribers  at  a 
distance  of  one  mile  each  from  the  central  office,  and 
corresponding  through  an  auxiliary  line  of  6  miles,  the 
resistance  of  the  metallic  circuit  will  be  48  ohms  x  2 
X  8  —  768  ohms. 

The  speaking  on  these  long  lines  is  quite  satisfactory, 
even  with  two  annunciators  left  in  derived  circuit  at  each 
central  office. 

Numerous  experiments  have  been  made  concerning 
the  greatest  practical  distance  of  talking  on  the  under- 
ground metallic  circuits  of  the  Paris  Exchange,  and  it  has 
been  found  that  the  talking  is  still  quite  practicable  on 
metallic  circuits  of  16  miles  length  between  two  sub- 
scribers or  32  miles  of  metallic  circuit,  representing 
1,536  ohms  resistance;  provided,  however,  that  no 
derived  circuits  exist  at  the  central  offices. 

One  of  the  advantages  of  the  direct  call  system 
which  has  not  yet  been  pointed  out  is  that  by  using 
an  earth  circuit  for  calling,  instead  of  a  metallic  one, 
the  resistance  is  only  one-fourth,  and  that,  therefore, 
much  less  battery  power  is  required.  With  the  nine 
calling  cells  at  the  subscriber's  office,  the  direct  calls 
are  made  without  any  difficulty  between  the  farthest 
points  of  the  network,  which  extend  beyond  the  fortifi- 
cations. 
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It  may  be  pointed  out  that  the  direct  call  system 
hiight  be  worked  just  as  well  with  magneto  call  instru- 
ments, and  that  it  is  also  applicable  to  exchanges  worked 
on  earth  circuits.  In  this  latter  case  polarised  annun- 
ciators and  polarised  relays  to  work  the  bells  at  the  sub- 
scribers' offices  are  employed. 
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CHAPTER  XVII. 

TELEPHONE     EXCHANGES. 
THE  SWISS  SYSTEM, 

152.  The  switchboard  used  is  shown  in  Fig.  185.  On 
a  small  table,  D,  are  ten  movable  plugs,  and  in  front  of 
them  two  rows  of  contact  keys,  one  of  five  and  the  other  of 
ten  keys.  At  B  are  fifty  plug-holes,  arranged  in  five 
vertical  rows  of  ten  each.  At  A  are  fifty  annunciator 
discs,  which  fall  when  the  armature  is  attracted  by  the 
electro-magnet.  (The  discs  8,  12,  34,  46  are  shown 
in  this  latter  position.)  Five  annunciators  of  similar 
description  are  fixed  beneath  the  switch-holes  at  C. 

The  annunciator  is  shown  in  Fig.  186,  which  is  two- 
thirds  full  size:  e  is  the  electro- magnet  with  two  coils, 
the  resistance  of  which  varies  from  90  to  100  ohms ; 
^  is  a  soft  iron  plate  carrying  a  series  of  five  electro- 
magnets ;  /  a  support  carrying  the  armature  and  a  thin 
horizontal  arm,  b,  terminating  in  a  small  hook.  When 
the  armature  is  not  attracted  this  hook  arrests  the  disc  a, 
which,  as  soon  as  the  hook  is  lifted,  through  the  attraction 
of  the  armature,  falls  by  its  own  weight.  The  disc,  on 
falling,  strikes  against  the  stop  g^  and  makes  sufficient 
noise  to  be  heard  in  all  parts  of  the  operating  room  ;  at 
the  same  time  it  pushes  the  spring  /,  fixed  to  the  plate 
Cf  against  the  screw  //,  which  is  insulated  by  a  piece   of 
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ebonite,  i.    The  spring  closes  an  independent  and  local 

circuit,  in  which  are  a  battery, 
a  call  bell  for  the  night,  and  a 
pole-changer  for  the  day. 

Each  of  the  fifty  plug- 
holes (at  B,  in  Fig.  185)  is  a 
sort  of  Morse  manipulator 
with  three  contacts;  that  is  to 
say,  that,  by  introducing  one 
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Fig.  186. 

of  the  ten  plugs  into  a  hole, 
one  circuit  is  interrupted  and 
another  simultaneously  estab- 
lished. 

Fig.  187  shows  one  of  these 
plug-holes  in  longitudinal 
section.  From  each  plug-hole 
a  metallic  stem  extends 
through  the  switchboard  to  a  threaded  portion,  e^  pro- 
vided with  two  nuts,  f^g,  having  contact  washers  between 


Fig.  185 
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them,  which  serve  to  provide  for  connection  with  the 
subscriber's  line.  The  nut /also  serves  to  hold  the  end 
of  a  bent  spring  c,  the  free  end  of  which  normally  bears 
against  the  point  of  a  screw,  A,  passing  through  a  piece 
of  ebonite.  This  screw  is  connected  with  the  electro- 
magnet of  the  annunciator  corresponding  to  this  plug- 
hole, the  other  end  of  the  electro- magnet  being  con- 
nected to  earth.  As  long  as  no  plug  is  inserted  in  the 
plug-hole,  the  annunciator  is  included  in  the  circuit  of 
the  subscriber,  the  circuit  from  the  line  being  through 
the  spring  c  and  screw  k.  But  when  a  plug  is  inserted 
in  the  hole,  the  spring  is  disconnected  from   contact 


Fig.  187. 

A,  while  the  plug  itself  forms  a  contact  with  the  spring, 
and  consequently  with  the  line  wire  connected  at  /,  g. 
By  means  of  the  connecting  cord  attached  to  the  plugs, 
the  line  may  be  connected  to  another  line  by  inserting  a 
plug  into  the  switch-hole  corresponding  to  the  line  in 
question,  provided  the  two  plugs  are  connected  together. 
The  contact  keys  (Fig.  185)  are  merely  of  the  ordinary 
form,  and  need  no  special  description.  Those  in  the  row 
of  five  keys,  simply  make  contact  between  two  points 
which  otherwise  would  be  insulated,  whilst  the  keys  of 
the  other  row  act  like  telegraphic  manipulators,  by 
interrupting  one  circuit  in  order  to  establish  another. 
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The  parts  A  and  B  (Fig.  185)  are  completely  inde- 
pendent of  the  parts  C  and  D  of  the  switchboard  ;  but 
in  these  two  latter  parts  there  are  five  systems,  each 
forming  a  complete  and  distinct  whole,  quite  independent 
of  the  others.  Each  system  comprises  one  of  the  annun- 
ciators of  C,  the  two  plugs  which  are  nearest  to  this 


&Mpi 


Fig.  188. 

annunciator,  the  two  contact  keys  immediately  in  front, 
and  the  single  contact  key  behind  and  between  them. 

1 5  3.  In  order  to  explain  the  operation  of  a  switchboard  of 
fifty  subscribers,  we  will  take  any  two  subscribers  wishing 
to  communicate  with  one  another.  Let  w^and  n^  (Fig.  1 88) 
be  the  subscribers'  lines,  w,  and  «t  their  respective  switch- 
holes,  m,  n  the  coils  of  the  corresponding  annunciators, 


Digitized  by  VjOOQIC 


28o  THE  TELEPHOI^^. 

a  any  one  of  the  annunciators  in  part  C,  c  and  d  the 
plugs  resting  in  front  of  this  annunciator,  and  b,  e  and 
/* the  contact  keys  belonging  to  this  system;  T  is  the 
telephone  belonging  to  the  switchboard,  g  a  battery 
for  ringing  up  the  subscribers.  Key  b  is,  therefore, 
the  telephone  key;  the  others  are  for  calling.  It  is 
easy  to  follow  the  path  of  the  current  for  each  posi- 
tion of  the  movable  pieces.  Let  us  suppose  m,  to  have 
sent  a  current.  Disc  m  falls,  the  central  station  places 
the  plug  c  into  the  plug-hole  m^  At  this  moment  all 
communication  of  the  subscriber  m^  with  the  central 
station  is  interrupted,  but  it  suffices  to  press  the  key  b 
to  communicate  by  telephone  T  with  m^.  The  operator 
announces  his  attendance  by  the  word  *' Voild'*  (I  am 
here).  The  subscriber  m^  expresses  his  wish  to  com- 
municate with  Hz,  The  operator  places  the  plug  d  into 
hole  «a  and  presses  the  key  /,  thus  calling  the  sub- 
scriber «8.  A  moment  after  the  operator  presses  the 
key  b  to  find  out  whether  n^  is  in  attendance.  If  he  is, 
the  two  subscribers  are  placed  in  communication  with- 
out any  further  operation.  In  case  n^  does  not  reply, 
the  operator  presses  a  second  time  the  key/,  and  listens 
again.  As  soon  as  the  called  subscriber  has  answered, 
communication  with  the  caller  is  established  through 
the  annunciator  a.  When  one  of  the  two  subscribers 
gives  the  signal  of  the  end  of  the  conversation,  the 
annunciator  falls,  indicating  thereby  that  the  plugs  c 
and  d  ought  to  be  withdrawn.  At  vti  and  «i  is  shown 
the  circuit  for  the  night  call.  The  bell  and  battery,  with 
the  pole-changer,  are  joined  up  between  s  and  earth. 
When  in  a  central  station  the  switchboards  exceed 
a  certain  number,  two  subscribers  can  no  longer  be 
directly  connected.     Means  for  connecting  the  different 
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switchboards  with  one  another  must  be  adopted  for  this 
purpose.  On  the  right-hand  side  of  part  B  (Fig.  185) 
will  be  noticed  ten  marginal  plug-holes,  numbered 
one  to  ten,  and  all  the  holes  of  the  same  number  in  all 
the  switchboards  are  connected  together  by  conductors. 
Consequently,  in  order  to  connect  two  switchboards 
together,  it  is  only  necessary  to  insert  a  plug  into  the 
same  number  at  both  switchboards.  Let  us  suppose, 
for  instance,  that  subscriber  27  wishes  to  speak  to  752. 
At  the  first  switchboard,  which  contains  the  numbers 
I  to  50,  two  plugs  of  a  pair  are  inserted,  one  into 
plug-hole  27  and  the  other  into  the  marginal 
plug-hole  I.  At  the  switchboard,  which  contains  the 
numbers  75 1  to  800  a  similar  operation  is  performed 
with  regard  to  the  plug-hole  752,  and  the  marginal  hole 
I.  Communication  is  now  made,  but  four  plugs,  six  con- 
tact keys,  and  two  annunciators  are  engaged.  In  order 
to  simplify  the  proceedings,  one  cord  with  two  plugs 
is  used  at  the  called  subscriber's  board.  The  effect 
is  the  same  as  if  the  two  subscribers  were  on  the 
switchboard  containing  the  numbers  i  to  50.  The  number 
of  marginal  plug-holes  might  easily  be  increased,  but 
practice  has  shown  that  ten  simultaneous  communications 
are  sufficient  to  satisfy  all  requirements. 

154.  Two  call  systems  were  originally  used  in  Switzer- 
land. At  Bale,  direct  battery  currents  were  at  first 
employed,  whilst  at  all  other  stations  alternating 
currents  were  used.  These  alternating  currents  are 
produced  by  a  special  automatic  apparatus  shown  in 
Fig.  189.  At  the  top  will  be  seen  a  strong  magnet,  to 
which  is  attached  a  pendulum.  This  latter  is  set  in 
motion  by  two  bobbins  of  a  polarised  electro-magnet,  the 
cores  of  which  show   the  $ame  polarity,  whilst   the 
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pendulum  is  of  opposite  sense.  On  a  plate  are  mounted 
two  systems  of  contacts ;  one  of  these  regulates  the 
oscillations  of  the  pendulum,  whilst  the  other  serves 
for  the  reversal  of  the  current.  Fig.  190  illustrates  the 
principle  of  the  apparatus  :  d  and  e  are  vertical  sections 
of  the  pendulum  close  to  the  two  contacts.  The  battery 
current  passes  from   the  terminal  b  to  the  bobbin   1, 


Fro.  189. 


Fig.  190. 


through  the  spring  /,  and  the  rigid  piece  A,  and  thence 
by  a  to  the  battery  c.  Bobbin  /  thus  attracts  the 
pendulum  rod,  and,  in  consequence  of  this  attraction, 
d  breaks  contact  between  /  and  A,  and  establishes 
a  new  contact  between  g  and  //.  The  current  now  passes 
through  bobbin  ^,  and  the  pendulum  again  takes  up  the 
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position  represented  in  the  sketch,  to  continue  its  oscil- 
lations in  the  manner  described.  The  battery  c  should 
consist  of  two  constant  cells. 

Section  e  of  the  pendulum  shows  the  variations  of 
contact  which  occur  at  the  springs  u  and  n.  When  the 
pendulum  swings  to  the  right,  the  rigid  piece  r  makes 
contact  with  the  spring  u,  and  the  rod  with  the  spring  n. 
The  positive  current  starting  from  pole  t  of  battery  q 
passes  through  w,  «,  rod  ^,and  terminal  0  ;  and  the  nega- 
tive current  starting  from  s  goes  to  spring  «,  piece  r,  and 
terminal  z/,  and  thence  to  earth*  In  the  opposite  position 
of  the  rod  the  negative  current  arrives  through  /, 
^i  ^y  o,py  and  the  positive  current  goes  to  earth  through 
fnAfiy  r,  V.  The  battery  q  consists  of  Lechanch^ 
cells,  whose  number  depends  on  the  extension  of  the 
network. 

The  telephone  apparatus  used  by  each  operator  in  the 
central  office  requires  no  special  description.  It  consists 
of  a  transmitter  supported  at  a  height  convenient  to 
the  operator's  mouth,  and  above  this  is  a  supporting 
device  for  the  receiver,  which  is  so  disposed  that  it 
permits  a  large  range  of  motion,  to  adapt  it  to  any 
position  preferred  by  the  operator. 


INTERMEDIATE  OFFICES, 

155.  It  often  happens  that  the  subscriber  wishes  to 
be  in  communication  with  the  central  station,  and  at  the 
same  time  with  some  other  part  of  the  town.  This  is  the 
case,  for  instance,  of  a  merchant  whose  house  is  at  some 
distance  from  his  office,  and  who  wishes  to  communicate 
from  one  to  the  other,  and  also  from  either  with  the 
central  station.     This  is  done  by  extending,  as  far  as 
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the  house,  the  line  connecting  the  Central  station  with 
the  office,  or  vke  versd,  and  thus  obtaining  two  stations 
worked  by  one  line. 

.  The  Swiss  Telephone  Administration  encourages  such 
arrangements  by  reducing  the  amount  of  the  subscrip- 
tion, and  it  is  highly  appreciated  by  the  public,  and 
extensively  employed. 


Fig.  191. 


Fig.  192, 


In  order  to  work  this  system,  it  is,  above  all,  neces- 
sary that  the  different  calls  should  be  entirely  indepen- 
dent of  another,  and  that  there  should  be  no  possibility 
of  a  wrong  call  being  made  at  either  station. 

The  apparatus  designed  for  this  purpose  by  Mr. 
Rothen,  assistant  director  of  the  Swiss  Telegraphs,  is 
shown  in  Figs.  191  and  192.    The  box  is  placed  near  thct 
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telephone  apparatus  proper.  Below  the  six  terminals, 
which  will  be  seen  on  the  top,  are  two  annunciators 
similar  in  every  respect  to  those  described  in  §  152. 
Beneath  the  two  annunciators  is  a  disc  with  a  pointer, 
which  can  occupy  three  different  positions — D,  i,  and  II. 


Fig.  193. 

When  the  pointer  is  placed  vertically  on  I,  the  central 
station  can  call  the  intermediate  station,  and  vice  versd 
If  in  this  position  the  distant  station  calls  the  inter- 
mediate station,  the  annunciator  on  the  right  falls,  and 
rings  a  special  bell.     The  intermediate  station,  by  moving 
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the  pointer  to  ll,  reverses  theconneCt/Q„^  and  enters  into 
communication  with  the  distant  station.  Now,  if  the 
central  station  calls,  it  is  again  the  annunciator  on  the 
right  which  drops,  and  the  special  call  bell  rings.  Tha 
operations  at  the  intermediate  station  are,  therefore,  very- 
simple.  If  the  call  bell  of  the  telephone  apparatus  rings, 
the  call  is  treated  like  any  ordinary  one  from  the  central 
station  ;  if,  on  the  other  hand,  the  annunciator  on  the 
right  drops,  and  the  special  call  bell  rings,  the  pointer  is 
moved  to  that  one  of  the  two  positions  I  and  ll  which  it 
had  not  formerly  occupied,  whatever  may  have  been  its 
preliminary  position. 

If  the  distant  station  wishes  to  be  placed  in  direct 
communication  with  the  central  station,  the  intermediate 

station  places  the  pointer  to 
D,  and  this  completely  cuts 
out  the  apparatus  of  the 
intermediate  station,  with 
the  exception  of  the  annun- 
ciator on  the  left,  which  is 
made  to  drop  by  a  current 
sent  at  the  conclusion  of  the 
conversation. 

Fig-  193  gives  a  view  of 
the  back  of  the  switch,  and 
Fig.  194  a  cross  section. 

F^g-  19s  is  a  diagram 
showing  all  the  internal 
connections  of  the  apparatus. 
The  pointer  is  behind  the 
disc,  in  communication  with 
two  contact  springs,  a  and 
b^  insulated  from   one  another.     These   springs  slide 


Fig.  195. 
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over  six  segments—^,  rf,  g^  h^  i  and  m — in  such  order 
that,  if  the  spring  a  touches  c^  d  or  g^  the  spring 
b  touches  w,  %  or  A.  D  and  I,  II  are  the  two  annun- 
ciators, below  which  are  shown  the  springs  and  contact 
points  which  close  the  local  circuit  of  the  call  bell, 
which   circuit   is    completed  through   the  terminals  S 


Fig.  196. 


and  P.  Supposing  the  pointer  has  the  position  indicated 
in  the  sketch.  A  current  entering  through  terminal  I 
passes  through  a^  rf,  //,  to  terminal  T,  and  thence  goes  to 
the  telephone  apparatus  ;  and  a  current  entering  through 
terminal  II  passes  through^,  i,g,  the  electro- magnet  I  II, 
and  thence  through  terminal  le  to  earth.    By  moving 
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the  two  springs  a  and  b  to  the  5eg-/jjents  g  and  A,  the 
connections  are  reversed,  as  will  easily  be  seen  by 
reference  to  the  sketch.  When  the  pointer  is  moved 
to  the  position  c  nty  the  current  entering  through  I  passes 
through  a,  c^  the  electro-magnet  D,  and  thence  through 
m  and  b^  to  line  II,  The  annunciator  disc  at  the 
intermediate  station  must  immediately  after  dropping 
be  replaced  in  its  original  position,  for  the  bell  continues 
ringing  as  long  as  the  disc  is  down. 

1 56.  A  slight  modification  of  the  arrangement  given 
above  permits  the  employment  of  a  magneto  alternating 
current  call   bell,  which  no  longer  requires  a  battery. 


Fig.  197. 
and  rings  only  during  the  time  of  turning  the  winch- 
handle  at  the  calling  station. 

If  it  is  desired  that  the  intermediate  station  shall 
be  able  to  listen  to  the  conversation  of  the  distant 
and  the  central  station,  a  five-way  switch  is  used,  a 
diagram  of  whose  connections  is  given  in  Fig.  196,  and 
a  sketch  of  part  of  the  disc  and  the  pointer  in  Fig.  197. 

SUB-EXCHANGES. 

157.  Sometimes  a  subscriber  of  the  central  station 
wishes  to  correspond  from  his  office  directly  in  various 
directions.    This  would  be  the  case  with  a  tradesman 
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having  several  branches  in  the  same  town,  and  wishing 
to  connect  his  head  office  with  the  central  station  and 
with  all  the  branches. 


■A-^^3   fl  JS  ^  W  i<  B  «  A  flif, 


Fig.  198. 

The  head  office  in  this  case  would  become  a  sort  of 
secondary  central  station,  whence  the  wires  radiate  in 
different  directions.    The  accessory  apparatus  then  takes 

U 
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the  form  of  a  switchboard,  havingr  ^s  many  numbers  as 
there  are  outgoing  wires. 

Fig.  198  gives  a  perspective  of  an  apparatus  intended 
for  the  connection  of  ten  stations  with  an  intermediate 
station.  On  the  top  of  the  board  are  fifteen  terminals, 
of  which  one  leads  to  the  apparatus  of  the  intermediate 
station,  another  to  the  spring  with  which  the  automatic 
switch  is  in  contact  when  the  receiver  is  suspended, 
a  third  to  earth,  two  to  the  call-bell  and  the  local 
battery,  and  the  ten  remaining  ones  to  the  ten 
telephone  stations  communicating  with  the  inter- 
mediate one.  On  the  board  are  ten  annunciator 
drops  in  two  rows  of  five,  and  beneath  these  two  clear- 
ing-out drops  for  the  end  of  conversation.  Then 
come  three  switches  on  the  same  horizontal  line.  The 
centre  switch,  with  a  large  button,  has  three  positions  : 
the  left,  the  right,  and  the  vertical.  The  two  switches 
on  either  side  have  two  positions  each :  a  horizontal 
and  an  oblique  one.  Beneath  these  switches  are  ten 
plugholes  corresponding  to  the  ten  annunciator  drops. 
Two  pairs  of  cords  suspended  from  the  lower  end  of  the 
board  and  terminating  in  plugs  complete  the  arrange- 
ment. When  all  is  at  rest,  the  annunciators  are  up,  the 
side  switches  are  in  their  horizontal  position,  the 
central  switch  is  to  right  or  left,  the  four  cords  hang- 
ing down.  The  position  represented  in  Fig.  198  indicates 
the  establishment  of  communication  between  the  stations 
Nos.  4  and  7,  at  the  same  time  enabling  the  interme- 
diate to  ascertain  that  the  two  stations  can  converse 
together. 

158,  If  a  network  is  so  large  that  the  number  of  wires 
can  no  longer  be  accommodated  in  one  central  station, 
500  to  800  wires  are  laid  underground  to  a  convenient 
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spot  at  some  distance  from  the  central  station,  and  thence 
radiate  from  a  sort  of  tower  (called  a  dummy  station) 
to  the  neighbourhood.  For  the  connection  of  these 
telephone  towers  with  the  central  station,  so-called  anti- 
induction  cables   are  used. 


Telegrams  and  Messages  transmitted  by  Teleplione. 

159.  Upon  making  a  written  application  to  the  central 
telephone  station,  or  the  central  telegraph  office,  every 
subscriber  may  be  authorised  to  use  his  apparatus  for 
sending  and  receiving  his  telegrams.  The  central 
telegraph  office  in  this  case  opens  an  account  with  the 
subscriber,  which  he  is  obliged  to  settle  every  month. 

An  additional  charge  of  ten  centimes  (one  penny)  is 
made  to  the  customary  charge  for  each  telegram  so  sent 
or  received. 

Arriving  telegrams  transmitted  by  telephone  are  still 
subsequently  delivered  by  messenger  if  the  subscriber 
lives  within  the  radius  for  free  delivery  (one  kilometre). 
If  he  is  outside  this  radius  they  are  posted,  unless  the 
subscriber  desires  their  delivery  by  special  messenger. 

Subscribers  can  also  send  messages  to  non-subscribers. 
The  charge  is  ten  centimes  fixed,  plus  one  centime  per 
word,  the  whole  sum  always  to  be  made  up  to  a  mul- 
tiple of  five.  If  the  messenger  has  to  deliver  the 
message  within  the  radius,  but  outside  the  hours  of 
delivery,  one  franc  extra  is  charged. 

Non-subscribers  can  send  messages  to  subscribers  at 
the  same  charge  (ten  centimes  fixed  and  one  centime 
per  word)  by  sending  their  messages  in  writing  to  the 
central  telegraph  office. 
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Telegrams  and  messages  transmitt^^^y^gjgpjjQj^gj^^g^ 
be  either  in  French  or  German  ;  they  must  be  dictated 
slowly,  and  with  a  pause  between  every  three  or  four 
words. 

Rental  Cliarges. 

The  annual  subscription  for  subscribers  of  the  same 
network  is  1 50  francs  (j£6\  an  amount  which  compares 
favourably  with  the  ;^20  charged  by  the  United  Tele- 
phone Company  in  London,  and  the  ;£'i2  charged  by  the 
Lancashire  and  Cheshire  Company,  and  is,  in  fact, 
lower  than  the  subscription  of  nearly  all  the  telephone 
companies  both  in  Europe  and  all  over  the  globe.  For 
Government  and  parochial  buildings,  as  well  as  for 
benevolent  institutions,  this  amount  is  reduced  to  100 
francs  (;£"4). 

For  branch  connections  the  subscription  is  170 
francs  for  the  first  branch,  and  100  francs  for  each 
additional  branch  in  connection  with  the  central  office. 
A  further  reduction  of  20  francs  for  each  branch  is  made 
if  the  distance  between  the  individual  branches  does  not 
exceed  500  metres. 

Public  Telephone  Stations,    Charges, 
I. —  Withiit  the  System, 
(a).  Conversations : — 

A  subscriber  speaking  with  another  subscriber  pays 
five  centimes  for  each  five  minutes,  or  fraction  of  five 
minutes,  conversation. 

A  non-subscriber  talking  with  a  subscriber  pays  ten 
centimes  for  five  minutes,  or  fraction  of  five  minutes, 
conversation. 
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{p).    Messages  (telegrams)  i — 

A  message  pays  twenty  centimes  fixed,  and  one 
centime  per  word. 

II. — Between  different  Systems. 

Only  subscribers  are  allowed  to  speak.  Thirty 
centimes  are  charged  for  a  conversation  of  five  minutes, 
or  fraction  of  five  minutes. 


Testing  Batteries. 

1 60.  In  order  to  facilitate  the  testing  of  the  batteries, 
which  are  often  the  cause  of  imperfect  working  of  the 
apparatus,  M.  Rothen  has  constructed  a  special  so-called 


Fig,  199. 

battery  galvanometer^  represented  in  projection  in  Fig. 
199,  and  in  perspective  in  Fig,  200.  The  needle  is  in  the 
centre  of  a  flat  helix  a  (Fig.  200),  composed  of  two  kinds 
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of  wire:  the  one  very  thick,  practically  vvithout  resistance, 
which  passes  once  round  the  needle  ;  and  the  other  a  fine 
wire,  having  i,ooo  convolutions.  The  wires  coming  from 
the  battery  element  to  be  tested  are  fixed  to  the  terminals 
b  and  c.  The  plug  d  acts  as  a  pole-changer ;  that  is 
to  say,  that  in  one  position  of  the  plug  the  current 
passes  through  the  helix  in  one  direction,  and,  if  the 
plug  IS  moved  through  an  angle  of  90",  it  passes  in  the 
opposite  direction.     The  other  plug  e  serves  to  close 


Fig.  200. 

the  circuit.  By  inserting  it  into  the  hole  marked  F.E 
the  electro-motive  force  of  the  element  is  measured, 
whilst  by  inserting  it  into  R,  its  internal  resistance  is 
determined.  These  methods  are  based  on  the  following 
arrangement :  At  F.E  the  i  ,000  convolutions  are  placed  in 
circuit ;  but  on  simply  allowing  the  current  to  traverse 
these  1,000  convolutions,  the  needle  would  be  suddenly 
deflected  to  nearly  90^.     In  order  to  avoid  this  sudden 
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deflection,  a  supplementary  high  resistance  coil  is 
added  to  the  galvanometer,  shown  at  //  in  Fig.  199,  and 
placed  parallel  to  the  plane  of  oscillation  of  the  needle. 
This  is  connected  with  the  coil  of  1,000  convolutions 
in  such  a  way  that  every  current  which  passes  through 
the  latter  must  also  traverse  the  auxiliary  coil,  whose 
resistance  is  therefore  added  to  it.  The  auxiliary  coil 
receives  a  resistance  of  such  magnitude  that  the  current 
of  a  good  Leclanche  element,  passing  through  it  and 
the  coil  of  1,000  convolutions,  deflects  the  galvanometer 
needle  by  about  45^.  In  taking  this  measurement  the 
internal  resistance  of  the  element  can  be  neglected  in 
view  of  the  resistance  of  the  galvanometer.  Each 
battery  galvanometer  is  carefully  calibrated  before  being 
used,  and  the  result  is  marked  inside  the  cover  of  the  case. 
In  the  same  way  the  deflections  are  determined  by 
inserting  the  plug  in  the  hole  marked  R,  and  employing 
a  normal  element,  whose  internal  resistance  is  75  ohm  ; 
this  figure,  too,  is  marked  inside  the  cover.  To  test  an 
element  with  a  galvanometer  thus  calibrated,  the  plug 
is  first  inserted  at  R.  If  the  deflection  reaches,  more  or 
less,  the  normals  for  R,  inscribed  on  the  cover,  everything 
is  in  order ;  the  E.M.F.  and  resistance  are  normal ;  but 
when  the  deflection  is  sensibly  weaker  the  plug  is 
inserted  at  F.E.  If,  under  this  new  condition,  the 
deflection  reaches  the  normals,  the  E.M.F.  is  good,  but 
the  internal  resistance  is  too  high ;  if,  on  the  contrar}% 
the  deflection  is  too  feeble,  it  is  the  E.M.F.  which  is 
wrong. 

The  following  Table  will  give  some  idea  of  the 
present  extent  of  telephonic  communication  in 
Switzerland  : — 
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A  number  of  new  lines  have  been  added  since,  amongst 
which  are  Colombin  and  Burgdorf,  belonging  to  the 
Berne  group  ;  Auran,  belonging  to  Zurich  ;  Glarus,  an 
independent  line,  and  several  others.  The  Van  Ryssel- 
berghe  system,  which  will  be  described  in  a  subsequent 
chapter,  has  been  adopted  between  Geneva,  Nyoa, 
Morges,  Lausanne,  ^nd  Vevey,  between  Zurich  and 
Mannedorf,  and  lately  also  between  B&le  and  Zurich. 
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CHAPTER  XVIII. 

TELEPHONE     EXCHANGES. 
(a),— THE  LAW  SYSTEM. 

i6i.  This  system,   invented  by  Mr.   Frank   Shaw, 
engineer  of  the   Law  Telegraph   Co.,   of   New  York, 


operates  exchange  systems  in  New  York  and  Brooklyn, 
and  its  central  offices  are  connected  by  trunk  wires 
with  those  of  the  Metropolitan  Telephone  and  Tele- 
graph Co.,  thus  enabling  the  subscribers  of  the  two 
companies  to   inter-communicate. 
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The  telephone  instruments  used  by  the  Law  Telegraph 
Co.  are  the  Blake  transmitter  and  the  Bell  receiver. 

As  in  all  other  systems  used  in  New  York,  each  sub- 
scriber is  connected  with  the  central  office  by  a  single  wire. 

At  the  central  office  their  lines  end  in  flexible  cords, 
provided  with  metallic  pegs,  which  arc  arranged  in  the 
centre  of  the  communication  table. 


CALL  WlR£ 


CALL   WIR^ 


] 'TO    CENTRAL     STATlOtM 


'Earth 


Fig    202. 


The  characteristic  part  of  this  system  consists  in  the 
employment  of  a  special  wire  c,  Fig.  201  (known  as  the 
"  calling  wire "),  which  joins  a  certain  number  of  sub- 
scribers (generally  one  hundred  and  thirty),  and,  after 
having  passed  through  the  apparatus  placed  in  the 
nctv/ork,  returns  to  the  central  office  telephone,  M,  where 
an  operator  is  always  listening. 

When  one  of  the  subscribers  wishes  to  call,  he  intro- 
duces his  telephone  on  the  wire  c,  and  then  he  can 
correspond  directly  with    the   exchange  telephone   M, 
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is  always    held      to   the  ear    of    the 


whose    receiver 
operator. 

It  is  understood  that  the  subscriber,  in  order  to  call 
has  only  to  give  his  number  and  that  of  the  subscriber 
with  whom  he  wants  to  speak. 

The  operator  then  takes  the  peg  of  the  required  num- 
ber, presses  it  against  a  plate  connected  with  the  battery 
and  thus  rings  the  bell  of  the  called  subscriber. 


CALL  wiikr 


r-^S BEi^   ,651^ 


TO    CENTnAt    ^T? 


Fig.  203. 

He  then  inserts  the  two  pegs  into  a  metallic  bar, 
and  the  two  subscribers  are  in  communication. 

When  the  conversation  is  finished,  the  two  subscribers 
put  themselves  again  on  the  calling  wire  C,  and  request 
the  operator  to  break  the  connection.  It  will  be  seen 
that  in  this  system  the  indicators  are  altogether  omitted. 
The  operator  has  a  telephone  fixed  to  his  ear  by  a  spring 
surrounding  his  head,  and  he  constantly  listens  to  the 
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directions  given  on  the  calling  wire.  His  two  hands 
are  free  to  make  switch-connections.  One  operator 
generally  attends  to  from  one  hundred  to  one  hundred 
and  thirty  subscribers.  Of 
course,  to  render  the  service 
efficient,  the  operator  must  be 
a  trained  person,  who  does  not 
confound  the  numerous  and 
simultaneous  calls. 

Another  characteristic  feature 
of  this  exchange  is  a  special 
switch,  which  serves  for  putting 
the  telephone  on  the  calling 
wire. 

The  connections  of  this 
switch  are  shov/n  in  Figs.*  202 
and  203. 

Fig.  202  gives  the  connec- 
tions in  the  normal  position. 
The  wire  coming  from  the 
exchange  passes  through  the 
switch  of  the  telephone  (which 
short-circuits  the  telephone), 
the  call  bell,  and  then  goes  to 
earth.*  A  current  sent  from  the 
exchange,  therefore,  rings  the 
bell.  The  calling  wire  passes 
directly  through  the  station. 

Fig.  203  represents  the  posi- 
tion of  the  switch  when  the  subscriber  wishes  to  call 
the  exchange. 

In  this  case  the  subscriber's  line  is  out  of  circuit,  and 
the  telephone  is  put  on  the  calling  wire. 


Fig.  204. 
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As  we  have  mentioned,  the  stlOscr/bcrs'  lines  end  at 
the  central  office  in  a  flexible  cord,  terminating  in  a 
metallic  peg.  In  the  centre  of  the  communication  table 
copper  tubes  (Fig.  204)  are  fixed,  which  are  insulated 
from  one  another.  The  line  wires  are  joined  to  the 
mass  of  these  tubes,  and  the  cord,  provided  with  a 
counter-weight,  is  placed  entirely  inside  the  tube, 
contact  being  made  by  a  spring  rubbing  against  the 
side  of  the  tube. 

Lately  the  Law  Telephone  Co.  have  introduced 
switches  on  the  "  multiple "  system,  by  which  an 
operator  can  put  one  subscriber  through  to  any  other 
without  having  recourse  to  any  intermediary.  These 
are  similar  in  principle  to  the  Western  Electric  Co.'s 
multiple  switchboard,  which  will  be  subsequently  de- 
scribed. 

(b).—THE  MANN  SYSTEM.* 
162.  This  system  is  a  modification  of  the  Law  system, 
and  has  been  successfully  worked  for  the  last  five  years 
in  the  Dundee  district  by  the  National  Telephone  Co. 
It  has  just  been  shown  that  in  the  Law  system 
each  subscriber,  in  addition  to  having  a  direct 
wire  to  the  exchange,  has  the  power,  by  pushing 
a  switch,  to  loop  his  instrument  into  a  common  wire 
which,  starting  from  the  exchange,  goes  from  office 
to  office,  and  finally  is  brought  back  to  the  exchange, 
after  making  connection  with  several  subscribers'  in- 
struments. But  this  long  loop  wire  into  which  the 
subscribers  have  to  switch  their  instruments  is  found- 
in  practice,  to  be  liable  to  interruptions   from   various 

•  •*  Engineering,"  25tli  March,  1887. 
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causes ;  and  as  no  other  means  for  corresponding  with 
the  exchange  is  provided,  its  failure  necessitates  a  suspen- 
sion of  service,  which  is  sometimes  of  many  hours' 
duration.  The  breaking  of  the  calling  wire,  or  a  dis- 
connection of  any  one  of  the  numerous  instruments 
through  which  it  passes,  breaks  down  the  whole  system 
on  that  calling  wire. 

The  Dundee  system  is  free  from   these   objections, 


Fig.  205. 

while  all  the  advantages  of  the  "Law"  method  are 
retained.  Each  subscriber  is  on  the  calling  wire;  and 
he  is,  in  addition,  provided  with  an  ordinary  shutter 
indicator,  which  is  intended  for  use  only  in  the  event  of 
the  operator's  wire  failing.  The  calling  wire  does  not 
make  the  circuit  of  all  the  subscribers'  offices,  but  starts 
from  the  exchange,  as  nearly  as  possible,  mid-way 
amongst  the  group  of,  say,  from  fifty  to  ninety  offices 
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which  it  is  intended  to  serve.  It  h  not  led  back  to  the 
exchange,  but  terminates  abruptly  at  any  convenient 
point  at  any  distance  from  the  exchange.  Into  each 
subscriber's  office,  to  the  right  and  left  of  this  calling 
wire,  a  branch  or  spur  is  taken  which  is  connected  to 
the  bottom  contact  of  a  key  switch  attached  to  the 
subscriber's  instrument. 

This  switch  is  represented  in  Fig.  205.  The  lever  of 
the  key  is  connected  permanently  to  earth  through  the 
instrument,  and  the  upper  contact  to  the  subscriber's 
main  line  to  the  exchange.  The  lever  is  kept  against 
the  upper  contact  by  means  of  a  spiral  spring,  so  that 
the  instrument  is  normally  connected  to  the  main 
exchange  wire. 

The  ordinary  working  is  as  in  the  Law  system.  At 
the  exchange  an  operator  is  allotted  to  each  group  of 
from  fifty  to  ninety  subscribers,  who  listens  continually 
at  a  telephone  joined  to  the  operator's  or  calling  wire 
of  that  group.  It  follows  that  the  subscriber,  on  pressing 
his  key,  finds  himself  at  once  in  communication  with 
the  operator,  and  has  only,  without  any  preliminary 
signal  or  call,  to  mention  his  own  number  and  that 
of  the  person  whom  he  wants.  For  instance.  No.  25 
desiring  to  speak  to  No.  600,  would  press  his  key  and  say: 
"  25  to  600."  The  operator  acknowledges  the  order  by  a 
word,  and  immediately  makes  the  connection.  No.  25 
then  allows  his  key  to  rise,  turns  the  crank  of  his  magneto, 
and  rings  the  bell  of  No.  600.  Supposing  that  no  imme- 
diate response  is  obtained,  he  can,  by  again  pressing 
his  key,  inquire  of  the  operator  if  the  connection  has 
been  properly  made,  or  ask  any  other  question  that  may 
be  thought  necessary.  After  finishing  his  conversation. 
No.  25  presses  his  key  again,  and  says  to  the  operator; 
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"25  off;"  or,  if  he  wants  another  subscriber :  "  25  to  92." 
In  the  first  case,  the  operator  simply  removes  the  cord 
connecting  25  to  600;  in  the  second,  he  takes  one 
end  of  the  cord  and  transfers  it  to  92.  It  is  frequently 
the  case  that  two,  three,  or  even  four  subscribers  press 
their  keys  simultaneously,  but  the  necessary  communi- 
cation to  the  operator,  consisting,  as  it  generally  does,  of 
only  two  or  three  words,  occupies  such  a  very  short  space 


,-t|i|i|i 


^  Fig,  206. 

of  time  that  no  trouble  is  experienced,  the  subscribers  hav- 
ing got  into  the  habit  of  waiting  a  few  seconds  if  they 
find,  on  pressing  the  key,  that  somebody  else  is  speaking. 
163.  If  an  accident  has  happened  to  the  calling  wire, 
the  subscriber  discovers  the  fact  immediately,  for,  on 
pressing  the  key,  he  does  not  obtain  any  reply  from  the 
exchange.  In  such  a  case,  there  being  an  indicator  on 
his  own  main  line  at  the  exchange,  he  can  signal  on  that 

X 
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by  means  of  his  magneto,  and  the  ^erwxct  is  conducted 
on  the  ordinary  plan  until  the  fault  has  been  rectified. 

The  operator  ceases  to  listen  continually  after  9.30  p.m., 
when  the  calls  from  the  subscribers  become  less  frequent. 
After  that  hour,  until  8  a.m.,  a  battery  and  a  bell  are 
switched  into  each  calling  line  at  the  exchange,  as  shown 
in  Fig.  206,  so  that  the  pressing  of  any  subscriber's  key 


K^ 


CXCHANOC 

Fig.  207. 
at  once  "earths"  the  line  and  causes  the  bell  to  ring. 
So  long  as  none  of  the  keys  are  pressed  the  operator's 
line  is  insulated  from  the  earth  at  every  point  except  at  the 
exchange,  so  that  no  current  flows  until  a  key  is  depressed. 
In  Figs.  207  and  208  there  is  a  representation  of  a  group 
of  subscribers*  offices  (represented  by  small  circles)  con- 
nected on  the  Mann  and  the  Law  systems  respectively. 
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These  do  not  show  the  direct  main  line  to  the  exchange 
which  each  subscriber  has  in  practice,  but  only  the  calling 
wires.  On  comparing  the  two  it  will  be  readily  seen 
that,  whereas,  on  the  Law  system  a  fault  at  any  office,  or 
on  the  calling  wire  itself,  breaks  down  the  whole  group, 
under  the  Mann  system  a  fault  at  one  office  may  break 
down  only  that  office,  or  that  and  a  few  others  ;  and  even 


CXCHANOC. 

Fig.  208. 
a  fault  on  the  main  calling  wire  will  break  down  only 
part  of  the  group. 

Experience  proves  that  the  indicators  which  have 
hitherto  been  inserted  in  every  subscriber's  line,  are  not 
really  necessary  for  reliable  working,  for,  since  the  system 
was  first  introduced  at  Dundee  in  1882,  it  has  never  been 
found  necessary  to  make  use  of  them.    Their  removal 
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leads  also  to  the  removal  of  the  batteries  for  working 
them  at  the  subscribers*  offices,  and  so  a  considerable 
reduction  in  the  cost  of  installation  and  of  maintenance 
is  the  result. 


lint 
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Fig.  211. 
164.  The    switches    now    used    at-  the    subscribers' 
instruments- are  the  design  of  Mr.  Miller,  of  the  National 
Telephone  Company's   Exchange  at  Dundee.      They 
are  shown  in  Figs.  209  and  2io. 
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The  right-hand  switch,  c,  is  held  in  its  normal  posi- 
tion (Fig,  209)  by  a  spring,  and  the  left-hand  switch,  T, 
is  normally  held  in  position  by  the  weight  of  the  tele- 
phone receiver  when  not  in  use.  The  second  positions 
are  shown  in  Fig.  210.  In  its  normal  position  C  connects 
the  instruments  to  the  subscriber's  line,  and  when  it  is 
turned  to  the  position  shown  in  Fig.  210  the  subscriber's 
instruments  are  connected  to  the  circuit  wire.  The 
switch  T  simply  places  the  calling  or  the  speaking  parts 
in  the  circuit  in  the  usual  way. 

At  the  exchange,  a  strip  of  brass  is  placed  just  clear 
of  the  springs,  in  front  of  the  rows  of  switch  holes,  as 
shown  at  ^,  Fig.  211.  All  these  strips  are  connected 
to  a  magneto-generator,  the  other  side  of  which  is  joined 
to  earth,  and  which  is  kept  constantly  working  by  means 
of  a  small  turbine.  Each  of  the  pegs  for  putting  the 
subscribers  into  communication  is  tipped  with  a  piece 
of  brass  insulated  from  the  connection  plate  of  the  peg 
(p,  Fig.  211).  If,  now,  the  peg  be  partly  inserted,  as 
shown  at  r,  the  generator  will  send  a  current  to  the 
line  and  so  ring  the  subscriber  s  bell,  and  then  when  the 
peg  is  pushed  home,  as  at  //,  the  usual  connection 
for  putting  through  is  made. 

The  whole  operation  of  obtaining  communication 
is  effected  as  follows ;  —  Subscriber  A  places  himself 
on  the  circuit  wire  by  holding  switch  c  in  the  position 
shown  in  Fig.  210,  and  then,  lifting  off  his  telephone 
receiver,  simply  says,  "  A  through  to  B."  By  releasing 
the  lever  of  switch  C,  the  instrument  is  again  in  the 
circuit  of  his  own  line.  In  the  meantime  the  operator 
at  the  exchange  has  inserted  one  of  a  pair  of  pegs  in 
A's  switch-hole,  and  the  other  peg  in  B*s  switch-hole 
pausing  slightly  in  the  latter  case  when  the  peg  is  in 
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position  c  (Fig.  21 1).  B  is  thus  called,  and  on  removing 
his  telephone  receiver  finds  himself  in  communication 
with  A.  If  B  does  not  respond,  A  has  only  to  turn  his 
calling  switch  c  and  request  the  operator  to  give  B 
another  call,  which  is  done  by  partly  removing  the  peg, 
pushing  it  home  again  to  restore  communication.  At 
the  conclusion  of  the  conversation,  A  again  turns  his 
calling  switch  and  gives  "  A  and  B  off.*' 


(c.)—THE  GILLILAND  SYSTEM, 
165.  The  Gilliland  standard   switchboard,    which   is 


Etirth 


shown  in   diagram  by  Fig.  2I2  and  in  general  view  by 
Fig.  213,  is  extensively  used  in  America. 
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The  crimped  strips  (Fig.  214),  extending  from  the  front 
to  the  back  in  groups  of  ten,  are  line  strips.    Those 
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Fig.  213. 

running  parallel  with  the  front  in  groups  of  five    are 
connecting  loops.     Loop  strip  B  is  used  to  earth  all 
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lines.  Loop  strip  C  is  connected  Vf\i\i  the  generator. 
Loop  strip  D  is  used  for  plugging  into  the  telephone 
strip.  Line  strip  L  is  connected  with  the  telephone. 
Group  E  is  for  making  connections  which  originate  and 
end  on  the  board.  Plugs  H  and  I  show  Nos.  4  and  7  as 
connected.  Group  F  is  for  making  connections  which 
originate  on  this  board  and  end  on  another ;  Plug  G 


Fig.  214. 

showing  No.  9  as  having  called  and  been  connected  with 
a  number  on  another  board.  Groups  A,  3,  4,  and  5, 
are  for  making  connections  when  a  number  on  another 
board  calls  for  a  number  on  this  board.  Each  group 
represents  another  board,  but  the  connections  of  the 
board  are  so  run  that,  should  more  than  five  connecting 
loops  be  needed  for  one  table,  loops  may  be  borrowed 
from  another  group.     Plug  N  shows  a  call  originally  on 
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another  board  connected  with  No.  5.  The  operator  can 
always  h'sten  by  plugging  in  on  L  at  any  loop  desired. 
When  not  in  use,  all  lines  should  be  earthed  by  plug- 
ging them  on  ground  strip  B. 

Fig.  215  shows  the  Gilliland  switchboard  for  five  lines, 


Fig.  215. 

constituting  a  complete  telephone  exchange  for  a  small 
number  of  wires.  It  it  designed  for  factories,  charitable 
institutions,  railroad  offices,  and  the  club  system  of 
small  towns  and  villages.  The  operation  of  the  board 
consists  simply  in  inserting  plugs  into  the  switch-holes 
of  those  desiring  to  be  connected. 
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{d.)—TH£  WILLIAMS'  SPRING  SWITCHBOARD. 

i66.  Mr.  Ch.  Williams,  of  Boston,  Mass.,  was  one  of 
the  first  electricians  who  devoted  themselves  to  the 
installation  of  central  offices,  and  his  switchboard  is 
extensively  used  in  America. 

In  principle,  the  Williams*  board 
does  not  differ  materially  from  that 
known  as  the  Swiss  Coimnutator, 
A  board  for  fifty  subscribers  is 
shown  in  elevation  in  Fig.  2i6. 

The  switch-holes  for  making 
connections  are  arranged  partly  on 
a  vertical  panel  and  partly  on  an 
inclined  table. 

They  are,  moreover,  divided  into 
four  groups,  indicated  by  capital 
letters  on  the  two  sides  of  the 
panel  and  of  the  table. 

The  fifty  annunciators  are 
arranged  in  ten  rows  above  the 
vertical  panel.  The  annunciators 
themselves  are  constructed  in  the 
same  way  as  those  of  the  Swiss 
.system. 

The  Blake  transmitter  and  the 
telephone  receiver  employed  by  the 
operator  are  fastened  to  a  lever, 
which  is  arranged  in  such  a  manner 
that  the  operator  can  handle  them 
easily. 

I^'iG.  2i6.  Fig.  217  shows  a  section  through 

the  board.     It  will   be    seen  that   the   vertical   bars  of 
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the  Swiss  board  are  replaced  by  a  series  of  curved 
springs,  d,  touching  each  other,  and  thus  forming,  as  it 
were,  one  single  conductor.  The  board  has  received  its 
name  "  spring  switchboard  "  from  the  use  of  these  springs. 
The  subscriber's  line  L  enters  by  means  of  wire  No.  i 
to  the  spring  R,  and  thence  (supposing  the  plug  w  to 


Fig.  217. 

be  removed)  into  the  electro-magnet  of  the  annunciator 
D  ;  from  this  latter  it  passes  on  to  the  spring  d,  and 
finally  through  the  plug  P  to  the  horizontal  bar  /,  which 
is  connected  to  earth. 

The  springs  of  the  vertical   panel  B  are  also  connected 
to  the  same  line. 
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As  will  be  seen  in  the  sketch,  all  the  pegs,  P,  are 
arranged  in  a  state  of  rest  on,  a  vertical  bar,  which 
communicates  with  earth. 

As  soon  as  a  subscriber  has  called,  and  the  annunciator 
bearing  his  number  has  dropped,  the 
special  plug  W  is  introduced  into 
the  corresponding  spring-jack  R,  and 
the  receiver  and  transmitter  of  the 
operator  are  thereby  introduced  into 
circuit. 


mwif^ 


vv 


Fig.  219. 


TclephS 


3'vhph. 


This  plug  and  the  spring-jack  are 
represented  in  Figs.  218  and  219. 
On  a  piece  of  vulcanised  fibre  are 
fixed  two  metallic  strips,  r  r^  insulated 
from  one  another,  but  communi- 
cating with  the  two  wires  of  the 
operator's  telephone.  When  this 
key  is  inserted  into  spring-jack  R, 
between  the  spring  and  the  support  F,  the  subscriber's 
apparatus  is  placed  in  circuit,  and  he  can  now  announce 
the  number  he  wishes  to  talk  to.  When  he  has  done  this, 
the  plug  W  is  inserted  into  the  corresponding  spring- 
jack,  and  the  key  K  is  pressed,  which  sends  the  current 


Genenlcu' 

Fig.  218. 
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of  the   power-generator  to   line   and    rings   the  called 
subscriber's  bell. 

As  soon  as  he  has  answered,  the  two  subscribers  are 
placed  in  communication  by  inserting  the  two  corre- 
sponding plugs  on  the  same  horizontal  bar. 

(e).—NAGLO  BAOS:  TELEPHONE  SYSTEMS 

167.  This  system  has  been  designed  by  Messrs.  Naglo 
Bros.,  of  Berlin. 


Fig.  220. 

It  consists  of  a  switchboard  with  annunciator  discs 
for  the  central  office,  and  of  a  peculiar  alternating 
current  generator  for  each  subscriber. 

Fig.  220  represents  a  section  of  a  single  switch-hole 
•  **ElectrotcchnischeZeiischrift,"  No.  i,  1886. 
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and  an  annunciator,  and  Fig.  22i  the  general  form  of 
the  switchboard.  On  the  axis  a,  which  is  pivotted 
between  two  points,  the  signalling  disc  b  is  fastened,  and 
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Fig.  221. 


behind  it  the  magnet  c.  The  axis  runs  parallel  to  the 
cores  of  the  electro-magnet  vi  m,  which  are  fastened  to 
the  plate  P.  The  magnet  c  can  thus  approach  on  both 
sides  the  polar  pieces  of  the  electro-  magnet  m  m. 
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The  signalling  disc  is  balanced  by  means  of  a  weight 
^,  and  of  a  pin  //,  so  as  to  be  able  to  take  up  position 
on  either  side. 

In  the  position,  Fig.  222,  the  disc  has  been  brought 
by  the  call  current  to  face  the  opening  N,  and  it  retains 


Fig.  222. 


Fig.  223. 


that  position,  being  thus  rendered  visible  to  the 
operator. 

A  current  of  a  contrary  direction  brings  back  the 
disc  into  position  (Fig.  223).  In  order  to  render  the 
signals  clearly  discernible,  the  disc  is  white  and  the 
background  black. 

To  avoid  mistakes  or  loss  of  time  when  several 
subscribers  call  at  the  same  time,  a  contrivance  placed 
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behind  the  plug-hole  indicates  to  the  operator  the  con- 
nections already  made ;  as  soon  as  the  plug  has  been 
inserted    into   the   hole  ^=      ^^^^^ 

g  (Figs.  220  and  222),  "      ^  ^  ~^' 

the  articulated  lever  71 
is  raised,  and  a  red- 
coloured  signal  5  ap- 
pears in  front  of  the 
disc  b  (Fig.  222).  On 
withdrawing  the  plug 
the  signal  s  disappears 
again. 

The  different  colours 
have  the  following 
significations : — 

Black  field:  State  of 
rest. 

White  field :  Call. 

Red  and  white  fields 
Connection  made. 

Red  and  black  field  : 
Disconnect. 

The  functions  of  the 
operator  at  the  central 
office  are  therefore  re- 
stricted to  the  making 
of  connections. 

The  repeated  fall  of 
the  shutters,  which  is  so 
tiresome  in  most  of  the  other  systems,  and  which  in 
some  cases  occurs  whenever  a  subscriber  has  to  call, 
it  may  be  several  times,  to  the  other  station,  entirely 
disappears  in  this  system. 


KiG.  224. 
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The  mechanism  which  is  fixed  to  the  front  plate 
can,  as  in  other  apparatus,  be  removed  separately  for 
each  line,  whilst  that  part  of  the  mechanism  which  is 
fixed  to  the  block  H  remains  in  place  ;  the  communica- 
tion of  the  electro-magnet  m  m  with  the  line  is  made  by 
means  of  the  brass  springs/     (Fig.  220.) 

Fig.  224  shows  the  subscriber's  station ;  the  metallic 
mouthpiece  U  opens  on  the 
transmitter ;  the  station 
comprises,  besides  two  re- 
ceivers, Fi  and  F„  a  switch, 
a  call  bell,  and  a  lightning 
arrester. 

A  call  is  made  by  turn- 
ing the  handle  k  to  the 
right;  the  letter  A  dis- 
appears and  S  appears; 
at  the  central  office  the 
white  disc  appears.  When 
the  conversation  is  ended, 
k  is  turned  in  the  reverse 
direction ;  the  letter  A  be- 
comes again  visible,  S  dis- 
appears, whilst  the  white 
disc  disappears  at  the  cen- 
tral office.     The  two  letters 

A  {Anrufy  German  for  call)  and  S  {Schhiss^  German 
for  end)  inform  the  subscribers  whether  the  signals 
have  been  properly  made. 

The  switch  is  represented  in  Figs.  225  and  226.     The 

disc  /,  of  insulating  material,  carries  two  brass  plates  r 

and  Oy  likewise  insulated  from  one  another.  The  springs 

f\fi  are  in  communication  with  the  negative  pole,  and 

Y 


Digitized  by  VjOOQIC 


323 


THE  TELEPHONE. 


ft  ft  With  the  positive  pole.  If  now,  for  instance,  k 
(Fig.  225)  is  turned  to  the  left,  the  negative  current  goes 
from/  to  r,  and  thence  through  h^  A,  and  x  x,  to  line  L, 
and  the  positive  current  goes  through  ^,  o  and  f^  to 
E  which  is  connected  to  earth. 

At  the  same  time,  f^  has  left  the  small  stud  against 
which  it  rests,  and  rubs  against  the  edge  of  the  brass 


Fig.  226. 
plate  0  itself,  and  this  breaks  the  connection  between 
f^  and/o  and  therefore  between  the  call  bell  and  earth. 
The  call  bell  is,  therefore,  only  rung  at  the  called  station, 
since  it  is  interpolated  between  L  and  W. 

The  signalling  disc  U  (Fig.  225)  is  controlled  by  the 
finger  1,  and  thus  hides  the  letter  A. 

The  springs  x  x  always  bring  back  the  switch  to  its 
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normal  position,  thus  disconnecting    the    only  battery 
which  is  required. 

(/)  THE    CHINNOCK  SYSTEM. 

i68.  Of  the  eleven  exchanges  operated  by  the 
Metropolitan  Telephone  and  Telegraph  Company,  of 
New  York,  five  are  worked  under  this  system,  and  one 
under  a  modification  of  it.  The  extent  of  its  use, 
therefore,  entitles  it  to  notice,  but,  as  it  contains  no 
essential  principle  that  has  not  already  been  described, 
a  lengthened  description  is  not  needed. 

The  switchboard  itself  is  constructed  on  the  prin- 
ciple of  the  Swiss  Commutator^  commonly  known 
telegraphically  as  the  Umschalter  Switch.  Running 
horizontally  across  the  front  of  the  board  are  strips 
of  brass,  about  half  an  inch  in  width,  insulated  from 
each  other.  There  are  one  hundred  of  these  strips, 
arranged  in  pairs.  Series  of  holes  are  placed  in 
these  strips  at  a  distance  of  \  inch  from  centre  to 
centre,  and  immediately  behind  these  holes,  which 
are  arranged  in  the  several  strips  vertically  above 
each  other,  are  vertical  strips  of  sheet  brass,  set  at 
such  an  angle  that  a  metallic  pin  pushed  through 
one  of  the  holes  in  front  of  the  board  would  press 
against  the  strip  of  brass  in  the  rear,  and  thus  establish 
a  metallic  connection  between  one  of  the  horizontal 
brass  strips  on  the  front,  and  one  of  the  vertical  brass 
strips  on  the  rear  of  the  board. 

From  this  arrrangement  it  will  be  seen  that  each 
vertical  line  may  be  connected  with  any  one  of  the 
brass  strips  upon  the  front  of  the  board.  The  wires  from 
the  various  subscribers  are  attached  to  the  correspond- 
ingly numbered  vertical  strips  on  the  switchboard. 

The  manipulation  of  the  switch  is  very  similar  to 
that  of  the  William's  switchboard  described  in  §  1 66. 
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CHAPTER   XIX. 

TELEPHONE  EXCHANGE   MULTIPLE  SWITCHES. 
THE  WESTERN  ELECTRIC  MULTIPLE  SWITCHBOARD, 

169.  The  multiple  switchboard  was  described  by 
the  last  American  "Telephone  Convention^'  as  the 
nearest  approach  to  a  perfect  system.  It  is  now  being 
adopted  in  all  large  exchanges  in  the  United  States  and 
in  England. 

The  connections  are  made  in  the  same  way  as  in  the 
old  exchanges,  but  they  can  be  made  in  less  time ;  the 
operator  need  not  get  up  from  the  board  before  which 
he  is  seated,  there  is  no  talking,  and  the  distribution  of 
the  wires  is  very  clear  though  complicated. 

Fig.  227  represents  the  principle  of  a  central  telephone 
station.  A,  B,  and  C  are  sections  of  three  switchboards, 
which  receive  the  wires  of  the  different  subscribers.  In  the 
diagram  three  subscribers  are  indicated  for  each  board, 
but  in  practice  a  multiple  switchboard  usually  contains 
two  hundred  in  one  section.  It  will  be  seen  that  all  the 
wires  of  all  the  subscribers  pass  behind  each  of  the  boards, 
and  have  a  means  of  making  contact  in  front,  and  the 
operator  has  them  all  within  reach  of  his  hand  ;  so  that 
he  can  join  each  of  his  subscribers  with  any  wire  what- 
soever, without  the  assistance  of  a  second  operator,  and 
without  moving  from  his  place. 
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Thus,  if  subscriber  No.  2  wishes  to  speak  to  No.  8, 
the  operator  need  not  inform  board  C,  which  contains 
No.  8,  nor  need  he  go  there  himself ;  by  placing  a  plug 
in   the  switch-spring  he  simply  joins  No.  2  with  the 


Fig.  227. 
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Fig.  228. 


7 
-8 


wire  of  No.  8,  which  is  within  reach  of  his  hand, 
by  means  of  a  flexible  conductor,  as  indicated  in 
the  figure. 

In    the  same  way  the  operator  of   switchboard  C 
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has  made  connection  between  subscribers  No.   ^  and 
No.  I. 

The  difference  between  this  system  and  that  hitherto 
in  general  use  will  be  more  easily  understood  by  compar- 
ing Fig.  227  with  Fig.  228,  which  latter  represents  a  non- 
multiple  telephone  exchange,  where  a  certain  number  of 
wires  are  assigned  to  each  board  without  passing  through 
the  others.  To  make  connection  between  Nos.  2  and 
8,  No.  2  is  joined  by  a  flexible  cord  to  a  special 
wire  e  which  leads  to  board  C,  and  there  connection 
is  made  by  another  cord  between  e  and  8.  A  similar 
operation  must  be  performed  for  disconnecting  the  two 
subscribers. 

On  examining  Fig.  227,  the  principal  difficulty  in 
constructing  a  multiple  switchboard  will  immediately 
present  itself.  Let  us  suppose  that,  instead  of  nine 
subscribers,  as  in  the  diagram,  there  be  several  thousand, 
and  that  the  wire  of  each  one  has  to  pass  through 
each  board,  and  it  may  easily  be  imagined  what  an 
enormous  number  of  wires  will  be  found  behind  the 
board,  and  how  much  skill  and  care  are  required  in 
the  mounting. 

170.  Fig.  229  represents  a  multiple  switchboard  con- 
structed by  the  Western  Electric  Company  for  the  town  of 
Milwaukie.  Each  operator  has  a  similar  board  in  front 
of  him.  The  two  hundred  wires  of  the  subscribers  to 
whom  he  has  to  attend  pass  through  the  annunciators 
of  section  A.  All  the  other  wires  of  the  entire  office 
communicate  each  individually  with  the  spring-jacks 
placed  in  section  C  and  arranged  in  hundreds  in  such 
order  that  the  operator  can  easily  find  the  called 
wire. 

In  section  D  are  the  clearing-out  drops,  which  receive 
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the  subscriber's  signal  to  disconnect.  The  plugs  for 
making  connection  are  attached  to  flexible  conductors, 
and  always  tend  to  return  to  their  position  of  rest  by 


^^-^^>nrv^i 


Fig.  230. 
means  of  a  pulley  and 
a  counterweight.  The 
annunciators  are  those  in 
common  use,  and  have 
been  previously  described. 
The  spring-jacks  are 
slightly  modified.  The 
line  enters  through  the 
spring  R  (Fig.  230),  of 
phosphor    bronze,  which 

is  insulated,  and  rests  on  a  contact  screw  Y,  likewise 
insulated  but  communicating  with  the  prolongation  of 
the  line  by  means  of  strip  F.     Thus  in  this  position  of 
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rest  the  line  passes  directly  through  the  spring-jack  and 
goes  to  the  spring-jack  carrying  the  same  number  at 
another  section  of  the  board  ;  but  as  soon  as  a  plug 
is  inserted  into  the  switch-hole,  as  shown,  the  line  passes 
through  the  spring  R  and  the  metal  button  P  of  the  plug, 
into  the  conducting  wire  6f  the  flexible  cord  C  In 
this  position  the  strip  F  is  completely  insulated. 

Fig-   231    gives    the    connections    of    spring-jacks 


Fig.  231, 

carrying  the  same  number,  but  placed  on  three  distinct 
sections  of  board — ^A,  B,  C. 

The  line  L,  coming  from  a  subscriber,  traverses  the 
lightning  arrester  P  and  then  passes  behind  all  the  boards, 
through  all  the  spring-jacks  of  the  same  number,  with- 
out touching  their  mass,  and  finally  goes  through  the 
electro-magnet  G  of  the  annunciator  to  earth  at  T.  But 
if  we  introduce  a  plug  into  one  of  the  switch-holes 
(for  instance,  in   that  of  board  B,  as  indicated  in  the 
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figure),  the  line  passes  directly  into  this  plug  and  its 
flexible  cord. 

The  figure  also  shows  that  all  the  metallic  supports 
of  the  spring-jacks,  carrying  the  same  number  on  the 
different  boards,  are  joined*  together  by  a  wire — T.  By 
this  means  the  operator  can  ascertain  whether  the  line 
he  wishes  to  connect  on  to  is  occupied  or  not.  If  the 
line  is  free,  the  body  of  the  spring-jack,  and  consequently 
its  external  metallic  ring,  does  not  communicate  with 
earth,  and  the  operator,  by  touching  the  metallic  frame 


Fig.  232. 

of  the  spring-jack  with  the  plug  of  his  cord,  leading  to 
the  telephone  he  holds  to  his  ear,  and  also  leading  to 
the  battery,  hears  no  noise,  because  no  current  passes. 
But  if  the  subscriber  whom  he  wants  to  call  is  already 
in  conversation  with  another  subscriber,  the  spring- 
jack  is  placed  in  communication  with  the  subscribers' 
earths,  and  the  operator  hears  a  noise,  which  informs 
him  that  the  line  is  occupied. 

171.  In  order  to  explain  how  connection  is   made 
between  the  subscribers,  let  us  examine  Fig.  232,  which 
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gives  a  diagram  of  the  call  keys,  the  "clearing-out" 
drops,  and  the  operator's  telephone. 

Let  us  suppose  subscriber  22  to  have  called.  The 
shutter  of  his  annunciator  at  the  exchange  falls,  the 
operator  inserts  the  plug  F  into  the  spring-jack  carrying 
the  number  22,  turns  at  the  same  time  the  key  E,  so 
that  there  is  connection  at  H,  and,  holding  the  tele- 
phone T  to  his  ear,  asks,  by  means  of  the  microphone 
transmitter  M,  what  the  subscriber  wants.  Let  us  sup- 
pose he  asks  to  speak  with  750.  Then  the  operator 
takes  the  plug  F',  which  is  connected  with  F,  and  touches 
the  spring-jack  750,  holding  the  telephone  to  his  ear. 
If  he  hears  no  noise,  the  line  is  free,  and  he  in- 
serts the  plug,  after  which  he  presses  on  key  N'.  In 
this  case  the  current  of  the  generator  G  (which  may 
be  a  magneto  call  or  a  battery  with  pole-changer) 
is  sent  through  the  contact  d'  into  line  750,  and  the 
subscriber  is  called.  As  soon  as  the  operator  lets  go 
the  key  N',  communication  is  established  between  the 
two  subscribers  through  the  annunciator  A. 

The  current  path  is  as  follows  : — 

From  subscriber  22,  through  the  cord  C,  the  spring 
of  key  N,  contact  K,  annunciator  A,  contact  K',  key  n', 
cord  c',  and  line  750. 

The  telephone  T  of  the  operator  is  still  in  a  shunt 
at  point  J,  between  the^  line  of  these  two  subscribers 
and  earth  ;  but,  as  soon  as  the  operator  hears  that  the 
conversation  has  commenced,  he  raises  the  key  E, 
and  is  then  out  of  circuit. 

When  the  conversation  is  finished,  the  subscribers 
turn  the  handle  of  their  magneto  call-bell,  the  disc  of 
the  annunciator  A  drops,  and  the  operator  removes  the 
plugs  F  and  f'  to  their  original  places. 
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172.  As  stated  above,  one  of  the  greatest  difficulties 
at  first  experienced  in  these  multiple  switchboards 
consisted  in  the  convenient  arrangement  of  the  wires 
at  the  back  of  the  board.  Fig.  233  represents  a  section 
of  the  board. 

All  the  spring-jacks,  S,  are  arranged  in  groups  of 
twenty,  leaving  a  space  free  for  the  passage  of  the 


Fig.  233. 

cables.  There  are,  besides,  perpendicular  boards  fixed 
at  the  back  of  the  switch-board  which  are  perforated 
with  holes,  through  which  the  cables  pass  in  a  certain 
definite  order.  These  boards  serve  at  the  same  time  as 
supports. 

In  this  manner  the  cables  with  the  wires  that  go 
to  the  spring-jacks  are  arranged  so  that  they  can  be 
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raised,  in  order  to  get  at  the  spring-jacks  and  make 
any  repairs,  should  such  become  necessary. 

It  will  be  seen  that  the  underlying  principle  of  the 
multiple  switchboard,  as  its  name  implies,  is  a  multi- 
plication of  the  connecting  points  for  each  subscriber, 
so  that,  however  many  subscribers  there  may  be  to  an 
exchange,  and  however  many  operators  in  the  switch- 
room,  there  is  a  connecting  point  for  each  subscriber 
within  reach  of  every  operator. 

Such  multiplicity  of  connecting  points  would 
obviously  be  worse  than  useless  unless  the  operators 
had  some  means  of  ascertaining  whether  a  required 
line  was  or  was  not  engaged.  The  manner  in  which 
the  switchboard,  as  already  described,  so  to  speak  itself 
communicates  this  absolutely  indispensable  information 
is  an  extremely  interesting  feature. 

173.  We  have  referred  to  the  complication  in  construc- 
tion, and  readers  of  the  foregoing  description  would 
hardly  be  prepared  for  the  extremesimplicity  of  working 
which  the  somewhat  complicated  construction  leads 
to.  An  operator,  in  connecting  two  subscribers,  has 
to  do  a  minimum  of  work,  and  does  it  all  himself. 
The  **  engaged  "  test,  for  instance,  can  hardly  be  looked 
upon  as  a  separate  operation,  inasmuch  as  it  consists 
only  of  touching  the  framework  of  the  spring-jack  with 
the  plug,  which  has  simply  to  be  thrust  home  if  no  click 
is  heard.  The  simplicity  of  working  enables  an  operator 
to  attend  to  a  very  much  larger  number  of  subscribers 
than  in  any  other  system,  and  the  adoption  of  the 
multiple  board  means  not  only  a  greatly  improved 
service,  but  a  great  saving  in  operating  expenses. 

The  following  are  some  of  the  accessories  of  a 
switchboard  outfit : — 
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Cross  Connecting  Boards  to  enable  a  subscriber  to 
remain  connected  to  the  same  switchboard  number,  if 
for  any  reason  he  may  be  transferred  to  another  out- 
side line.  This  will  be  more  fully  described  in  the  next 
chapter. 

A  detailed  description  of  the  Testing  Board  will 
also  be  found  in  the  next  chapter. 

The  Lightning  Arrester  Board  consists  of  hard  wood 
strips,  each  with  forty  pairs  of  springs,  one  pair  for  each 
line. 

In  addition  to  this  form  of  lightning  arrester,  some 
form  of  earthing  lightning  protector  may  be  used 
with  advantage  in  the  tower,  or  wherever  the  wires 
enter  from  the  outside.  In  every  case,  however,  the 
greatest  caution  is  to  be  used  regarding  the  insulation, 
for  the  noise  attributed  to  "induction"  is  generally 
due  to  simple  leakage. 

The  Power  Generator  suffices  as  source  of  supply  for 
the  calling  current  for  an  exchange  of  any  size.  If 
water  power  is  not  easily  available  for  the  motor,  the 
generator  may  be  mounted  in  a  factory,  or  other  place 
where  power  is  to  be  had  during  the  day,  the  current 
being  led  to  the  exchange  by  an  ordinary  line.  In 
this  case  the  generator  should  be  connected  to  earth 
through  a  shunt  coil  of  about  600  ohms  resistance,  to 
reduce  the  induction. 

The  pole-changer  is  used  as  an  alternative  to  the 
power  generator  at  night,  or  in  case  of  failure  of  motive 
power  for  the  latter.  It  is  less  satisfactory  than  the 
generator,  owing  to  the  induction. 
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CHAPTER  XX. 

TELEPHONE   EXCHANGE    MULTIPLE  SWITCHES. 
MANCHESTER  EXCHANGE  SYSTEM, 

1 74.  Such  extensive  changes  have  recently  been  made 
in  central  office  working  of  the  telephone  in  Manchester 
as  to  amount  to  a  complete  revolution.  From  the  three 
large  centres  in  which  the  system  was  formerly  worked 
the  wires  have  all  been  concentrated  into  one  large  ex- 
change in  the  Royal  Exchange  Buildings.  The  latest  and 
most  improved  form  of  the  multiple  switchboard  has 
been  adopted.  The  whole  is  provided  for  in  a  handsome 
room  120  feet  long,  specially  adapted  to  its  purposes ; 
so  that  the  combination  forms  a  telephone  centre,  fully 
equal,  probably,  to  any  in  existence  in  regard  to  its 
efficiency. 

The  switchboards  provide  accommodation  for  4,200 
subscribers,  but  at  present  they  are  fitted  for  only  1,600  ; 
one  of  them,  in  addition,  being  set  apart,  together 
with  some  special  tables,  for  the  working  of  the  long- 
distance trunk  wires,  which  form  a  very  important 
feature  in  the  telephone  enterprise  of  this  district, 
and  to  the  working  of  which  much  attention  has  been 
paid  in  the  new  system. 
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The  boards  are  arranged  end  to  end  down  one  side  of 
the  switch-room,  the  trunk  multiple  board  having  the 
first  position  next  the  test-room.  Between  the  latter  and 
the  switch-room,  at  right  angles  to  the  general  switch- 
boards, are  arranged  the  special  tables  before-mentioned 
for  the  working  of  those  wires — long  distance,  call,  office, 
and  multiplex — which  require  special  appliances  or 
methods  of  working. 

175.  Test-board,  —  The  old  form  was  almost  in 
variably  an  arrangement  of  double  terminals,  to  one 
end  of  which  was  brought  the  leading-in  wire  from 
outside,  and  to  the  other  end  the  wire  to  the  switch- 
board. When  a  test  had  to  be  made,  one  or  other 
terminal  was  unscrewed,  the  wire  taken  off,  and  one 
from  the  testing  instrument  either  twisted  with  the 
wire  off  the  terminal  or  clamped  in  its  place  on  the 
terminal,  according  to  which  side  was  to  be  tested. 
The  disadvantages  of  this  method  were  many.  In  the 
first  place,  an  extra  length  had  to  be  given  to  $ill  wires, 
as  sooner  or  later  they  were  sure  to  get  broken  at  the 
ends.  This  extra  length  was  generally  left  in  the 
form  of  a  spiral  coil,  which  took  up  a  great  space  and 
made  it  next  to  impossible  to  keep  the  wires  neat  and 
tidy.  Then,  again,  loose  terminals  and  broken 
wires  frequently  resulted  from  their  being  handled  so 
often,  and  the  wires  were  also  liable  to  be  connected  to 
the  wrong  terminals.  With  the  continual  changes  going 
on  in  the  wires  of  a  telephonic  exchange  owing  to 
removals  of  the  subscribers,  etc.,  the  leading-in  wires 
were  very  soon  twisted  together  in  a  most  untidy  tangle, 
so  that  attempts  to  trace  or  extract  one  of  them  always 
gave  rise  to  great  trouble,  and  to  straining,  and,  per- 
haps, breaking  of  the  wires  in  the  trough. 
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To  get  rid  of  these  faults  the  test-board  shown 
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in  Fig.  234,  and  the  cross-connecting  board  (Figs.  235 
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and  236),  were  devised,  by  means  of  which  all  wires  or 
cables  can  be  run  and  kept  in  a  perfectly  regular  and 
ordinary  manner,  no  matter  what  changes  are  made  in 
the  subscribers,  and  by  which  also  all  tests  can  be  made 
without  interfering  with  the  wires  or  terminals  to  the 
slightest  extent. 

176.  The  Test-board  is  divided  into  five  panels, 
each  of  which  is  again  subdivided  into  ten  smaller 
blocks,  part  of  one  of  which  is  shown  in  the  figures. 
These  blocks  are  made  separately,  each  one  complete 
in  itself,  with  lightning  arresters,  testing  springs,  and 
trough  ;  and  when  they  are  fixed  side  by  side  other 
troughs  are  formed  on  each  side,  as  shown  in  the  section 
(Fig.  234).  Referring  to  the  figures,  A  is  a  piece  of 
ebonite  26  in.  long  by  3  in.  wide  and  \  in.  thick,  on  to 
one  face  of  which  are  fastened  two  other  blocks  of  ebonite 
of  same  length  and  i  J  in.  wide  by  |  in.  thick ;  these 
together  form  a  channel  or  trough  T,  through  which 
the  wires  are  led.  On  the  other  face  of  the  block  A  is 
screwed  a  wide  brass  bar,  on  each  side  of  which,  at  a 
distance  of  li  in.  apart,  are  fixed  brass  plates,  one  edge 
of  which  is  serrated  with  teeth  sharpened  by  milling ; 
this  edge  of  the  plates  is  adjusted  so  as  to  be  very 
near  to,  but  not  touching,  the  centre  strip,  which  is 
connected  to  earth.  One  of  the  screws  which  fixes 
the  serrated  plate  passes  through  from  the  front  of 
block  A,  and  the  head  of  it  clamps  the  end  of  a  bent 
brass  spring  c.  The  other  extremity  of  this  spring  bears 
against  a  brass  plate  provided  with  screw  and  washers, 
and  fixed  on  the  edge  of  the  projecting  block  of 
ebonite  B. 

177.  Manner  of  using  Test-board. — To  the  testing 
instruments  is  attached  a  wire  or  flexible  cord,  at  the  end 
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of  which  is  connected  a  testing  plug,  which  is  simply 
a  flat  piece  of  ebonite,  to  which  is  fastened  on  one 
side  a  flat  piece  of  brass  provided  with  a  binding 
screw. 

By  inserting  the  plug  between  the  end  of  the  spring 
C  and  the  brass  piece  D,  shown  in  Fig.  234,  so  that  the 
brass  side  comes  into  contact  with  the  spring,  the  testing 
instrument  becomes  directly  connected  to  the  outside 
line  through  the  binding  screw  and  serrated  plate,  when 
any  test  necessary  can  be  made  with  the  proper  instru- 
ments. By  reversing  the  plug,  the  inside  wire  leading 
to  the  cross-connecting  and  thence  to  the  switchboard  is 
brought  into  connection,  the  tests  made,  and  the  fault 
detected,  if  one  exists. 

By  Using  a  plug  with  brass  pieces  on  both  sides  of  the 
flat  ebonite,  and  with  a  double  flexible  cord  attached,  a 
telephone  or  other  instrument  may  be  inserted  directly 
in  the  circuit  of  any  line  without  interfering  with  the 
working  of  it. 

178.  Part  of  a  Cross-connecting  Board  is  shown  in  Figs. 
23s  and  236.  It  is  simply  a  series  of  flat  plates,  with 
screws  and  washers,  fitted  on  an  ebonite  plate,  to  which 
the  cables  from  the  switchboards  are  brought  and 
soldered  in  regular  numerical  order.  The  screws  and 
washers  are  used  to  clamp  the  ends  of  the  loose  wires 
which  complete  the  connection  between  the  cables  on 
this  board  and  the  wires   on   the   test-board. 

The  manner  of  joining  up  the  wires  on  these  two 
boards,  in  order  to  keep  all  regular  and  tidy,  will  be 
readily  understood  from  the  diagrams. 

All  wires  from  the  outside  are  brought  through  the 
main  trough,  through  the  slots  in  the  bottom  of  latter 
into   the   troughs    T,  and  are   then  threaded   through 
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small  holes  in  the  ebonite  plates  B  to  the  other  face 
of  latter,  and  there  connected  under  the  screw  and 
washer  to  the  serrated  plates ;  these  are  then  clamped 
close  to  the  brass  bars.  These  wires  are  put  on  to 
consecutive  terminals,  the  first  that  are  vacant,  wit/iout 
regard  to  the  numbers  of  the  subscriber  they  are 
connected  to. 

Other  wires  are  now  attached  to  the  terminals  D  on 
the  front  of  the  board,  and  run  up  the  small  troughs, 
at  the  top  of  each  of  which  is  a  vertical  row  of 
holes.  Through  which  of  these  holes  the  wires  pass 
depends  upon  the  number  of  the  subscriber  to  which  it 
is  connected.  The  wires  for  all  subscribers  between  i 
and  300  pass  through  one  of  the  first  holes  from  the 
bottom  ;  those  for  numbers  between  300  and  600  pass 
through  one  of  the  second  holes  from  the  bottom,  and 
so  on,  rising  one  hole  higher  for  every  three  hundred  in 
the  number  of  the  subscriber. 

The  wires,  after  passing  through  the  holes,  are  carried 
horizontally  along  the  back  face  of  the  test-board,  round 
the  corner  to  the  top  of  the  front  face  of  the  cross-con- 
necting board,  and  then  down  and  through  one  of  the 
holes  at  top  of  latter  board  to  the  proper  vertical  row 
of  terminals  down  the  back  of  this  board  through 
a  hole  in  the  ebonite  to  its  proper  terminal,  which 
is  numbered  the  same  as  the  subscriber's  number. 
The  wires  are  guided  along  their  course  and  kept  in 
position  by  brass  pegs  with  ebonite  tubes  slipped  over 
them. 

179.  The  Utility  of  the  Combination, — ^We  will  suppose 
the  wires  from  a  certain  district  are  brought  to  the  central 
office  in  a  cable  of,  say,  twenty  wires  ;  these  will  be  taken 
through  the  trough  on  to  the  test-board  and  attached 
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to  the  first  twenty  spare  terminals,  although  the  numbers 
of  the  subscribers  to  which  they  run  may  be  very  far 
from  being  consecutive.  Separate  cross-connecting 
wires  are  then  run  to  their  proper  numbers  on  the  cross- 
connecting  boards,  and  all  is  done  without  touching  any 
of  the  wires  already  connected. '  Or  perhaps  a  subscriber 
No.  158  changes  his  address  to  such  a  distance  that  a 
new  wire  is  required  to  be  run  :  the  leading-in  wire  for 
this  is  run  on  to  the  test-board  and  attached  to  the  first 
spare  terminal,  the  old  cross-connecting  wire  is  detached 
at  both  ends  and  pulled  out,  and  a  new  one  run  to  the 
new  position  on  the  test- board.  The  old  leader  is  left 
on  its  terminal  on  the  test-board  and  again  brought  into 
service  when  the  old  wire  is  utilized  for  a  new  subscri- 
ber. So  it  will  be  seen  that  any  change  made  in  the 
outside  wires  is  corrected  by  running  new  connections 
between  the  terminal  boards,  which  is  a  very  easy 
matter  compared  with  the  changing  of  the  leading-in 
wires,  to  say  nothing  of  the  order  and  regularity  attached 
to  the  system. 

180.  It  is  necessary  to  keep  a  record  of  the  posi- 
tions of  the  wires  on  the  test-board  in  order  to  be 
able  to  find  any  subscriber's  wire  thereon  without 
trouble. 

This  is  effected  by  keeping  a  book  into  which  two 
numerical  lists  are  kept  posted.  The  first  is  the  subscri- 
bers' list,  opposite  each  name  in  which  is  entered  in  an 
adjoining  column  the  number  of  the  spring  on  the 
test-board  to  which  the  corresponding  wire  is  attached. 
The  second  one  is  a  list  of  the  springs  on  the 
test-board,  having  in  an  adjoining  column  the  sub- 
scribers' numbers  whose  wires  are  attached.  There 
is    also     an     additional     column    for    the    record    of 
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changes.       Specimens     of     these     h'sts     are     given 
below : 


Subscriber's  No. 
and  Name. 

Test  lioard 
No. 

Changes,    j 

iTcst  Board 

1        No. 

Subscriber's 

1        No.       1 

Changes. 

150 

802 

■! 

460 

1                    1 
1300 

151 

570 

' 

461 

79 

152 

1320 

1 

462 

1        470     1 

153 

1400    ,       1 

463 

22 

154 

960 

J 

464 

49   1 

Besides  the  advantages  before-mentioned,  this  system 
has  a  further  one :  inasmuch  that,  as  the  wires  change 
their  relative  positions  to  each  other  in  the  different 
portions  of  their  journey  from  outside  to  the  switch- 
board, it  seldom  happens  that  the  wires  of  any  two  sub- 
scribers, having  consecutive  numbers,  run  parallel  to 
each  other,  therefore  the  induction  between  any  such 
pair  of  wires  is  very  small. 


CABLING  OR  WIRING  OF  SWITCHBOARDS. 

181.  The  method  of  cabling  hitherto  followed  in  con- 
nection with  the  multiple  boards,  besides  requiring  a 
large  trough  for  its  stowage,  interfering  materially  with 
the  facility  of  getting  at  the  indicator  drops,  etc., 
at  back  of  the  table,  gave  rise  to  a  great  deal  of 
speaking  induction,  putting  a  limit  to  the  number  of 
sections  which  it  is  possible  to  work  successfully  in 
any  one  centre,  and  forms  the  great  drawback  to 
the  multiple  system. 

It  will  be  evident,  then,  that  as  the  new  method  only 
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needs  one-half  the  length  of  cable,  it  becomes  possible  to 
successfully  work  an  exchange  of  much  larger  dimensions, 
or  one  of  the  same  number  of  sections  with  much 
reduced  inductive  effects,  and  at  only  one-half  the  cost 
of  cable. 

182.  Nrtv  Cable, — The  cable  used  for  the  purpose  is 
much  improved.  Instead  of  using  separate  cables  for 
the  speaking  and  test  wires,  oval-shaped  ones  are 
made  containing  double  the  number  of  wires  for  the 
two  purposes,  the  two  sets  being  distinguished  by 
their  covering  being  of  different  colours.  They  are 
also  twisted  together  in  pairs,  one  speaking  and 
one  test  wire.  One  reason  for  this  is,  that  there 
is  a  possibility  that  in  the  future  the  system  may 
be  worked  with  metallic  circuits,  in  which  case  the 
test  wires  of  the  switchboards  would  be  used  as  the 
return,  and,  being  twisted  round  the  line  wire,  would 
be  in  the  best  condition  for  preventing  all  inductive 
influence.  Used,  however,  in  conjunction  with  a  single 
wire  circuit  system,  such  an  arrangement  of  the  wires 
minimises  the  induction  by  keeping  the  wire^  further 
apart.  The  cables  are  also  sheathed  in  lead,  which  is 
connected  to  earth. 

In  the  new  method  the  cables  run  direct  in  a  straight 
line  from  one  set  of  spring-jacks  to  the  corresponding 
set  on  the  next  section,  and  this  is  done  without 
interfering  with  the  practicability  of  getting  at  the 
spring-jacks,  which  it  is  necessary  to  do  from  time 
to  time,  in  order  to  clear  faults. 

183.  Mode  of  Connecting  up. — This  is  done  on  a  long 
bench,  which  should,  if  possible,  be  the  full  length  of  the 
switchboards  to  be  connected  ;  but  if  this  cannot  be 
managed,  the  work  may  be  done  in  sections  on  a  shorter 
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one.  Blocks  D  D  Fig.  237,  are  screwed  to  this  bench 
at  exactly  the  width  of  one  of  the  sections  of  the 
switchboard  apart  (which  in  the  Manchester  Boards  is 
6i  feet).  A  spring-jack  strip  is  then  screwed  to 
each  of  these  blocks,  and  each  of  the  strips  must  be 
numbered  the  same.  Behind  the  strips,  at  a  vary- 
ing distance,  but  in  the  shortest  of  ij  inches,  is  fixed  a 
regulating  block,  F  F,  on  the  top  of  which  slots  are  cut, 
and  midway  between  the  slots  twenty  pegs  are  projecting 
at  the  same  distance  apart  as  the  sockets  of  the  spring- 
jacks.  At  each  end  of  these  regulating  blocks  clamps 
are  screwed,  and  all  is  ready  for  the  cable. 

The  cable  is  cut  into  lengths  sufficient  to  reach  from 
the  extreme  left-hand  spring  of  one  strip  round  the  end 
peg  of  the  regulating  block  to  the  next  block  on  the 
right-hand  side,  and  round  its  extreme  right-hand  peg 
to  the  last  spring  on  the  strip,  allowing  about  half  an  inch 
extra  for  soldering.  The  lead  and  other  outer  covering 
is  next  stripped  from  each  end  of  the  cable,  until  the 
unstripped  portion  reaches  to  the  clamping  blocks,  in 
which  they  are  now  fastened,  so  as  to  lie  straight 
between  each  pair,  and  so  that  opposite  each  strip  arc 
the  ends  of  two  cables. 

Standing  in  front  of  one  of  the  blocks,  the 
workman  takes  a  pair  of  the  wires  from  the  cable  on  his 
left-hand  side,  bends  them  round  the  extreme  right-hand 
peg,  untwists  the  covering  from  the  ends,  until  the 
covered  portion  just  reaches  to  the  connection  spring  of 
the  jack-strip,  and  then  threads  the  white-covered  wire 
through  the  hole  in  the  bottom  or  test-wire  spring,  and 
the  coloured  one  through  that  in  the  middle  spring  of 
the  end  spring-jack.  This  is  repeated  until  the  whole  of 
the  middle  and  bottom  springs  have  each  a  wire  attached. 
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The  ends  of  the  right-hand  cables  are  now  taken,  bent 
round  the  pegs  in  a  similar  manner,  and  connected  to 
the  springs,  the  white  ones  to  the  bottom  or  test  springs, 
and  the  coloured  to  the  top  ones.  It  will  be  seen  that 
each  of  the  bottom  springs  has  thus  two  wires  attached, 
one  from  the  left  and  the  other  from  the  right-hand 
cable.  The  wires  are  next  all  soldered  to  the  springs, 
the  loose  ends  cut  off,  and  the  wires  at  back  of  the 
regulating  blocks  bound  together  by  tape  or  covered 
wire,  threaded  through  the  slots  in  the  block,  so  as  to 
form  as  it  were  a  continuous  cable  with  wires  projecting 
therefrom  to  the  spring-jack  blocks.  The  same  process 
is  repeated  at  each  of  the  blocks  along  the  bench,  except 
that  in  half  the  cases  the  wires  put  on  the  springs  must 
be  tested,  so  as  to  be  sure  that  corresponding  spring- 
jacks  on  the  strips  are  connected  to  each  other  through- 
out the  length. 

When  all  are  so  connected,  the  strips  are  unfastened 
from  the  blocks  on  the  bench,  the  cable  lifted  off  the  regu- 
lating pegs,  carried  behind  the  switchboard,  and  each  of 
the  strips  screwed  in  its  proper  position  on  the  board. 

The  connections  of  the  rest  of  the  cables  only  vary 
from  that  described  in  the  distance  which  is  allowed 
between  the  jack  strips  and  the  regulating  blocks  when 
fitting  up  on  the  bench  is  varied.  For  the  Manchester 
board  there  were  six  different  lengths,  the  one  men- 
tioned above,  viz.,  i  J  inch,  being  the  shortest.  The  cables 
with  this  length  are  for  the  strips  that  are  fitted  in  the 
first  panels  of  each  of  the  tables,  the  ones  for  the  second 
panel  having  a  length  of  2  inches;  those  for  the  third, 
2f  inches  ;  for  the  fourth,  3^  inches  ;  for  the  fifth,  4} ;  and 
for  the  sixth  S  inches,  thus  lengthening  by  \  inch  for 
every  panel  to  the  right. 
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By  adopting  this  plan,  the  cables  when  in  position  lie  in 
a  horizontal  layer,  as  shown  in  the  section.  Fig.  238,  which 
also  shows  the  arrangement  connected  to  the  boards  for 
supporting  these  cables  and  keeping  them  in  position.  A 
represents  a  division  board,  one  of  which  is  fixed  between 
each  pair  of  panels,  screwed  to  this  is  a  steel  bar,  B,  drilled 
and  tapped  for  the  steel  pins,  c  C,  threaded  at  each  end 
and  fixed  at  a  distance  apart  equal  to  the  thickness  of  the 
spring-jack  strips.  Between  every  pair  of  these  pins  six 
cables  are  arranged,  one  behind  the  other,   more  pins 


rYsjAiv/S/0\\i^ 


^>A; 


Fig.  238 


AxivA/^^ 
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being  put  in  as  layers  of  cables  are  added  above.  In  this 
manner  a  very  neat  and  compact  mass  of  cable  is  obtained, 
well  out  of  the  way  of  any  other  part  of  the  boards. 

In  order  to  reach  any  of  the  jack  strips  on  which  a 
fault  has  developed  itself,  a  few  of  the  steel  pins  are  un- 
screwed above  and  below  its  position  to  right  and 
left,  when  an  opening  can  be  made  between  the  proper 
layers  large  enough  to  unscrew  and  withdraw  the  strip. 
Having  cleared  the  fault,  the  strip  is  re-inserted; 
fastened,  and  the  pins  refixed  between  the  layers,  and 
all  is  straight  again. 
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184.  Connections  to  Boards, — It  will  now  be  necessary 
to  trace  the  connections  of  the  lines  between  the  cross- 
connecting  boards  and  the  indicator  drops,  and  to 
explain  the  nature  of  an  improvement  which  has  been 
introduced,  by  means  of  which  the  length  of  switch- 
board cable  through  which  it  is  necessary  to  speak 
has  been  reduced,  on  the  average,  to  less  than  one- 
half,  and  in  many  cases  to  much  less  than  a  quarter,  of 
that  which  would  otherwise  have  had  to  be  spoken 
through.  This,  of  course,  means  a  corresponding 
reduction  in  the  induction. 

On  the  Manchester  tables  the  general  spring-jacks 
are  arranged  in  sets  of  100  at  the  top  part  of  the  tables. 
Directly  beneath  these  is  a  double  row  of  strips, 
the  full  width  of  the  table,  called  **  local  spring- 
jacks,"  200  in  number,  which  are  those  connected  to  the 
indicators  of  the  subscribers  whose  wires  terminate  on 
this  table,  and  into  which  the  operator  plugs  when 
answering  any  of  these  subscribers*  calls.  There  is  also 
a  set  of  jacks  among  the  general  ones  for  the  same 
numbers  as  these  local  ones,  so  that  it  will  be  seen  that 
these  are  duplicated  on  the  same  table.  This  is 
so  arranged  in  order  that  the  cords  may  not  have  to 
extend  across  the  table  in  connecting,  as  would  be 
necessary  without  them,  and  also  to  give  uniformity 
to  the  tables. 

The  usual  method  of  joining  up  these  spring-jacks 
was  to  run  the  cables  from  the  test-board  to  the  proper 
strip  among  the  general  spring-jacks  on  the  nearest 
switch-table,  thence  to  the  corresponding  strip  on  the 
next  table,  and  so  on  right  through  the  board  to  the 
end,  the  connections  only  being  made  to  the  spring- 
jacks  among  the  general  ones.     After  attaching  a  spare 
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length  of  cable  for  future  additions,  the  cable  was  then 
brought  back  and  connected  to  the  local  jacks,  on  the 
table  on  which  the  indicators  of  the  subscribers  to  which 
the  wires  belonged  were  situated.  Short  wires  then 
connected  from  the  local  jacks  to  the  drops  below.  The 
effect  of  this  was  that  two  subscribers  connected 
together  on  any  table  would  have  to  speak  through  a 
length  of  cable  equal  to  more  than  double  the  total 
length  of  the  boards.  As  already  stated,  this  is  a  great 
disadvantage,  and  any  method  of  reducing  this  length 
is  deserving  of  attention,  more  especially  in  a  large 
exchange. 

The  method  adopted  to  accomplish  this  was  to  join 
up  the  local  jacks  on  the  way  with  the  ordinary  ones  ; 
that  is  to  say,  to  join  them  up  between  the  two  nearest 
sets  of  the  same  numbers  among  the  ordinary  jacks. 
This,  although  appearing  simple  enough,  was  by  no 
means  easy  to  carry  out  in  practice,  with  the  new  method 
of  cabling,  without  interfering  with  its  practical  value. 
After  a  great  deal  of  trouble,  however,  it  was  carried 
out  by  the  use  of  very  thin  cable,  in  which  the  wires 
are  insulated  by  wrappings  of  silk  only ;  so  that  con- 
nections between  subscribers  made  on  any  table  of  the 
Manchester  board  arc  only  through  a  length  of  cable 
equal  to  double  the  distance  between  that  table  and  the 
cross-connecting  board,  which  for  the  first  tables  is  only 
a  small  proportion  of  the  length  spoken  through  with 
the  old  system. 

185.  Table  Switches. — The  switches  used  on  the 
table  at  Manchester  for  the  insertion  of  the  operators' 
telephones  into  circuit  with  any  pair  of  cords  is  also 
of  an  entirely  new  pattern,  as  will  be  seen  from  Figs. 
239  and  240. 
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It  will  be  seen  that  when  the  lever,  A,  is  pulled  over 
in  the  way  shown,  the  two  double  springs,  B  and  C,  are 
pressed  by  the  projecting  ebonite  piece,  D,  into  connec- 
tion with  the  lower  contacts,  E  and  F  respectively,  which 
brings  the  operator's  receiver,  transmitter,  and  test-cell 


Fig.  239. 


Fig   240, 


into  circuit  with  the  pair  of  cords,  to  which  the  springs 
of  the  switch  are  connected.  By  pressing  the  lever  over 
the  other  way,  the  double  springs  come  against  the  two 
top  contacts,  between  which  the  ring-off  drop  is  con- 
nected. This  drop  is  connected  up  in  derived  circuit 
instead  of  in  direct  circuit. 
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1 86.  Switchboard  Transmitter  Supports,  —  A  new 
pattern  of  these  has  been  adopted,  which  consists  of  an 
upright  standard  fastened  by  screws  to  the  top  of  the 
table,  and  through  the  head  of  which  passes  a  horizontal 
arm,  about  18  inches  long,  which  can  be  moved  backward 
or  forward,  and  clamped  at  any  position  by  a  binding 
screw.  At  each  end  of  this  arm  is  a  cross  piece,  with 
two  ebonite  pulleys  about  3  inches  apart,  and  at  the 
sides  of  the  head  of  the  upright  piece  are  also  pivotted 
two  similar  ebonite  pulleys. 

Two  conducting  cords  (which  may  be  uninsulated)  are 
threaded  over  the  six  pulleys,  one  pair  of  ends  being 
connected  to  the  transmitter  terminals,  and  the  other 
pair,  after  passing  under  two  ebonite  pulleys  on  the 
top  of  a  lead  weight  double  the  weight  of  the  trans- 
mitter used,  are  attached  to  terminals  fixed  at  back  of 
the  switchboards,  which  are  connected  to  induction 
coil  and  battery.  If  the  induction  coil  were  contained 
in  the  case  of  the  transmitter,  it  would  be  necessary  to 
use  double  flexible  insulated  cord  for  the  connection. 

By  this  arrangement  the  transmitter  can  easily  be 
adjusted,  in  regard  to  distance  from  front  of  table,  or  as 
to  height,  and  can  in  a  moment  be  pushed  above  out 
of  the  way  when  not  in  use,  and  instantly  brought 
down   again   when   required. 

187.  Trunk  Lines, — As  before  stated,  much  attention 
has  been  paid  to  the  working  of  those  wires  connecting  the 
surrounding  and  distant  towns  with  Manchester.  Several 
novelties  have  been  introduced,  and  the  completeness  of 
this  trunk  system  may  be  judged  on  reference  to  the  map. 

The  wires  from  the  outside  towns  are  first  brought  on 
to  the  test-board,  the  same  as  other  wires.  In  most  cases, 
where  there  is  more  than  one  wire  to  any  one  town, 
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they  arc  divided  into  those  which  are  to  be  used  for  calls 
originating  in  Manchester,  and  those  to  be  used  for  calls 
to  Manchester.  The  latter  are  put  on  the  ordinary 
multiple  trunk  table,  and  worked  in  the  ordinary  manner ; 
and  the  former  are  connected  to  special  trunk  tables. 
About  twenty  lines  are  connected  on   each  of  these 
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Fig.  241. 

tables,  of  which   there  are  three,  and  two  operators 
attend  to  each. 

Twenty  spring-jacks  on  each  table  are  connected 
to  single  cords  on  the  trunk  multiple  table,  and 
numbered  correspondingly.  Through  these  the  trunk 
wires  are  switched  on  to  any  of  the  local  subscribers 
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these  connections  being  made  by  an  operator  stationed 
in  the  centre  of  the  trunk  multiple  board,  who  is  always 
listening  on,  and  receives  her  instructions  through  a 
wire  connecting  her  telephone  to  the  special  boards,  to 
which  the  operators  on  the  latter  can  connect  by  the 
simple  movement  of  a  switch, 

188.  Busy  Trunk  Subscribers, — A  special  arrangement 
is,  however,  made  in  the  case  of  those  local  subscribers  who 
use  the  trunk  wires  very  frequently.  In  such  cases  their 
lines  are  multipled  on  the  special  trunk  boards  ;  that  is 
to  say,  their  lines  are  taken  from  the  test-board  to  mul- 
tiple spring-jacks  on  these  boards,  arranged  in  a  centre 
panel,  and  then  pass  to  the  multiple  jacks  on  the 
ordinary  boards  and  back  to  indicators,  test  wires  being 
also  connected,  so  that  the  trunk  operators  can  test  if 
their  lines  are  engaged.  By  this  arrangement  they  can 
connect  direct,  just  as  though  they  were  on  an  ordinary 
multiple  table,  without  the  service  of  the  listening 
operator  before  mentioned. 

When  a  local  subscriber  speaks  to  one  in  a  distant 
town,  a  charge  is  made  and  a  ticket  has  to  be  made  out, 
showing  to  whom  the  charge  has  to  be  made  and  the 
town  and  number  required.  It  was  usual,  in  other 
exchanges  using  the  multiple  boards,  for  these  tickets 
to  be  written  by  the  ordinary  operators ;  but  it  was 
evident  that  this  caused  much  delay  in  the  answering  of 
their  ordinary  calls,  and,  as  the  trunk  operators  had  too 
much  to  do  without  writing,  a  special  plan  was  arranged 
by  which  a  subscriber  requiring  a  connection  to  another 
town  mentions  the  word  *  trunk'  to  the  ordinary  opera- 
tor, who  immediately  connects  him  to  a  table  at  which 
a  clerk  is  sitting,  whose  sole  duty  is  to  write  out  these 
tickets.     When  the  calling  subscriber  gives  the  necessary 
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particulars  the  clerk  rings  off,  and  the  h'ne  is  restored 
to  its  normal  condition.  The  ticket  made  out  is  then 
stamped  by  an  automatic  time  stamp,  made  by  the 
Western  Electric  Co.,  and  passed  on  to  the  trunk 
operators,  who,  when  a  line  to  the  town  wanted  is 
disengaged,  make  the  connection  in  the  manner  before 
described. 

This  method,  although  reading  somewhat  complica- 
ted, is  in  reality  very  simple,  and  results  in  the  trunk 
wire  service  being  carried  on  very  smoothly. 

189.  Time  Check, — An  arrangement  has  also  been 
devised  by  which  the  trunk  line  connections  can  be 
regulated  in  regard  to  their  time  duration. 

By  means  of  one  small  clock,  a  disc  over  each  of  the 
trunk  wire  indicators  is  so  arranged  as  to  fall  at  the 
end  of  the  time  allowed  for  conversation,  and  either 
automatically  disconnect  or  call  the  operator's  attention, 
so  that  she  may  disconnect  or  make  a  further  charge 
for  the  use  of  the  wire. 

This  relieves  the  operators  of  a  great  deal  of  anxiety 
as  to  the  length  of  time  subscribers  have  been  connec- 
ted, and  as  to  when  they  are  entitled  to  disconnect. 
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CHAPTER  XXI. 

INTERCOMMUNICATION    BETWEEN    TWO    DISTANT 
TELEPHONIC  NETWORKS. 

SYSTEM    OF    TRANSLATION. 

190.  The  rapid  spread  of  telephonic  networks  renders 
the  question  of  direct  communication  between  sub- 
scribers in  two  distant  towns  of  great  importance. 
A  telephone  system  can  hardly  be  considered  com- 
plete that  does  not  provide  such  communication, 
and  the  extent  to  which  this  is  carried  may  be 
seen  in  the  large  number  of  trunk  wires  which  have 
been  established,  especially  In  England,  Germany, 
and  Switzerland.  The  system  of  the  Lancashire  and 
Cheshire  Telephone  Co,  has  already  been  referred 
to,  and,  under  the  National  Telephone  Co.'s  system, 
towns  so  distant  as  Edinburgh  and  Glasgow,  55 
miles ;  Glasgow  and  Ayr,  53  miles ;  and  Edinburgh 
and  Falkirk,  32  miles,  have  direct  telephonic  com- 
munication. 

Now  where  these  connecting  lines  are  single  and  of 
considerable  length,  induction  is  a  most  disturbing 
element,  rendering  communication  diflficult  and  almost 
impossible.  Where  there  are  only  a  few  wires  the  con- 
versation carried  on  upon  other  wires  can  be  overheard  in . 
each,  and  with  a  great  number  of  wires  the  confusion  of 
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sounds  makes  communication  hopeless.  The  only- 
known  method  of  getting  over  the  difficulty  is  \yY 
employing  a  return  wire  instead  of  an  earth  return. 

In  this  case,  however,  if  double  lines  are  used  for  the 
connection  of  two  distant  central  stations,  the  lines 
of  all  the  subscribers  using  the  connection  must  be 
constructed  double  also  ?  Such  an  arrangement  is  very 
expensive,  and  so,  to  a  considerable  extent,  decreases 
the  usefulness  of  the  system. 

The  solution  of  the  difficulty  has  therefore  been 
sought  in  a  different  direction,  and  transformers  have 
been  placed  at  the  terminals  of  a  double  line  connecting 
two  central  stations,,  which  render  it  possible  for  two 
subscribers,  each  connected  by  a  single  line  with  the 
distant  central  stations,  to  enter  into  direct  communi- 
cation through  a  double  trunk  wire. 

Such  arrangements  have  been  introduced  among 
others  by  Bennett,  Nystrom,*  and  Elsasser.t 


(aY—BENNETrS  SYSTEM. 

191.  The  induction  coils  used  for  the  purpose  are  of 
special  construction.  The  ordinary  induction  coil,  having 
a  primary  of  small,  and  a  secondary  of  large  resistance, 
will  not  do.  Both  the  helices  of  a  translator  must  be  of 
high  resistance,  and  each  operates  alternately  as  primary 
and  secondary,  according  to  the  direction — out-going  or 
in-coming — of  the  current.  Mr.  Bennett  originally  used 
helices  of  equal  resistance,  but  he  finds  it  better  to  wind 
them  in  the  proportion  of  i  to  2-5,     The  core  of  the  trans- 

*  JoTjmal  T^l^graphiquc,  vcl.  VII.,  p.  208. 

t  Electrotechnlsrhe  Zeitschrift,  vol.  III.,  No.  12.,  p.  505. 


Digitized  by  VjOOQIC 


TRANSLATORS. 


357 


lator  must  be  of  the  softest  iron  wire,  and,  to  obtain  the 
best  results,  the  coils  must  be  wound  as  closely  as  possible 
and  with  the  greatest  exactitude.  When  the  coils  are 
well  made,  the  strength  of  the  speaking  through  a  copper 
metallic  loop  working  through  two  translators  is  not 
sensibly  diminished.  For  instance,  subscribers  in  Glasgow 
and  Edinburgh  converse  together  over  metallic  loops  50 
miles  long  as  easily  as  they  do  over  their  local  single 
wires ;  and  much  greater  distances  are  occasionally 
worked. 


Fig.  242. 

Fig.  242  is  a  plan  of  the  connections  adopted  by  Mr. 
Bennett  in  the  Edinburgh  and  other  exchanges  under 
his  care  :  T,T'  are  the  translators;  I,I'  the  indicators 
for  calling  purposes  between  the  two  towns;  K,k'  are 
two  keys  furnished  with  two  upper  and  two  lower  rubbing 
contacts;  S,  s' the  spring-jacks  used  when  the  metallic 
loop  has  to  be  joined  directly  through  to  another  metallic 
loop ;  SS,  SS',  the  spring-jacks  for  connecting  the  sub- 
scribers' earthed  single  wires.  When  two  such  subscribers 
are  plugged  on  at  SS  and  SS',  the  current  goes  from  the 
transmitter  to  SS,  and  through  one  section  of  T  to  earth. 
The  speaking  is  taken  up  by  the  second  section  of  T,  and 
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travels,  by  I,  s,  and  K  ,  o\'er  the  metallic  circuit,  to  K', 
through  one  helix  of  t'  to  l'  and  S',  and  so  back  to  T. 
The  second  section  of  T'  picks  it  up  and  conveys  It 
through  ss'  and  the  listening  subscriber's  telephone  to 
earth. 

To  call  the  opposite  station,  the  operator  presses  the 
key  until  it  leaves  the  top  stops  and  make?  contact  with 
the  bottom,  thus  cutting  out  of  circuit  the  translator 
and  indicator,  and  putting  the  pole-charger,  or  other 
source  of  power,  direct  to  the  metallic  loop,  so  dropping 
the  other  station's  indicator.  The  coils  of  the  indicators 
should  be  of  as  low  a  resistance  as  practicable,  and 
connected  in  parallel. 

S,  S'  are  furnished  with  two  bottom  contacts.  When 
the  metallic  loop  has  to  be  joined  to  another,  the 
resistance  and  magnetic  inertia  of  the  translator  and 
indicator  would  diminish  the  efficiency  of  the  speaking 
if  allowed  to  remain  in  circuit  The  plug  is  therefore 
made  long  enough  to  touch  both  contacts  when  pushed 
into  the  jack,  and  so  short-circuits  both  the  translator 
and  indicator.  Sometimes  it  is  desirable  to  retain  the 
indicator  in  for  ringing-off  purposes,  and  the  connections 
are  modified  accordingly. 

{bY—NYSTROM'S  SYSTEM. 

192.  An  induction  co\\,a  ^,  whose  sections  as  in  Bennett's 
are  adapted  to  the  existing  conditions  of  resistance,  is 
placed  at  each  of  the  two  exchanges  A  and  B  (Fig.  243). 
One  of  the  sections  a,  of  each  coil,  is  connected,  as  shown 
in  the  figure,  with  the  double  (trunk)  line  between  these 
exchanges.  One  extremity  of  the  second  section,  b,  is 
in   permanent   connection   with   earth    at   the   central 
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stations.  The  ordinary  switchboard  of  these  stations 
permits  the  connection  of  any  single  wire  whatever  with 
the  second  extremity  of  the  winding  b.  Of  course  the 
further  end  of  each  subscriber's  line  is,  as  usual,  in 
permanent  connection  with  earth. 

If  now  subscriber  T,  connected  with  exchange  A,  is 
put  through,  by  means  of  the  trunk  wire  i,  3,  to  the 
exchange  B,  and  thence  to  subscriber  T',  communication 
will  be  effected  in  the  following  way.  The  current  pro- 
duced when  the  subscriber  T  telephones  on  the  local 
line  L  circulates  through  section  b  of  the  induction  coil 
at  A,  and  ex^rrUes   an  inductive  influence  on  section 


^)4n 


Fig.  243. 

a.  Hence  results,  as  indicated  by  the  arrows  in  the 
figure,  a  current  in  wires  i  and  3,  whose  extremities  are 
connected  to  section  a.  This  current,  which  at  the 
exchange  passes  through  section  a^  of  the  induction  coil 
at  B,  there  engenders  an  induced  current  through  the  single 
wire  l',  which  connects  the  subscriber  t'.  In  this  way 
several  double  lines  can  be  simultaneously  employed  for 
telephony,  without  any  confusion  arising  in  the  conversa- 
tion ;  and  besides,  one  conversation  can  take  place  by 
means  of  a  single  line  between  two  central  stations, 
although  the  electric  currents  between  the  earth  plates 
of  this  single  Hue  produce  a  rather  troublesome 
noise. 
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The  figure  represents  the  single  wire  2,  placed  in  the 
middle  between  the  two  wires  i  and  3,  which  form  a 
double  line.  The  wire  2,  of  course,  exercises  an  inductive 
action  upon  i  and  3,  but  this  action  is  such  that  the 
effect  upon  one  of  these  wires  is  completely  counter- 
acted by  the  effect  upon  the  other.  In  the  same  way 
wires  i  and  3  act  by  induction  upon  wire  2,  but  in  a 
contrary  sense,  and,  consequently,  without  any  sensible 
effect  It  is,  however,  a  remarkable  fact  that  wire  2 
need  not  necessarily  be  placed  between  the  two  others,  but 
may  be  placed  outside. 

The  intensity  of  the  sound  is  not  weakened  to  any 
considerable  extent  by  this  double  inductive  effect.  It 
is  found,  in  fact,  that  by  this  double  transformation 
sound  is  transmitted  with  at  least  as  much  intensity  as 
by  ordinary  telephony  on  a  single  wire. 

Of  course  the  currents  coming  from  an  ordinary 
induction  apparatus  will  not  produce  at  the  distant 
station  the  usual  signals,  and  consequently  special 
calling  arrangements  between  the  exchanges  have  to 
be  made.  The  most  practical  is  to  have  a  special 
wire,  common  to  all  the  trunk  lines. 


(c).—ELSASSEK'S  SYSTEM. 

193.  A  similar  arrangement  has  been  adopted  by 
Mr.  Elsasser  between  Cologne  and  Elberfeld,  a  distance 
of  fifty-seven  kilometres,  and  connected  by  means  of  a 
four-wire  cable. 

The  opposite  wires  I  and  3  of  the  cable  were,  as  in  the 
Post  Office  system  in  England,  at  Elberfeld  and  Cologne 
connected  with  a  telephone  line  going  to  Barmen,  with 
earth,  and  with  an  induction  coil  (Fig.  244). 
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With  this  connection,  which  only  requires  one 
induction  coil,  transmission  of  speech  is  very  good 
between  Barmen  and  Cologne ;  nor  were  there  any 
inductive  effects  noticeable  in  wires  2  and  4.  If,  on  the 
other  hand,  two  wires  lying  next  to  one  another,  such 
as  I  and  2  or  3  and  4,  are  used  for  the  formation  of  a 
double  line,  troublesome  inductive  effects  immediately 
manifested  themselves. 

Now,  although  this  double-line  system  allows  of 
direct  speaking  between  two  stations,  it  does  not,  with- 
out special  contrivances  at  the  two  central  stations, 
permit  direct  calls  being  made  by  continuous  currents 
between  two  subscribers'  stations.     This  could  otherwise 
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Fig.  244. 

only  be  done  by  strong  alternating  currents.  But,  even 
where  such  currents  are,  by  means  of  inductors,  sent  from 
the  subscribers'  stations,  they  are,  by  the  double  transfor- 
mation in  the  induction  coils  of  the  central  station,  as 
used  in  Bennett's  system,  weakened  to  such  an  extent 
that  the  signals  at  the  called  station  are  very 
indistinct. 

In  the  same  way,  the  connection  shown  in  Fig.  244 
would  require  alternating  currents  for  calling.  If 
such  currents  are  not  available  for  calling,  nothing 
remains  but  to  effect  the  calls  through  the  intermediary 
of  the  central  stations,  or  else — and  this  will  be  found 
more  advantageous  for  the  working — to  provide  the 
latter  with  transformers  for  the  call  currents. 
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The  following  arrangemefit  has  been  suggested 
by  Mr.  Elsasser,  allowing  the  direct  call  of  a  distant 
subscriber : — 

At  the  central  stations  T  and  il,  Fig.  245,  are  the 
plug-holes  ^1  ^2  ^"^^8  ^4  ;  the  relays  R^  Rjwith  batteries 
B  and  Bj,  and  two  induction  coils,  Jp  Jj.  If  a  subscriber  M 
of  central  office  I,  whose  line  is  connected  to  the  electro- 
magnet system  s  m^  wishes  to  speak  with  a  subscriber 
of  central  office  II,  the  central  office  I  first  calls  station 


Fig.  245. 

II,  states  the  requirement  (say,  to  put  through  to  N),  and 
then  connects  up  its  transformer  system  by  insertion 
of  plug  U  into  the  plug-hole  of  Sw.  Central  station  II 
at  once  joins  plug-hole  s«  of  subscriber  N  with  the 
plug-hole  ^j,  whilst  the  plug  Ug  remains  at  ^^.  A  call 
current  coming  from  m  circulates  through  ^ni,  u, 
induction  coil  J,,  and  the  coil  of  relay  Ri.  The  relay 
tongue  is  thereby  attracted  against  the  lower  contact, 
and  closes  the  circuit  of  battery  Bj.  The  current  from 
this  latter  then   flows,  on   the  one  hand,  through  the 
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relay  lever,  plug-hole  k^^  the  branch  2  of  the  double  line, 
and  through  plug- hole  k^  and  its  special  contact  spring, 
V,  to  earth  ;  whilst,  on  the  other  hand,  at  central  station 
I,  it  passes  from  plug-hole  ky  and  branch  i  of  the  double 
line  to  plug-hole  k^  of  station  li,  traverses  the  electro- 
magnet S«,  and  thence  to  the  line  of  the  called  subscriber. 
The  annunciators  thereupon  fall  at  both  stations,  exhibit- 
ing the  corresponding  numbers.  Speech  is  then  carried 
on  by  means  of  induction  coil  Ji,  in  which  the  undulatory 
currents  from  both  stations  are  transformed  whether 
the  talking  proceeds  from  m  or  from  N.  That  coil 
only  is  used  which  is  at  the  central  office  of  the  calling 
station  ;  if  N  had  called,  the  calling  and  speaking  would 
be  carried  on  through  relay  Rg  and  induction  coil  J,. 
This  arrangement,  it  may  be  noticed,  permits  of  a 
call  from  one  of  the  two  sides  only,  as  will  easily  be 
seen  from  the  sketch.  As,  however,  this  arrangement 
is  designed  for  the  German  system,  where  the  clearing- 
out  signal  is  given  by  the  calling  subscriber  only,  its 
adoption  leads  to  no  practical  difficulty. 

It  will  be  observed  that,  although  two  wires  are  used 
for  the  trunk  line,  they  are  not,  as  in  Bennett's  system, 
used  as  a  closed  circuit,  but  only  as  a  single  wire  of 
greater  length ;  in  fact,  the  line  of  the  called  station 
is  lengthened  by  double  the  distance  between  the 
near  central  station  and  the  central  station  of  the  call- 
ing subscriber.  The  induced  currents  from  external 
circuits  are,  however,  reversed  in  the  two  sections  i 
and  2,  and  .so  neutralize  each  other. 

There  is  another  arrangement  on  this  system  which 
is  simpler  still,  and  which  enables  each  subscriber,  after 
connection  has  been  made,  to  call.  It  will  be  under- 
stood from  Fig.  246. 
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The  calling  current  from  M  passes  through  the 
coils  of  the  annunciator  of  the  calling  subscriber  at  the 
central  station  I,  causing  the  indicator  to  drop,  thence 
through  Up  the  tongue  of  relay  Rp  and  through  the  coils 
of  the  second  relay  Rg,  to  earth.  The  tongue  of  relay  R2, 
being  attracted  against  the  lower  contact,  battery  B, 
is  thereby  placed  in  the  circuit  of  the  trunk  wires  i  and 
2  to  the  central  station  11,  and  the  current  traverses  the 
electro-magnet  coils  of  relay  R3,  the  tongue  of  which, 
moving  downwards,  joins  the  battery  Ba,  whose  one  pole 


Fig.  246. 


is  to  earth,  to  S«,  and  line,  so  that  the  call-bell  of  the 
subscriber's  station  N  will  ring. 

The  speaking  currents  arriving  from  m  flow,  as 
will  be  seen,  through  S/«,  U,  the  tongue  of  relay  R,, 
induction  coil  Ji,  and  through  the  coils  of  relay  R2  to 
earth. 

The  currents  of  the  second  order  induced  in  the 
secondary  coil  pass  to  the  line  wires  i  and  2  through 
the  tongue  of  relay  Rj  and  the  coils  of  R^,  and  then 
traverse  the  secondary  coil  J2.  The  currents  of  the  third 
order  induced   in  the  coil  Jg  then  pass  into  line  N.     In 


Digitized  by  VjOOQIC 


TRANSLA  TORS.  365 

this  case  the    trunk    lines    are    used    as    a    metallic 
circuit. 

Both  these  arrangements,  therefore,  (Figs.  245  and 
246),  permit  the  sending  of  direct  call  signals  without 
the  employment  of  strong  batteries  at  the  subscriber's 
house,  or  the  use  of  strong  alternating  currents,  and 
at  the  same  time  eliminate  the  effects  of  induction  upon 
the  long  trunk  lines. 
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CHAPTER  XXII. 

PUBLIC    TELEPHONE    STATIONS. 

T94.  At  these  stations,  a  number  of  which  are  now  in 
general  use  in  many  countries,  all  persons  without 
exception,  whether  subscribers  or  not,  can,  on  the 
payment  of  a  certain  fee,  talk  for  a  specified  time  with 
any  of  the  subscribers  to  the  telephone  system. 

In  Germany,  for  instance,  the  fee  is  fifty  pfennig 
sixpence)  for  five  minutes*  conversation. 

Such  stations  generally  form  part  of  a  post  or  tele- 
graph office  where  tickets  of  fifty  pfennig  each  are  issued, 
entitling  the  purchaser  to  five  minutes'  conversation.  If 
the  conversation  lasts  longer,  he  must  either  take  more 
than  one  ticket,  or  pay  an  additional  proportionate 
amount  at  the  termination  of  the  conversation. 

The  working  itself  is  identical  with  that  of  other 
telephone  offices.  The  operator  in  charge  of  the  public 
station  in  the  first  instance  rings  up  the  central  station, 
states  what  connection  is  required,  and,  as  soon  as 
he  receives  a  reply,  informs  the  would-be  correspon- 
dent, who  then  acts  in  the  same  way  as  an  ordinary 
subscriber  does  from  his  own  house.  A  list  of  sub- 
scribers is  ready  at  hand  for  the  use  of  the  public. 

Now,  besides  these  stations,  which  are  public  in  the 
full  sense  of  the  term,  there  are  certain  institutions  of 
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a  quasi-public  kind,  but  reserved  to  subscribers  only,  as, 
for  instance,  the  so-called  telephone  cells,  or  silence  boxes^  as 
we  call  them  in  England,  at  the  Berlin  Stock  Exchange. 
These  installations  enable  a  subscribing  member  of 
the  Stock  Exchange  to  converse  during  business  hours 
with  any  subscriber  to  the  telephone  system  in  the 
town. 

Such  an  installation  requires  the  provision  of  cabinets 
which  are  sound-proof,  so  that  any  conversation  carried 
on  within  cannot '  be  overheard  by  persons  outside. 
In  Germany  these  cells,  or  cabinets,  are  made  of  double 
wooden  partitions,  the  space  between  the  boards  being 
filled  with  a  well  mixed  mass  of  clay  and  shavings. 
The  cell  can  be  fastened  both  from  the  insi4e  and  the 
outside,  and  has  a  window  in  one  of  the  side  walls 
which  is  double  glazed,  so  that  there  is  a  layer  of  air 
between  the  two  panes.  The  lighting  is  done  from  the 
outside  by  placing  a  gas  flame  in  front  of  the  window. 

The  interior  walls  of  the  cell  are,  in  the  first  instance, 
covered  with  a  layer  of  thin  pasteboard  ;  on  top  of  this 
is  placed  a  layer  of  felt,  fastened  to  thin  wooden  ledges 
(so  as  to  obtain  a  layer  of  air  between  the  felt  and  the 
pasteboard),  and,  lastly,  common  wall  paper,  or  a  thin 
cotton  stuff,  is  used  for  the  final  covering. 

The  cell  is  v6  metres  deep,  1*3  metres  broad,  and 
2'25  metres  high  ;  the  corresponding  dimensions  of 
the  interior  space  are  1*5  metres,  i*i  metres  and  1*85 
metres. 

There  are  sixteen  cells  at  the  Berlin  Stock  Exchange 
which  are  of  different  construction,  being  made  of 
brickwork  and  being  quite  independent  of  one  another. 
All  the  cells  are  locked,  the  operator  in  charge  having 
the  key. 
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Each  cell  is  provided  with  an  ordinary  telephone  set 
with  microphone,  and  a  small  desk  for  taking  notes. 

The  call  battery  may  be  common  to  several  cells,  and 
be  placed  outside.  If  the  cell  stands  against  the  wall 
of  a  room,  a  separate  back  wall  may  be  dispensed  with. 
A  ventilator  of  some  sort  is  indispensable. 

The  cell  must  be  sufficiently  sound  tight  to  prevent 
any  person  outside,  when  standing  quite  close  to  the 
cell,  from  overhearing  any  conversation  inside,  even  when 
carried  on  in  the  loudest  tone  of  voice ;  and  by  the 
same  means  the  noise  from  the  outside  is  rigidly 
excluded,  so  that  the  correspondent  within  the  cell  can 
talk  without  any  hindrance  or  disturbance. 

The  following  is  the  method  of  working : — 

The  person  entering  the  cell  presses  the  call  button, 
and  rings  up  the  central  station,  informing  the  latter  of 
his  wishes.  The  central  station  thereupon  connects  him 
with  the  called  subscriber.  There  is  the  other  possi- 
bility of  a  subscriber  of  the  telephone  network  wishing 
to  call  a  member  of  the  Stock  Exchange ;  in  this  case 
the  distant  subscriber  acquaints  the  central  station  with 
his  desire,  and  the  latter  communicates  with  one  of  the 
officials  in  charge  of  the  cells,  who  sends  a  messenger 
with  a  printed  notice  to  the  called  member  of  the 
Exchange;  informing  him  that  he  is  wanted  for  a 
conversation  in  one  of  the  cells. 

In  large  Exchanges,  such  as  that  at  Berlin,  a  separate 
room  is  reserved  for  the  official  in  charge,  and  provided 
with  a  switchboard  and  with  several  telephone  sets. 

195.  The  arrangement  of  the  switchboard  will  be 
understood  from  Figs,  247  and  248,  which  represent 
parts  of  the  apparatus. 

It  contains  twenty-five  double  plug-holes,  constructed 
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in  such  a  way  that  the  two  springs  rest  on  a  common 
metallic  piece.  The  two  plug-holes  are  alongside  each 
other. 

The  wires  leading  from  the  central  station  to  the 
Stock  Exchange  are  connected  to  the  left-hand  springs 
(left  white  in  the  figure),  whilst  the  wires  leading  to  the 
cells  are  connected  to  the  springs  on  the  right-hand 
(marked  black  in  the  figure). 


KJ 


Vw,.  247. 

As  will  be  seen  from  Fig.  248,  each  line  is  con- 
nected to  its  respective  cell  when  no  plug  is  inserted. 

Let  us  suppose,  as  indicated  in  the  figures,  a  plug  to 
be  inserted  into  line  plug'hole  20,  and  the  second  plug 
of  the  connecting  cord  into  plug-hole  24 ;  the  line  20 
is  connected  to  the  apparatus  of  cell  24.  In  this  way 
any  of  the  lines  can  be  connected  to  any  of  the  cells. 

2   H 
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A  control  telephone  is  suspended  to  hook  e  (Fig 
247),  another  to  the  left  of  the  apparatus. 

The  connecting  wires  of  the  speaking  telephone  are 
fixed  to  the  terminals  b  and  r,  whilst  the  terminals  a 
and  d  carry  cords  provided  with  one  plug  each.  If 
one  of  these  plugs  is  inserted  into  a  line  plug-hole,  and 
the  other  into  a  cell  plug.hole,  the  control  telephone  is 
brought  into  line,  because  the  current  now  finds  its  way 
through  line,  through  the  plug,  and  the  metallic  piece 
connecting  the  terminal  screws,  and  thence  through  the 
telephone  to    the    second   metallic   connecting    piece 


I 
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Fig.  248. 
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and  through  the  second  cord  to  the  special  line  of  the 
cell. 

The  working  is  effected  in  a  manner  similar  to  that 
already  described,  but  with  this  difference — that  the 
official  in  charge,  as  soon  as  a  cell  has  been  placed  at 
the  disposal  of  a  subscriber,  calls  the  central  station 
by  means  of  the  exchange  service  line,  requesting  it  to 
connect  the  exchange  line  No.  n  with  the  line  x^  so 
that  the  person  entering  the  cell  generally  finds  the 
connection  already  made,  and  can  immediately  ring  up 
the  desired  correspondent. 
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The  use  of  the  telephone  cells  (also  by  calling  a 
subscriber  from  a  terminal  station)  is  only  open  to  those 
subscribers  of  the  general  telephone  network  who 
pay  an  additional  subscription  for  the  privilege. 

196.  The  construction  of  the  British  Post  Office 
silence  cabinet  has  been  already  described  (p.  230). 
These  cabinets  are  in  most  ca^es  lighted  by  an  electric 
glow  lamp,  which,  by  means  of  a  switch  beneath  the 
seat  fixed  in  the  cabinet,  is  lighted  only  when  someone 
is  seated  in  the  cabinet. 


Automatic  Call  Boxes. 

197^  The  automatic  box  has  been  introduced  in 
Manchester  so  that  the  public  can  have  the  use  of  the 
telephone  exchange  by  paying  for  each  conversation ; 
and,  where  it  is  so  desired,  subscribers  to  the  telephone 
exchange  can  have  the  same  use  free  of  charge. 

It  is  usual  to  fix  these  at  important  points  in  cities 
and  towns,  having  them  connected  by  a  wire  to  the 
telephone  exchange.  No  attendant  is  required ;  the 
payment  when  put  into  the  box  is  counted  at  the 
telephone  exchange  by  the  ordinary  operator.  When 
anyone  who  is  not  a  subscriber  wishes  to  communicate, 
he  rings  the  ordinary  telephone  bell,  placed  beside  the 
automatic  call-box,  and  tells  the  operator  the  number 
of  the  subscriber  he  wants.  If  that  subscriber  is  free 
to  talk,  then  the  operator  informs  the  party  to  put  in 
his  money — 3d.,  if  connection  is  wanted  in  the  same 
town ;  6d.  if  in  any  other  town  in  the  district  As  the 
money  is  being  put  in  the  operator  counts  it,  and 
connects  accordingly.  When  anyone  who  is  a  subscriber 
rings,  the  operator  asks  him  to  insert  his  check,  and 
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turn  once.  This  gives  the  required  signal,  and  the 
connection  is  at  once  made.  In  places  where  subscribers 
are  not  allowed  the  free  use,  the  boxes  are  made 
without  any  place  for  inserting  a  check. 

The  box  is  made  with  two  slits  in  the  top — one  for 
pennies,  the  other  for  sixpenny  pieces.  There  are  two 
openings  in  front  for  subscriber's  checks — one  for  local, 

the   other    for   trunk  line  con- 
nections. 

198.  To  give  the  operator  in 
the  exchange  the  power  to  do  as 
above  described,  there  is  placed 
in  the  exchange  a  relay  with 
local  battery  and  bell.  The  line 
circuit  of  this  relay  has  one 
end  direct  to  earth,  the  other  is 
brought  to  a  special  connect- 
w  ing  plug,  having  in  its  circuit 

1  a  battery  of  a  few  cells. 

[JlJ  When  anyone    from   a  call 

station  tells  the  operator  what 
is  wanted,  this  special  plug  is 
inserted  into  the  line,  the  in- 
dicator is  cut  off,  and  a  battery 
current  flows  to  line.  The 
relay  becomes  closed,  and  the  hammer  of  the  bell 
rests  on  the  dome.  Now,  as  often  as  the  line  wire  is 
disconnected  the  bell  will  ring,  and  it  is  arranged  at  the 
automatic  box  that  each  penny  shall  disconnect  the 
line  momentarily  through  two  springs  as  it  drops  into 
the  box  (Fig.  249).  If  a  halfpenny  is  put  in,  it  might 
disconnect  one  of  the  two  springs  ;  but,  in  order  that  the 
signal  may  be  sent,  it  is  necessary  that  both  springs  be 
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acted  upon  at  the  same  moment,  which  it  is  impossible 
for  a  halfpenny  to  do,  being  too  small.  A  local  sub- 
scriber's check  inserted  and  turned  disconnects  the  line, 
and  rings  the  bell  in  the  exchange. 

199.  If  the  connection  wanted  requires  that  a  sixpence 
be  put  in,  the  operator  does  not  use  the  special  plug  at 
the  exchange,  but  keeps  the  telephone  to  her  ear.  The 
sixpence,  in  dropping  into  the  box,  disconnects  the 
local  circuit  of  the  telephone  at  the  call  station,  that  circuit 
passing  through  the  automatic  box.  Here,  as  in  the 
other  case,  a  smaller  coin  than  a  sixpence  will  not  operate, 
and  only  a  trunk;  line  subscriber's  check  will  disconnect 
this  local  circuit.  When  the  local  circuit  is  discon- 
nected by  a  sixpence  or  a  check,  a  distinct  smart  click 
is  heard  by  the  operator  in  the  exchange,  who  knows 
what  has  taken  place,  and  then  makes  the  required 
connection. 

200.  A  modification  of  the  working  is,  that  no  relay  and 
bell  is  required  at  the  exchange,  but  simply  a  battery 
current  sent  out  to  line  through  the  operator's  telephone  , 
and  after  a  little  practice  the  operator  can  with  perfect 
certainty  distinguish  between  a  noise  produced  in  the 
telephone  by  disconnecting  the  main  line  with  a  per- 
manent current  upon  it,  and  that  produced  by  in- 
terrupting the  local  circuit.  Disconnecting  the  line 
produces  a  noise  like  a  heavy  thud,  and  disconnecting 
the  local  circuit  a  sharp  click. 

Another  modification  is  that  the  coin,  in  dropping 
into  the  box  at  the  call-station,  disconnects  a  local 
circuit  having  a  bell  in  it,  and  the  sound  of  the  ring  is 
conveyed  by  the  telephone  at  the  call  station  to  the 
operator  at  the  exchange,  who  is  listening. 
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CHAPTER  XXIII. 

u^AUTOMATIC  CONNECTION  REGISTER* 

20I.  This  instrument  was  devised  by  Mr.  J.  D.  Miller, 
of  the  National  Telephone  Companyj  Dundee,  for  the 
purpose  of  registering  automatically  the  number  of 
connections  made  by  an  operator ;  long  experience 
having  demonstrated  that  it  is  in  vain  to  expect  the 
attendants  to  keep  an  accurate  record  with  pencil  and 
paper. 

The  apparatus  consists  essentially  of  an  electro- 
magnet, the  armature  of  which  engages  with  a  ratchet 
wheel  and  moves  forward  an  index  which  counts  up 
to  10,000.  Each  switch  plug  is  fitted  with  a  metal  boss, 
which  momentarily  closes  the  circuit  of  a  battery 
through  the  coils  of  the  electro-magnet  of  the  register 
whenever  the  plug  is  taken  from  its  position  of  rest  for 
the  purpose  of  making  a  connection.  As  each  switch 
cord  has  two  plugs,  and  each  plug  makes  two  con- 
tacts for  each  connection  effected,  the  index  reading 
has  to  be  divided  by  four  at  the  end  of  the  day, 
so  as  to  obtain  the  net  number  of  connections.  When 
each  operator  in  an  exchange  is  provided  with  a 
counter,  a  very  perfect  register  of  the  traffic  is  obtain- 
able, and  the  attendant  is  left  more  at  liberty  to  look 
*  Engineering,  25th  March,  1887. 
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after  the  switching  than  when  a  written  register  has  to 
be  kept.  By  the  combination  of  a  cylinder  and  a  sheet 
— h'ke  those  of  meteorological  recorders — the  counter 
becomes  a  permanent  record  of  the  number  of  messages 
passed,  and  by  the  aid  of  a  clock  it  may  be  made 
to  indicate  the  time  at  which  they  occurred  and  the 
duration  of  each.  With  this  last  attachment  the 
instrument  becomes  of  value  as  a  recorder  in  a 
public  telephone  "  call "  office,  when  the  charge  made  is 
proportional  to  the  length  of  the  conversation. 


n.— APPARATUS  FOR   THE  DISTRIBUTION  OF  TIME' IN 
TELEPHONIC  NETWORKS. 

202.  This  is  an  accessory  apparatus  for  central  stations, 
and  was  exhibited  by  Mr.  Oram  at  the  Philadelphia 
Exhibition  in  1884. 

It  sends  every  minute  interrupted  currents  into 
the  whole  network,  which  are  feeble  enough  not  to 
interfere  with  the  conversation,  JDUt  at  the  same  time 
sufficiently  strong  to  produce  a  distinct  and  short  sound 
at  regular  intervals. 

The  subscriber,  in  order  to  ascertain  the  time,  has 
only  to  unhook  his  telephone  and  hold  it  to  his  ear. 
Every  minute  he  hears  a  feeble  humming  noise  which 
attracts  his  attention,  and  immediately  after  he  hears 
successive  signals  which  give  the  hour  and  the 
minutes. 

Supposing  he  had  heard  two  signals,  followed  by  a 
short  interval,  then  three  and  another  interval,  and, 
finally,  seven  signals.  This  would  indicate  that,  at  the 
moment  of  the  next  signal  that  is  to  say,  in  one  minute, 
it  will  be  thirty-seven  minutes  past  2  o'clock. 
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The  complete  apparatus  consists  of  a  clock,  which 
makes  contact  every  minute  and  which  actuates  a 
distributing  apparatus.  Through  the  making  of  this 
contact  the  drum  gearsMn  with  the  shaft  of  an  electro- 
motor, which  is  always  in  motion,  and  is  fed  by  a  special 
battery. 

On  the  surface  of  the  drum  are  fixed,  as  on  the  drum 
of  a  musical  box,  a  series  of  pins  representing  hours,  tens 
of  minutes,  and  units  of  minutes.  These  pins,  during  the 
rotation  of  the  drum,  actuate  a  lever,  which  carries  a 
hammer,  and  the  hammer  strikes,  during  one  revolution 
of  the  drum,  as  many  times  as  there  are  active  pins  on 
the  circumference.  At  each  stroke  of  the  hammer  a 
contact  is  made  by  the  help  of  a  special  battery,  and  a 
current  of  short  duration  is  sent  into  the  line. 

By  a  very  simple  contrivance  there  is  at  every  minute 
another  series  of  pins  acting  on  the  lever,  so  that  a 
stroke  is  added  at  each  new  minute ;  the  total  is  reached 
after  nine  strokes  and  then  the  ten  of  minutes  is  added. 
The  same  operation  is  gone  through  automatically  for 
the  hours.  The  electric  motor  is  very  simple.  Before 
the  poles  of  a  horse-shoe  magnet  are  two  coils  carrying 
a  commutator  on  their  axis.  The  movements  of  the 
motor  itself  would  be  too  rapid  to  directly  actuate  the 
drum,  and  a  train  of  wheels  is  therefore  interpolated 
between  the  two,  which  retards  the  motion. 

A  diagram  showing  the  connections  is  given  in 
Fig.  250 :  H  is  the  clock,  which  makes  contact  every 
minute,  and  sends  a  current  into  relay  A.  The  armature 
is  attracted  and  the  drum  released  ;  at  the  same  time,  a 
small  metallic  plate,  C,  mounted  on  a  spring  at  the 
extremity  of  the  armature,  momentarily  touches  the 
screw    B,  and    repeats    this  contact  several  times   in 
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consequence  of  the  vibrations  imparted  to  it  by  the 
shock.  Whenever  there  is  contact  between  B  and  C, 
the  current  of  battery  P',  passes  through  B,  c,  armature 
L,  and  then  through  G  and  v  to  all  the  subscribers'  lines 
which  lead  to  a  common  earth.  For  this  purpose  the 
connection  between  the  switchboard  and  earth  is  broken. 
Then,  all  the  subscribers  which  at  that  moment  hold 
their  telephones  to  their  ears  hear  the  humming  noise 
arising  from  a  series  of  rapid  contacts  between  B  and  c. 


Fig.  250. 

Practice  has  shown  that  the  disconnection  of  earth  has 
no  inconvenience  for  the  central  station,  and  that, 
consequently,  earth  can  be  made  on  all  the  lines 
going  to  all  the  subscribers. 

The  movement  of  the  armature  L  of  the  relay 
A,  sets  in  motion  the  drum,  whose  pins  cause  the 
hammer  T  to  strike  against  the  contact  S,  and  the 
number  of  blows  struck  corresponds  to  the  hours 
and  the  minutes  indicated  by  the  clock  H.     At  each 
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blow  of  the  hammer  contact  is  made  between  T  and 
s,  and  the  current  of  battery  p'  passes  through  T,  s,  G, 
V  into  all  the  lines. 

Each  contact  is  only  of  short  duration ;  a  distinct 
sound  heard  is  in  all  the  telephones  unhooked  from 
their  switches,  and  the  blows  of  the  hammer  can  be 
easily  counted. 

The  National  Time  Regulating  Company,  of  Boston, 
which  works  this  patent,  charges  a  subscription  of  one 
dollar  per  annum. 

203.  Oram's  system  has  been  adopted  at  Lowell 
(Mass.)  by  the  New  England  Telephone  Company.  A 
difficulty,  however,  has  presented  itself  in  practice, 
which  has  been  overcome  in  a  simple  and  ingenious 
manner.  It  was  found  that  when  signals  were  trans- 
mitted to  the  subscribers  who  paid  their  annual 
subscription,  many  others  could  hear,  although  their 
wire  was  not  connected  to  the  Oram  apparatus. 

To  prevent  non-subscribers  from  thus  sharing  gratis 
in  this  benefit,  a  second  hammer,  R  (Fig.  250),  has  been 
added,  which  gives  additional  signals,  producing  con- 
fusion. To  effect  this,'all  the  lines  S,  S',  s",  etc.,  of  non- 
subscribers  are  joined  together  after  their  passage 
through  the  annunciator  board,  and  connected,  through 
a  battery,  p",  to  the  "  confusion  *'  hammer  R.  The 
drum  actuates  this  hammer  in  the  most  bewildering 
fashion.  At  each  blow  a  current  is  sent  into  line,  which 
produces  a  noise  that  is  rendered  as  similar  as  possible 
to  the  regular  noise  arising  from  induction  of  the 
genuine  distribution. 
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CHAPTER  XXIV. 

MULTIPLEX  AND  LONG-DISTANCE  TELEPHONY. 
MULTIPLEX    TELEPHONY. 

204,  The  subject  of  duplex' and  multiplex  telephony 
differs  essentially  from  that  of  duplex  telegraphy, 
since,  of  two  sets  of  ordinary  telephonic  currents 
arriving  from  a  single  line,  it  is  impossible  to  direct 
one  through  one  telephone  and  the  other  through  a 
second.  To  do  that,  currents  and  telephones  differing 
in  their  nature  would  have  to  be  used  in  such  a 
way  that  each  telephone  would  respond  only  to  the 
currents  intended  for  it.  The  efforts  of  telephonists 
have  taken,  therefore,  the  direction  of  endeavouring 
to  increase  the  carrying  capacity  of  metallic  circuits, 
and  so  to  obtain  as  many  working  lines  between  two 
towns  as  there  are  wires.  Overhearing  and  distur- 
bance render  this  impracticable  in  the  ordinary  way, 
and  so  at  present  the  plans  adopted  are  such  as  enable 
two  distinct  circuits  to  be  worked  over  a  single  metallic 
loop. 

The  best  American  plan  is  shown  in  Fig.  251,  in  which 
PP,  P'P',  are  the  primaries,  and  SS,  s'S',  the  secondaries 
of  four  translators,  two  at  each  end  of  the  metallic 
circuit.  The  primaries  of  the  two  at  each  station  are 
wound  differentially,  so  that  out-going  currents  from  T  or 
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t'  splitting  between  them  produce  equal  and  opposite 
currents  in  the  secondaries,  and  leave  the  telephones 
TT  and  tV  unaffected.  But  currents  originating  in 
TT  or  T't',  which  are  in  circuit  with  the  secondaries^ 
induce  currents  in  the  primaries,  which  circulate  in  the 
metallic  loop,  but  leave  the  earthed  telephones  T  and  T' 
unaffected.     Theoretically  the  plan  is  right,  and  experi- 


f 


Q  [ij 

Fig.  251. 

mentally  it  answers  well ;  but,  practically,  the  resistance 
and  magnetic  inertia  of  so  many  cored  translators  kills 
the  speaking  in  the  metallic  circuit.  More  especially  is 
this  the  case  when,  for  switching  purposes  in  an 
exchange,  other  translators,  making  a  total  of  six,  have 
to  be  substituted  for  the  telephones  TT  and  t't'. 


XZ>CD< 


Fig.  252. 

205.  As  far  back  as  1882  Mr.  Frank  Jacob,  Technical 
Adviser  of  Messrs.  Siemens  Bros.,  designed  a  plan  by 
which  the  principle  of  the  Wheatstone  Bridge  is 
utilised.  It  is  shown  by  Fig.  252.  The  two  resistance 
coils  RR  at  either  end  must  exactly  balance  each  other ; 
it  is  not,  however,  necessary  that  all  four  should  do  so. 
The  wires  forming  the  metallic  loop  should  also  balance 
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in  conductivity,  insulation,  and  capacity.  When  these 
conditions  are  attained,  T  may  speak 'to  T',  and  TT  to 
T'T',  without  the  faintest  sound  of  overhearing  being 
apparent.  Currents  originating  at  T  split  between  RR, 
pass  TT,  on  either  side  without  affecting  it,  traverse  both 
wires  of  the  loop,  and  join  again  after  passing  r'r' 
going  through  t'  to  earth.  Currents  starting  from  TT 
have  three  paths  open  to  them :  (i)  through  RR  and 
back ;  (2)  through  one  wire  of  the  loop  TT',  and  back 
by  the  other  wire  ;  and  (3)  through  one  wire  of  the 
loop  R'r',  and  back  by  the  other  wire.  But  the  second 
has  by  far  the  least  resistance,  and,  if  the  metallic  loop 
be  of  copper,  the  speaking  is  quite  as  good  as  on 
an  ordinary  metallic  circuit.  The  insertion  of  mere 
resistance  in  a  single  earthed  telephone  line  does  not 
perceptibly  interfere  with  the  speaking,  so  that  com- 
munication on  the  earthed  section  of  the  system  is  also 
good.  T  and  TT  may  be  in  different  quarters  of  one 
town,  while  T'  and  TT'  are  in  different  parts  of  another. 
Instead  of  being  placed  at  the  ends  of  the  metallic  loop, 
as  figured,  the  earthed  circuit  may  be  taken  off  at  any  inter- 
mediate points.  Thus,  on  a  metallic  loop,  say,  between 
London  and  Brighton,  an  earthed  circuit  might  be  worked 
between  say,  Croydon  and  Lewes.  The  earthed  circuit, 
however,  is  practically  a  single  wire,  and,  like  all  single 
wires,  is  disturbed  by  induction  from  neighbouring  parallel 
lines.  The  metallic  circuit  is,  of  course,  not  so  affected.  For 
exchange  purposes,  indicators  and  translators,  with  the 
usual  switching  arrangement,  are  inserted  at  TT,  TT', 
instead  of  telephones.  The  ordinary  ringing  devices 
suffice.  This  system  has  been  working  for  some  time 
on  the  lines  of  the  National  Telephone  Company  con- 
necting the  various  Cumberland  towns,  and  has  also  been 
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successfully  tried  between  Glasgow   and  Paisley,  and 
other  places. 

Fig.  253  shows  a  development  of  the  system  by  which 
two  metallic  loops  may  be  made  to  yield  four  working 
circuits.  If  the  route  is  subject  to  telegraphic  induc- 
tion, the  earthed  circuit  may  be  omitted,  and  the  three 
metallic  circuits,  T,T/,  TjTj',  and  T4T4'  retained.  The 
speaking  on  the  last  is  weakened  by  the  large  amount 
of  resistance  it  has  to  traverse,  but,  if  the  resistance 


r^ 


Fig.  253. 

coils  are  shunted  by  condensers  of  sufficiently  large 
capacity  to  transmit  speech,  it  will  work  as  well  as  the 
others. 

LONG  DISTANCE  TELEPHONY, 

206.  It  is  a  well-known  fact  that  telephoning  meets  with 
considerable  difficulties  where  several  wires,  running 
for  long  distances  upon  the  same  poles,  are  employed 
for  the  service.  Through  the  mutual  induction  of  the 
currents,  a  conversation  carried  on  upon  one  line  can 
be  plainly  heard  in  a  telephone  placed  in  the  circuit  of 
another  line  running  parallel  to  the  former  ;  and  this  is 
not  the  worst ;  the  stronger  currents  used  for  telegraph- 
ing purposes,  and  passing  along  the  wires  stretched 
between  the  poles,  show  their  inductive  effects  upon 
the  telephone  wires  by  producing  in  the  telephone  a 
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sort  of  crackling  noise,  which  often  renders  telephonic 
communication,  if  not  absolutely  impossible,  yet  very 
tiresome. 

These  injurious  noises  are  considerably  weakened  if 
the  telegraph  currents,  instead  of  taking  a  sudden  rise 
and  again  disappearing  just  as  suddenly  (as  is  generally 
the  case  in  the  ordinary  telegraphic  contrivances),  reach 
their  full  strength  but  gradually,  and  decrease  in  the 
same  way. 

At  the  commencement  of  1882,  Mr.  J.  F.  van  Ryssel- 
berghe,  consulting  electrician  of  the  Belgian  Administra- 
tion of  Telegraphs,  conceived  the  idea  of  using  the  retard- 
ation of  an  electro-magnetic  coil  inserted  in  the  telegraph 
circuit  in  order  to  prevent  the  sudden  appearance  in  its 
full  strength  of  a  galvanic  current  on  the  closing  of  the 
circuit ;  ?>.,  on  the  pressing  down  of  the  Morse  key. 
This  retarding  effect  of  electro-magnetic  inertia  of 
course  makes  itself  equally  felt  in  preventing  the 
sudden  disappearance  of  the  current  on  breaking 
the  circuit — when  the  Morse  key  is  released. 

Van  Rysselberghe,  in  the  first  instance,  inserted 
between  the  front  contact  of  the  Morse  key  and  the 
battery-pole  connected  to  this  latter  an  electro-magnetic 
coil  with  an  iron  core.  The  sound  obtained  at  the 
closing  and  opening  of  the  circuit  in  a  telephone  placed 
in  this  circuit  is  hereby  considerably  weakened.  This 
weakening  effect  is  still  further  enhanced  if,  according 
to  a  further  suggestion  of  van  Rysselberghe  a  second 
electro-magnet  is  inserted  between  the  key  and  the 
line,  and  a  condenser  between  the  line  terminal  of  the 
key  and  the  pole  of  the  battery  which  is  connected  to 
earth. 

This  arrangement  is  shown  in  diagram  in  Fig.  254. 
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L,  line ;    T,    Morse   key ;   m  telegraphic  receiver ;   J,  J 
electro-magnets  ;  B,  battery ;  C  condenser ;  E,  earth. 

By  depressing  the  key  the  condenser  is  charged  ;  and 
a  certain  quantity  of  electrical  energy  is  expended  for 
this  purpose  at  the  moment  of  closing  the  circuit,  the 
current  can  consequently  reach  its  full  strength  only 
on  completion  of  the  charge  of  the  condenser.  On 
opening  the  circuit,  by  the  release  of  the  key,  a  dis- 
charge of  the  condenser  ensues  ;  the  energy  stored  in 
the  coating  of  the  condenser  flows  into  the  line,  when 
the  connection    between  the  battery   and    the    line  is 


Fig.  1. 


broken,  and  thus  the 
sudden  disappearance  of 
the  current  from  the  line 
is  prevented.  It  is  true 
the  periods  of  time  re- 
quisite for  the  charging 
and  discharging  of  the 
condenser  are  very 
minute,  but  yet  they  are 
sufficient,  in  conjunction 
2  54-  vvith  the  retarding  effect 

of  the  inserted  electro- 
magnets, very  nearly,  if  not  altogether,  to  obviate 
the  sharp  crackling  noise  of  induction. 

It  has  been  found  by  experiment  that  the  most 
favourable  results  are  obtained  with  electro-magnets 
of  500  ohms  resistance,  and  condensers  of  two  micro- 
farads  capacity. 

The  gradually  rising  and  gradually  disappearing 
battery  currents  naturally  produce  induced  currents 
in  neighbouring  parallel  lines  ;  but  although  these 
currents   throw  the  membrane  of  a  telephone  placed 
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in  any  line  into  vibration,  the  sounds  resulting  from 
these  vibrations  are  no  longer  distinguished  by  the 
disagreeable  crackling  noise.  If  the  arrangements  are 
properly  carried  out,  the  sounds  are  damped  down  to 
such  a  degree  that  telephonic  conversation  is  in  no  way 
disturbed. 

207.  While  making  these  experiments  the  idea  occurred 
to  van  Rysselberghe  whether  it  might  not  be  possible,  by 
a  convenient  arrangement  of  the  above  apparatus,  to 
work  the  telegraph  and  the  telephone  on  one  line,  and 
he  solved  this  interestinjj  problem  in  the  following 
way: 


'^Ifl 
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Fig.  255, 

If  the  end  of  a  line  is  connected  to  one  of  the  coatings 
of  a  condenser,  and  a  telephone  is  connected  between 
the  second  coating  of  the  condenser  and  earth,  and  a 
similar  arrangement  be  made  at  the  other  end  of  the  line, 
the  two  stations  can  converse  without  any  hindrance.  If 
in  front  of  the  condenser  (Fig.  255)  the  line  is  joined  to 
earth  through  a  resistance  w  it  will  be  found  that  tele- 
phonic conversation  is  in  no  way  disturbed  by  an  alternate 
making  and  breaking  of  contact  at  a.  If,  in  place 
of  the  key  and  resistance  W,  the  apparatus  shown  in 
Fig.  254  for  the  levelling  of  the  current  waves  arc 
employed,  telephonic  communication  will  not  be  in- 

2  C 
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terfered  with  by  the  currents  required  for  the  working 
of  the  telegraph.  The  problem  of  simultaneous  tele- 
graphing and  telephoning  on  a  single  line  is  thus  virtually 
solved. 

The  arrangements  necessary  for  such  working  are 
shown  in  diagram  in  Fig.  256.  The  telephone  stations 
Fj  and  Fi  may  of  course  occupy  separate  localities 
from  the  telegraph  offices  I  and  II.  The  interpolated 
separating  condensers,  c,  have  a  capacity  of  \  micro- 
farad. 

If,  in  addition  to  the  line  which  is  to  be  worked 
on  the  combined  system,  other  telegraph  lines  are 
erected  upon  the  same  poles,  every  telegraph  office 
upon  each  of  these  lines  must  be  provided  with  a 
similar  set  of  apparatus,  even  if  only  the  first-named 
line  is  to  be  used  for  simultaneous  telephony  and 
telegraphy. 

If  a  second  telegrap  line  is  fitted  up  in  the  same 
way  for  simultaneous  telephony,  telephonic  com- 
munication is  not  disturbed  by  the  telegraph  service, 
but  another  drawback  is  encountered,  namely :  a  tele- 
phonic conversation  carried  on  in  one  of  the  two  lines 
can  be  overheard  on  the  other  line. 

The  injurious  effects  of  induction  are  most  easily 
overcome  by  employing  two  conductors  joined  into  one 
circuit  for  each  individual  telephonic  connection.  This 
offers  no  difficulty  in  the  case  of  a  simultaneous  use  of 
the  lines  for  telegraphing  and  telephoning.  The  con- 
nection of  a  telephone  station  with  another  by  a  circuit 
formed  of  two  telegraph  lines  can  be  made  in  the  way 
indicated  in  Fig.  257.  Each  of  the  two  lines  Li  and  L,  is 
connected  with  one  coating  of  the  two  condensers  c, 
whilst  the  other  coatings  of  the  condensers  are  joined  by 
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wires,  on  which  are  placed  the  telephones  Fi  and  F,.  Tele- 
graphic communication  between  I  and  1 1  is  carried  on 
without  the  least  hindrance,  and,  if  van  Rysselberghe's 
anti-induction  contrivances  are  fitted  to  the  apparatus, 
M  M,  of  the  telegraph  offices  I  and  II  belonging  to  lines 
L^  and  Ls,  as  well  as  the  apparatus  of  all  the  other 
lines  upon  the  same  poles,  telephonic  communication 
between  F^  and  F,  will  not  be  interfered  with  by  the 
telegraph  service. 

208.  This  arrangement,  however,  requires  a  double  line 
for  the  connection  of  the  individual  telephone  stations 
with  the  central  office.  To  obviate  this  expense,  van 
Rysselberghe  has  contrived  a  transmission  between  a 
double  and  a  single  line  by  means  of  induction  coils,  and 
has  completed  his  system  by  the  addition  of  a  telephonic 
relay  (Fig.  258).  The  telephonic  relay  FR,  which  allows 
of  an  easier  transmission  of  calls  and  clearing-out  signals, 
consists  of  an  ordinary  telephone,  against  whose  mem- 
brane rests  a  small  metallic  clapper  fastened  to  the  free 
extremity  of  a  light  lever  or  a  thin  spring-plate.  The 
membrane  and  the  clapper,  insulated  from  one  another, 
are  connected  to  the  poles  of  a  battery.  In  the  circuit 
of  the  same  battery  are  also  the  coils  of  the  signalling 
apparatus.  In  a  state  of  rest  the  battery  is  short- 
circuited  through  the  membrane  of  the  telephonic  relay 
and  the  clapper  in  contact  with  it,  and  only  a  very  small 
part  of  the  battery-current,  therefore,  passes  through  the 
coils  of  the  signalling  apparatus  S — not  suflicient  to  set 
it  in  motion.  If,  however,  electric  currents  of  short 
duration  circulate  in  quick  succession  through  the  coil 
of  the  telephonic  relay,  the  membrane  is  thrown  into 
violent  vibration,  the  contact  between  it  and  the  clapper 
is  broken,  and  connection  with  the  battery  interrupted. 
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The  battery  current  now  passes  in  its  full  strength 
through  the  signalling  apparatus  and  actuates  it.  By 
this  arrangement  the  working  of  van  Rysselberghe's 
system  has  been  greatly  facilitated  ;  for,  on  account  of 
the  condensers  placed  in  line  which  interrupted  the 
metallic  connection  of  the  conductors,  the  calling  and 
clearing-out  signals  could  formerly  not  be  sent  in  the 
usual  manner. 

209.  The  intermittent  currents  for  the  working  of  the 
telephonic  relay  are  obtained  by  the  insertion  of  an 


Fig.  258. 

automatic  interrupter  (current  breaker)  in  the  circuit  of 
the  call  battery.  Fig.  259  shows  the  arrangement  as 
adapted  to  telephone  stations. 

It  is  quite  clear  that  this  system  affords,  under  some 
conditions,  considerable  advantages,  dispensing  as  it 
'  does  with  a  separate  telephone  line.  It  is,  however, 
generally  cheaper  to  construct  a  special  telephone  line 
than  to  set  up  the  anti-induction  apparatus  at  each 
station,  which,  when  used  in  considerable  numbers, 
introduce  a  large  outlay,  besides  causing  serious 
retarding  influence  on  the  telegraph  system. 
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The  following  telephone  stations  in  Belgium  arc  now 
worked  with  this  system :  — 

Brussels — Anvers,  44  kilometres, 
Brussels — Ghent,  57         „ 
Anvers — Ghent,    80         „ 
210.  Experiments  made  by  van  Rysselberghe  ^  between 
New  York    and  Chicago,  a  distance  of   1,010  miles 
(1,625  kilometres),  showed  conclusively  that  the  success 


Fig.  259. 

of  the  experiment  depended  entirely  upon  the  kind  of 
wire  used  as  a  conductor. 

With  iron  wire  conversation  could  not  be  properly 
carried  on  at  a  distance  exceeding  250  miles,  and  at  a 
distance  of  620  miles  absolutely  nothing  was  heard. 

The  case  was  quite  different  with  copper  conductors. 
Between  Fostoria  and  New  York,  a  distance  of  730 
miles,  a  conversation  was  successfully  carried  on  by 
means  of  a  copper  wire  of  2*7  mm.  diameter  (No.  12). 
The  sounds  were  rather  feeble  but  perfectly  distinct,  and 

1  Rapport  stir  des  experiences  r^centes  faites  aux  Etats  Unis  d' Amerique 
par  F.  van  Rysselberghe  ;  Bruxelles,  1S86. 
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S—  the  most  difficult  letter  in  telephonic  transmission — 
could  be  heard  quite  clearly. 

The  same  wire  between  Fostoria  and  Albany,  a 
distance  of  585  miles,  gave  results  which  were,  even 
from  a  commercial  point  of  view,  quite  satisfactory.  In 
this  case  the  total  resistance  of  the  going  wire  was 
3,660  ohms,  that  of  the  return  wire  3,347  ohms  ;  the  total 
static  capacity  of  the  circuit  3*3  microfarads ;  and  the 
insulation  296  megohms  per  mile. 

A  thinner  wire,  of  2-1  mm.  (No.  14),  at  the  same 
distance  did  not  give  satisfactory  results.  A  com- 
parison of  the  results  obtained  with  wires  No.  12 
and  No.  14  showed  that,  with  copper  conductors  (or 
any  other  metal  not  capable  of  magnetization^  such  as 
phosphor  bronze,  for  instance),  the  transmitting  power 
of  the  telephone  was,  for  the  same  distance  and  the 
same  conditions,  approximately  proportional  to  the 
conductivity  of  the  wire. 

Experiments  were  made  on  a  circuit  belonging  to  the 
United  Lines  Telegraph  Company,  between  New  York 
and  Chicago,  having  a  diameter  of  6  mm.  This  is  a 
compound  wire,  having  a  steel  core  of  3  mm.  surrounded 
by  copper.  The  ordinary  telegraph  service  was  carried 
on  by  all  the  line  wires,  and  van  Rysselberghe's  anti- 
induction  apparatus  were  used  for  all  the  experiments, 
and  speech  was  found  to  be  possible. 

To  sum  up  the  results — telephonic  communication 
satisfactory  even  fro  m  a  commercial  point  of  view,  has 
been  carried  on : 

Kilometres, 
with  a  wire  of  2.1  mm.  at  a  distance  of  500 
2.7  „  941 

6  „  ^,625 
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These  experiments  seem  to  show  that  the  question 
of  long-distance  telephoning  has  nothing  whatever  to 
do  with  the  kind  of  telephone  used,  the  condition  of  the 
conductor  alone  being  the  decisive  factor.  The 
conditions  that  influence  the  distance  to  which  speaking 
is  possible  are  fully  described  in  §  74. 

211.  Many  experiments  have  been  made  in  America,  as 
well  as  in  England,  to  utilize  the  existing  telegraph  wires 
for  purposes  of  telephonic  communication,  the  fact  of 
Its  being  possible  to  superpose  the  minute  undulatory 
currents  employed  for  telephone  working  having  beei 
demonstrated  by  Mr.  C.  F.  Varley  in  the  year  1870. 
Elisha  Gray,  Edison,  and  others  have  employed  systems 
other  than  speaking  telephones  on  existing  wires  with 
some  success ;  while,  in  England,  Capt.  Cardew,  of  the 
Royal  Engineers,  has  made  an  exhaustive  series  of 
experiments  on  this  subject  with  marked  success. 
There  are,  however,  practical  and  commercial  reasons 
why  the  ability  to  speak  over  telegraph  circuits  has  not 
been  utilized  in  practice  in  England, 
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CHAPTER  XXV. 

SEVERAL  SUBSCRIBERS   PLACED  ON    ONE  CIRCUIT    (l). 

212.  The  ordinary  system  of  providing  each  subscriber 
of  a  telephone  network  with  a  special  wire  (in  some  Ceises 
even  with  two)  is  very  expensive.  There  are,  of  course, 
subscribers  who  use  their  wire  almost  continuously,  and 
these  must  necessarily  have  a  circuit  entirely  at  their 
disposal ;  but  the  average  subscriber  does  not  exceed  ten 
calls  per  day,  so  that  for  the  most  part  of  the  time  the 
wires  are  not  engaged,  and  do  not  even  do  the  tenth 
part  of  the  work  they  might  easily  perform.  This  is 
in  striking  contrast  with  telegraph  wires,  which  are 
often  utilized  to  the  very  utmost ;  multiple  and  rapid 
apparatus  being  employed  to  exhaust  their  capacity, 
whilst  the  telephone  wires  of  the  subscribers  are 
disengaged  during  nine-tenths  of  the  time.  This  con- 
sideration certainly  shows  that  telephony  is  still  in  its 
infancy,  and  that  in  this  direction,  at  least,  important 
improvements  are  to  be  expected. 

A  number  of  attempts  have  been  made,  with  more  or 
less  success,  to  place  several  subscribers  on  one  wire, 
and  so  increase  the  use  of  the  wire ;  but  there  is  a  great 
difference  in  the  conditions  in  this  respect  between  tele- 
graphy and  telephony.  Nothing  is  easier  than  to  place 
several  telegraph  stations  on   the  same  wire,  while  in 
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telephony  the  conditions  are  entirely  altered :  the  sub- 
scribers are  not  officials  to  whom  special  instructions 
can  be  given  ;  they  must  not  be  annoyed  by  calls 
which  do  not  conceri\  them  ;  they  require  that  their 
conversation  shall  not  be  overheard  by  other  subscribers 
on  the  same  line.  All  these  conditions,  which  require 
complicated  arrangements,  do  not  exist  in  telegraphy. 
A  thoroughly  successful  device  which  would  meet  these 
requirements  would  be  a  great  boon  to  telephony. 
In  the  first  place,  it  would  mean  a  considerable 
diminution  in  the  number  of  wires  which  in  large 
towns  cross  each  other  in  all  directions  above  the 
roofs,  for  it  would  be  possible  to  serve  a  much  larger 
number  of  subscribers  with  the  same  number  of 
wires  ;  and,  further,  the  villages  which  surround  the 
large  centres  of  population  might  easily  be  worked 
with  a  single  wire. 

213.  The  conditions  which  must  be  fulfilled  by  such  a 
system  are  as  follows : — 

1.  The  central  station  must  be  able  to  call  each 
subscriber  without  disturbing  the  other  subscribers 
placed  on  the  same  line. 

2.  Each  subscriber  must  be  able  to  call  the  central 
station  without  disturbing  any  of  the  other  subscribers. 

3.  When  a  subscriber  is  in  communication  with  the 
central  station,  or  by  the  help  of  this  latter  with  another 
subscriber,  it  must  be  impossible  for  the  other  subscribers 
placed  on  the  same  line  to  overhear  or  to  interrupt  the 
conversation. 

4.  Any  two  subscribers  placed  on  the  same  line  must 
be  able  to  converse  with  one  another. 

The  solutions  proposed  can  be  grouped  under  three 
categories  : — 
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The  first  is  confined  to  three  subscribers  on  the  same 
wire  or  four  subscribers  on  a  double  wire. 

The  second  is  arranged  in  such  a  way  that  the  single 
wire  goes  to  a  point  more  or  less  distant  from  the 
central  station,  and  from  this  point  radiates  towards 
an  indefinite  number  of  subscribers  {radial  arrange-' 
ment,) 

The  third  comprises  those  systems  according  to  which 
an  indefinite  number  of  subscribers  are  placed  one  after 
the  other  on  the  same  wire  {series  arrangement.) 


(a).^ADERS  SYSTEM,^ 

214.  This  system  is  adapted  to  the  metallic  circuit  of 
Paris,  and  allows  of  four  independent  subscribers* 
stations  being  placed  on  a  double  circuit. 

In  a  state  of  rest  the  loop-line  is  completed  at  the 
central  station,  but  is  put  to  earth  midway  between  the 
four  subscribers.  When  the  operator  at  the  central 
station  wishes  to  call  either  of  the  four  subscribers,  he 
disconnects  one  of  the  two  wires  and  sends  into  the 
other  a  positive  or  negative  current,  which,  according 
to  the  line  chosen  and  the  direction  of  the  current, 
acts  on  one  of  the  four  relays.  When  a  subscriber 
unhooks  his  telephone  the  loopline  becomes  complete 
throughout,  the  earth  is  disconnected,  and  telephonic 
conversation  can  take  its  regular  course.  All  this  will 
be  better  understood  by  means  of  Figs.  260  and  261. 

Figure  260  represents  the  four  call  buttons,  i  to  4, 
at  the  central  station  :  A  is  the  annunciator,  which  enters 
into  action  when  any  one  of  the  four  stations  calls, 
and  after  such  a  call  has  been  received  the  operator 

1  ''Journal  T616graphiqae,*'  voL  xi.,  p.  189. 
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places  his  telephone  in  circuit ;  L  and  L'  are  the  two 
wires  of  the  loopline  or  the  metaHic  circuit ;  B  and  B, 
two  call  batteries.  A  current  arriving  through  L 
traverses  the  call  buttons  4, 3,  annunciator  A,  call  buttons 
2  and  I,  and  returns  through  L'.  When  the  operator  at 
the  central  station  presses  call  button  i,  a  negative 
current  is  sent  into  line  L',  and  L  is  disconnected.  By 
pressing  call  button  2,  a  positive  current  is  sent  into  L'. 
In  the  same  way  negative  and  positive  currents  are  sent 
into  line  L  by  the  call  buttons  3  and  4  respectively. 
Fig.  261  shows  the  combination  of  the  four  subscribers' 


B 


5 


T 


I 


Fig.  260. 


L. 


stations,  I.  to  IV.,  in  the  metallic  circuit  L  l'.  Each  of 
these  stations  consists  of  a  micro-telephonic  apparatus, 
indicated  by  telephone  F,  an  automatic  switch  U,  press- 
button  T,  annunciator  S,  polarised  relay  R,  call  bell  w, 
and  a  local  battery  b.  The  four  stations  have,  moreover, 
a  relay  R',  and  a  battery  B,  in  common.  The  call  from 
the  central  station  traverses  the  following  circuit :  On 
pressing  button  i  a  negative  current  presses  through  L', 
and  traverses  first  all  the  automatic  switches  U  and  press 
buttons  T  of  the  four  subscribers'  stations  through  the  wire 
^/,  after  that  it  passes  through  the  relays  Jl  of  the  two 
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stations  I.  and  II.,  and  then,  by  way  of  Q  and  the 
armature  of  relay  R',  it  goes  to  earth.  Of  the  relays 
R  at  the  two  stations  I.  and  II.,  the  one  of  station  I., 
responds  to  negative,  the  other  to  positive  currents  ;  at 
station  L  the  circuit  of  the  local  battery  b  is  therefore 
closed,  and  the  station  is  called.  When  the  operator 
at  the  central  station  presses  button  2,  the  current 
traverses  exactly  the  same  path  ;  but  it  is  positive,  and 
consequently  actuates  the  relay  of  station  II,  and  not  the 


other.  By  pressing  the  buttons  3  and  4  at  the  central 
station  negative  or  positive  currents  are  sent  into  line  L, 
traverse  the  relays  of  the  subscribers'  stations  III.  and  IV., 
and  return  through  Q  to  earth.  The  negative  current 
actuates  the  relay  of  station  III.,  the  positive  current  that 
of  station  IV.  When  one  of  these  subscribers,  let  us  say 
III.,  is  called,  he  unhooks  his  telephone,  and  thereby 
completely  alters  the  connections.  First  of  all,  contact 
is  made  between  the  positive  pole  of  battery  B  and  the 
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lower  plate  of  the  automatic  switch,  and  by  this  contact 
a  current  coming  from  the  battery  traverses  the  four 
annunciators  S.  A  double  purpose  is  attained  by  this 
current.  On  the  one  hand  the  armature  R'  is  attracted, 
and  the  earth  connection  of  the  system  interrupted ;  on 
the  other  hand  all  the  annunciators  which  originally 
showed  a  disc  with  the  inscription  "  libre  "  (disengaged), 
exhibit  now  a  disc  with  the  inscription  "occup^"  (en- 
gaged). The  loopline  is  complete  without  earth  on 
either  side.  The  current  arriving  from  the  central 
station  through  L  passes  through  the  four  relays,  the 
automatic  switches  U,  and  the  wire  v  of  stations  I.  and 
II.,  telephone  F  of  station  III.,  wire  d  between  III.  and 
IV„  button  T  and  switch  U  of  station  IV.,  and  returns 
through  l'  to  the  central  station.  It  is  impossible  to 
overhear  the  conversation,  for  if  another  subscriber — for 
instance  ll. — were  to  unhook  his  telephone  the  circuit 
would  be  broken  between  T  and  U  of  station  III* 
When  the  conversation  is  finished,  and  the  telephone 
again  suspended,  all  return  to  a  state  of  rest  The 
annunciators  again  exhibit  the  disc  marked  '*  libre,"  and 
Q  is  again  connected  to  earth. 

When  one  of  the  subscribers  presses  his  call  button 
T,  the  positive  Current  of  battery  B  passes  through  the 
wires  d^  and  the  buttons  T  and  switches  u  into  L',  and 
return  directly  through  S  to  the  negative  pole  of  B. 

The  relays  R  and  annunciators  s  are  polarised, 
but  they  have  no  electro-magnet ;  a  very  flat  coil 
moving  between  the  poles  of  a  very  strong  magnet 
replaces  the  electro-magnet.  According  to  the  direc- 
tion of  the  current  this  coil  is  attracted  by  one  or 
the  other  pole,  and  closes  the  circuit  of  battery  b,  or 
changes  the  disc  of  annunciator  S.     This  coil  without 
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iron  core  presents  great  advantages  over  a  polarised 
electro-magnet,  inasmuth  as  no  inversion  of  polarity 
need  be  feared,  either  from  the  currents  being  too 
strong  or  from   atmospheric   discharges. 

The  working  of  Ader's  system  is  most  simple  :  each 
subscriber  effects  his  call  as  if  he  were  the  only  one  in 
the  circuit ;  at  the  central  station  also  no  complication 
arises,  and  secret  conversation  is  ensured.  On  the 
other  hand,  some  drawbacks  have  to  be  mentioned  : 
the  remaining  subscribers  of  the  same  line  cannot 
converse  together  when  one  subscriber  converses  with 
the  central  station  or  another  subscriber  beyond  it ;  and 
the  other  subscribers  can  disturb  the  conversation  by 
pressing  their  buttons  or  unhooking  their  telephones. 
Finally,  the  communication  between  the  four  subscribers 
requires  from  six  to  eight  wires  ;  the  application  of  the 
system  has,  therefore,  for  economy's  sake,  to  be  restricted 
to  the  case  where  the  four  subscribers  are  in  the  same 
building. 

Mr.  Elsasser  has  succeeded  in  overcoming  the  second 
drawback,  but  by  sacrificing  the  simplicity  of  the  con- 
nections, and  since  this  drawback  is  not  of  very  great 
practical  importance,  it  seems  doubtful  whether  these 
modifications  will  supersede  Ader's  original  arrange- 
ment. 

{b).—GRASSI  <&*  BEUX'S  SYSTEM.^ 

215.  This  system  is  very  useful  for  factory  installations 
where  the  different  offices,  or  workshops,  are  sometimes 
at  a  considerable  distance  from  each  other,  and  where 
a  great  saving  results  from  the  employment  of  a  single 
wire, 

*  *'  La  Lumidre  Electriqoe,"  No.  12,  1885. 
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The  leading  feature  of  this  system  is  the  form  of 
polarised  relays  used.  This  was  shown  at  the  Vienna 
Exhibition  of  1883,  and  is  represented  in  Figs.  262  and 
263. 

Part  of  the  calling  battery  is,  as  usual,  taken  for 
ringing  the  bell  at  the  calling  station.  The  remainder 
of  the  battery  is  then  available  for  use  on  a  second 
local  circuit,  and  it  is  this  which  gives  to  the  relay  its 


FIG.  262. 


special  character.  This  second  local  circuit  serves  to 
magnetize  a  piece  of  soft  iron  which  replaces  the  per- 
manent magnet  generally  employed  in  polarised  relays. 
This  magnetization  takes  place  through  the  coil  c  (Fig. 
263),  and  is  only  produced  in  case  of  a  call,  a'  is  a 
piece  of  soft  iron,  which  moves  to  the  right  or  the 
left,  according  to  the  direction  of  the  line  current  tra- 
versing the  electro-magnet  A  B.  The  advantage  of  this 
arrangement  is  that,  whatever  the  strength  of  the  current 
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which  passes  into  the  electro-magnet  A  B,  the  polarity 
of  the  small  magnetic  inverter  is  never  changed  :  an 
accident  often  met  with  on  lines  of  a  certain  length, 


Fig.  263. 

during  thunderstorms,  and  in  spite  of  the  best  lightning 
arresters.  Another  point  in  its  favour  is  the  fact  (which 
it  has  in  common  with  ordinary  indicators)  that  the  bell 


n 


IT 
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Fig.  264. 

rings  without  interruption  until  some  one  has  attended 
to  the  call. 

The  principle  of  the  system  is  shown  in  diagram  in 
Fig.  264. 

2D 
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At  the  Station  B  an  earth  shunt  is  established.  The 
relay  is  arranged  in  such  a  manner  as  to  disconnect  this 
shunt  in  a  state  of  rest,  and  only  to  re-establish  it  under 
the  influence  of  currents  of  the  direction  indicated  by  the 
lower  arrows.  In  this  case  it  will  be  seen  that  a  current 
of  the  direction  of  the  lower  arrows  will  circulate 
through  the  shunt  in  one  sense  or  the  other,  according 
to  whether  it  is  sent  by  A  or  by  C.  By  placing  a 
second  polarised  relay  in  this  shunt,  it  becomes  possible 
to  distinguish  the  calling  station. 


Post  A 


Ftot     B 


ZurTA 


Post   C 


Fig.  265. 

Three  different  effects  are  thus  obtained  at  station  B. 
The  currents  of  the  direction  of  the  lower  arrows  serve 
for  the  calls  made  by  A  and  C  at  B.  The  currents 
of  contrary  direction  serve  for  calls  between  the  two 
terminal  stations,  traverse  B,  and  there  ring  the  bell. 

Fig.  265  shows  the  connections  of  the  three  stations  : 
P  are  the  call  buttons,  I  the  pole-changers,  M  the  tele- 
phones, and  C  the  switches.  At  the  station  B  three- 
way  switches  are  used  for  the  following  reason  : 
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Station  A  must  remain  silent  under  the  influence  of 
currents  of  the  direction  indicated  by  the  lower  arrows, 
which  are  the  currents  for  calling  between  B  and  C. 
In  order  to  call  A,  currents  of  the  direction  of  the  upper 
arrows  are  employed.  But  A  cannot  then  distinguish 
who  has  called,  so  A  must  always  reply  to  a  call  by 
simply  depressing  the  button  P.  If  it  is  C  that  calls,  the 
answer  will  always  reach  it  directly,  because  the  battery 
is  so  arranged  as  to  give,  for  instance,  currents  of  the 
direction  of  the  upper  arrows.  If  it  is  B  that  calls,  the 
answer  will  likewise  reach  it,  although  A  presses  down 
the  button  P;  because  station  B,  immediately  after  having 
called,  will  press  down  the  centre  button  of  the  three- 
way  switch.  The  current  by  this  means  goes  direct  to 
the  call  bell  without  passing  through  the  two  relays. 
Once  the  answer  received,  the  third  button  of  the  three- 
way  switch  at  B,  the  same  that  had  served  for  the  call,  is 
pressed  down. 

The  operations  in  case  of  communication  with  C  are 
similar. 
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CHAPTER  XXVI. 

SEVERAL  SUBSCRIBERS  PLACED  ON  ONE  CIRCUIT  (ll.). 

2 1 6.  To  the  second  class  belong  all  the  systems 
employing  automatic  switchboards,  such  as  Bartelous', 
Sinclair's,  Ericsson  &  Cedergren's,  Oesterreich's,  Connolly 
&  MacTighe's,  Leduc's,  etc. 

The  essential  part  of  this  class  is  an  automatic 
switchboard  placed  at  the  point  where  the  subscribers' 
wires  branch  off  from  the  single  line  wire.  We  shall 
confine  ourselves  to  the  description  of  those  systems 
which  are  in  practical  use  at  the  present  time. 


(<7.)  BARTELOUS'  AUTOMATIC  SWITCHBOARD, 

217.  This  apparatus,  invented  by  Mons.  V.  Bartelous, 
of  Brussels,  has  been  arranged  both  for  a  double  and  a 
single  wire  service. 

First  System. 

The  system  which  employs  a  double  wire  is  represented 
in  Figs.  266, 267  and  268.  Fig.  266  shows  the  automatic 
station.  Fig.  267  the  central  station,  and  Fig.  268  the 
subscriber's  station. 

The  automatic  switchboard  consists  of  two  insulating 
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Circular  discs  A  A',  on  the  circumference  of  which  are 

arranged  metallic  contacts  i,  2,  3 i',  2',  3' From 

these  contacts,  1,1';  2,  2';  3,  3'... start  the  double  lines 
joining  the  different  subscribers'  offices  No.  i,  No.  2,  No. 
3  ;  on  each  line  wire  is  further  established  a  shunt  cr^  ds, 
ety  each  of  which  leads  to  a  flexible  metallic  st^rip  r,  s,  /, 
arranged  in  form  of  a  comb  on  an  insulating  transverse 
piece  G. 

Perpendicular  to  the  centre  of  the  parallel  discs  A  A', 
are  two  axes  X  X,  Y  Y,  the  latter  of  which  carries  a 
needle  c  ;  a  rotatory  movement  by  successive  impulses 
can  be  imparted  to  these  axes  by  means  which  will 
be  explained  further  on.  When  such  a  movement  is 
imparted  to  the  axis  Y  Y,  the  needle  c  is  successively 
brought  in  contact  with  the  points  i,  2,  3.  The 
axis  XX  carries  two  needles,  B  b'  ;  the  extremity 
which  carries  the  needle  B  traverses  the  disc  A  in  such  a 
way  that  this  needle  turns  likewise  before  this  disc,  in  a 
plane  in  closer  proximity  to  it  than  the  needle  c,  so  that 

it   also   meets   the    contacts    i,   2,   3 The    needle 

b',  placed  at  the  other  extremity  of  axis  XX,  turns  in 
front  of  disc  A',  and  there  meets  the  contacts  I',  2',  3', 

This  axis  carries  a  rod  2^  z/,  which  is  parallel  to 

it,  and  provided  with  a  series  of  points  which,  when  the 
apparatus  is  at  rest,  bear  against  the  strips  r,  j,  /, 
mounted  on  the  transverse  piece  G. 

Mechanically  the  needle  C  participates  in  the  move- 
ments of  axis  Y  Y ;  while  the  two  needles  B  and  B'  and 
rod  V  V  move  in  conjunction  with  x  X.  Electrically 
the  needle  B  is  connected  to  the  axis  x  x,  the  needle 
C  to  axis  Y  Y ;  but  the  needle  b'  is  insulated  from  the 
axis  which  carries  it,  and  is  connected,  by  a  friction- 
contact  H    and    a  conductor  /  /,    to  axis  Y   Y.     The 
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two  axes  are  set  in  rotatory  motion  from  the  central 
telephone  exchange  by  means  of  a  battery  p'  (Fig.  267), 
whose  current  can  be  reversed.  This  current  is  conveyed 
to  the  automatic  switchboard  (Fig.  266)  by  the  wire  a. 
When,  for  instance,  a  direct  or  positive  current  is  sent,  it 
acts  upon  a  polarised  relay  R  (Fig.  266),  so  as  to  close 
the   circuit  of  a   local  battery   p  through  the   electro- 


Fig.  266. 
magnet  E.  When  a  current  passes  through  this  electro- 
magnet it  attracts  its  armature,  on  which  is  mounted 
a  lever  L,  which  transmits  the  action  to  a  ratchet 
wheel  D  on  the  axis  X  x,  and  this  communicates 
its  motion  to  the  latter.  If  the  current  is  of  inverse 
sense,  or  negative,  it  acts  on  the  same  relay  R  in  such 
a  way  as  to  close  the  circuit  of  the  same  local  battery 
p  through  an  electro-magnet  e',  whose  action  is  trans- 
mitted by  the  lever  l'  to  the  axis  Y  Y. 
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These  currents  are  sent  either  by  a  Morse  key  M, 
supplemented  by  a  switch  (Fig.  267)  and  an  indicator 
showing  the  relative  positions  of  needles  B  b'  and  c  at  the 
distant  automatic  station,  or  by  an  automatic  manipu- 
lator  (shown  in  Fig.  269)  provided  with  a  Morse  key 
M  and  clockwork,  wJiich  causes  a  rigid  needle  to  rotate. 
This  latter  can,  by  means  of  a  pin,  be  arrested  in  any 
position  on  a  graduated  dial,  whose  divisions  correspond 


Fig.  267. 

to  those  of  the  discs  A  A'.  When  the  pin  is  removed 
and  re-inserted  in  any  position,  and  the  key  M  depressed 
the  movement  of  the  clockwork  transmits  currents  from 
the  battery  P  equal  in  number  to  that  of  the  divisions 
over  which  the  needle  has  moved  on  the  dial ;  and 
these  currents,  as  already  stated,  bring  about  a  similar 
displacement  of  the  needles  of  the  automatic  switch- 
board at  a  distance. 

218.  In  the  arrangement  shown  by  Figs.  266,  267  and 
268,  the  subscribers'  stations,  which  may  be  of  any  system 
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even  with  magnetic  calls,  are  subject  to  no  modification. 
There  is  only  added  to  each  a  small  two-way  switch 
m,  in\  in'\  whose  function  will  be  easily  understood  by 
reference  to  Fig.  268.  At  No.  i  and  No.  3,  the  switches 
ffi  and  m'"  close  the  circuit  by  the  return  wire,  without 
going  to  earth ;  whilst  at  No.  2  the  circuit  terminates  at 
earth. 
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Fia.  268. 

Before  describing  the  manipulation  of  the  apparatus, 
it  should  be  mentioned  that  in  addition  to  the  contacts 
1 , 2,  3 . . .  the  disc  A  carries  three  more  contacts,  marked  + , 
o  and  o  respectively.  The  former,  on  which  the  needle  C 
stops  when  at  rest,  is  connected  to  earth,  and  has  only 
half  the  length  of  the  contacts  i,  2,  3...  so  that  it  does 
not  meet  the  needle  B.  The  two  other  contacts,  marked 
0  0,  are  placed  on  either  side  of  the  former,  are  of  half- 
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length  likewise,  but  are  arranged  in  such  a  way  that  they 
can  meet  B  only,  and  not  C.  These  two  contacts,  o  o, 
are  connected  each  to  a  similar  contact  on  disc  a'  ; 
there  is,  however,  no  contact  corresponding  to  +  on  the 
latter. 

Let  us  now  suppose  that  a  subscriber  (No.  2  for 
instance)  wishes  to  ring  up  the  central  office.  He  turns 
the  handle  of  his  switch  w"  to  the  left  (as  indicated  in 
the  figure),  and  sends  the  call  current.  This  latter,  starting 
from  earth,  traverses  the  generator,  follows  the  line  wire 
through  g  as  far  as  d  (Fig.  266),  and,  the  contact  at  2 
being  open,  passes  through  strips,  and  the  corresponding 
point  of  rod  v  v,  and  arrives  at  the  axis  X  X.  This  latter 
is,  by  means  of  a  friction-contact  F,  joined  to  the  wire 
b  b  by  which  is  connected  to  a  call  bell  at  the  central 
exchange,  and  thence  goes  to  earth.  The  call  having 
thus  been  received  at  the  central  station,  the  operator 
ascertains  the  name  or  the  number  of  the  calling  sub- 
scriber ;  then  by  the  means  indicated  above,  he  brings 
the  needle  B  on  the  contact  No.  2  of  the  disc  A.  At 
the  same  time  the  needle  B'  will  have  moved  to 
2'  on  disc  a',  and  the  points  of  rod  v  v  will  have 
left  the  contact  of  the  flexible  strips  r,  j,  /.  From  this 
moment  the  communication  between  the  central  office 
and  subscriber  No.  2  will  be  an  exclusive  one  in  favour 
of  the  latter.  It  will  have  been  established,  starting 
from  the  switchboard,  by  means  of  the  wire  b  b  b,  the 
friction-contact  F,  needle  B,  the  wire  2  y  d  g,  and  go  to 
earth  through  switch  in  after  having  traversed  the 
instrument  at  No.  2  (Figs.  266  to  268). 

Let  us  now  suppose  that  subscriber  No.  2  wants  to 
speak  to  subscriber  No.  3,  who  is  connected  with  the 
same  automatic  switchboard.     In  describing  the  modus 
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Operandi  in  this  case  we  shall  at  the  same  time  show 
how  the  central  station  can  call  any  subscriber  what- 
ever, as  well  as  how  the  double  connections  for  one  and 
the  same  group  of  subscribers  are  made. 

We  take  up  the  operation  at  the  moment  when,  the 
call  of  No.  2  having  been  received  at  the  central  station, 
the  number  of  this  subscriber  and  that  of  the  desired 
correspondent  have  been  ascertained.  The  operator 
will  now  proceed  to  call  the  latter.  This  he  effects  by 
the  means  described  ;  he  moves  the  needles  B  and  b'  on 
the  contacts  3  and  3'  of  the  discs  A  and  A',  and  sends  a 
call  current  into  b  b  b.  This  current  passes  through  the 
said  line,  spring  F,  needle  B,  line  3  £r  ^  A,  to  subscriber 
No,  3,  and  thence  through  switch  m'"  and  the 
return  wire,  q  k  3',  back  to  the  central  station  (Figs. 
266  to  268).  From  the  point  3',  to  which  the  needle 
B'  has  been  brought,  the  current  follows  this  needle,  the 
spring  H,  the  conductor  //,  the  axis  Y  Y,  and  the 
needle  C  arrested  by  the  contact  +•  This  latter  being 
connected  to  earth,  the  circuit  is  thus  completed,  and  the 
call  current  sent  into  line  bbb  acts  on  the  call  bell  of  No.  3. 

The  subscriber  No.  3  having  answered  the  call,  the 
current  of  battery  p'  at  the  central  station  is  reversed, 
and  can  now  be  used  for  actuating  the  needle  C.  This 
latter  is  thus  brought  on  to  contact  2  of  disc  A,  and  the 
circuit,  instead  of  terminating  at  earth  through  the 
position  of  needle  C  on  contact  +,  is  now  extended 
beyond  this  needle  through  the  wire  2y  d g,  and  goes  to 
earth  through  switch  m\  after  having  passed  through 
the  instrument  of  subscriber  No.  2. 

When  the  clearing-out  signal  is  received  the  central 
station  brings  the  different  parts  of  the  apparatus  back 
to  their  positions  of  rest. 
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There  only  now  remains  to  explain  the  use  of  the  con- 
tacts 0  0  and  o'o'  on  the  discs  A  and  A'.  Their  purpose 
is  to  control  from  a  distance  the  position  of  B  B' 
and  c.  A  reference  to  the  diagrams  will  show  that 
the  different  needles  moving  over  these  points  cause 
in  line  b  b  b  makes  and  breaks  ;  so  that,  by  placing  a 
battery  and  a  galvanometer  on  line  b  b  b,  these  different 
changes  can  be  verified,  and  the  position  of  the  needles 
controlled  from  a  distance. 


Fig.  269, 

Second  System, 

219.  This  is  a  single  wire  system,  and  is  represented 
in  Figs.  269,  270,  and  271. 

The  apparatus  (Fig.  270)  still  contains  the  two  axes, 
axis  Y  Y  carrying  needle  C,  and  axis  X  X  carrying  only  a 
single  needle  and  the  rod  v  v.  The  two  axes  are  both 
connected  to  line  b  b  bhy  ¥ b  b and  V b'  b\     There  is  also 
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only  one  disc  A  carrying  the  contacts  i,  2,  3,  ....  to 
which  are  connected  the  subscribers'  lines,  and  which 
are  met  by  the  needles  B  and  c.  There  are  likewise 
three  supplementary  divisions,  +,  0  0,  but  there  is  no 
contact  at  point  +,  and  the  contacts  0  0  are  in  direct 
connection  with  earth.  The  shunts  on  the  subscribers' 
lines  lead  to  the  strips  r,  s,  t  of  the  transverse  piece  G. 


Fig.  270, 

As  in  the  first  system,  we  have  here  also  a  relay  R  and 
the  electro-magnets  E  e'  with  their  levers  L  L'. 

The  general  arrangement  may  now  be  represented 
by  the  diagram,  Fig.  272. 

It  will  be  seen  that,  when  the  apparatus  is  at  rest,  the 
subscribers'  lines,  without  exception,  branch  off  from 
line  b  b  by  from  the  fact  of  their  being  connected  with 
the  rod  v  v  and  the  axis  X  X.     Neither  of  these  offices, 
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therefore,  could  send  a  call  current  to  the  central  station, 
because,  in  practice,  the  line  b  b  b^  which  connects  the 
latter  to  the  automatic  switchboard  A,  is  longer  and,  con- 
sequently, offers  much  more  electrical  resistance  than 
the  combined  resistance  of  the  lines  Ai,  A2,  A3,  etc. 

A  new  principle  had,  therefore,  to  be  introduced  for 
the  single  wire  system,  and  it  consists  in  the  addition  of 
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Fig.  271. 
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supplementary  resistances,  R',  R",  R'"  ....  on  the  sub- 
scribers' lines.  These  resistances  are  so  adjusted  that 
a  current  sent  from  one  of  the  stations,  No.  3  for  in- 
stance, and  going  by  line  3A  to  the  common  point  of 
connection,  meets  there  in  the  auxiliary  lines,  ai,  A2, 
A3,  with  a  resistance  high  enough  to  allow  a  small  por- 
tion of  the  current  only  to  pass  into  each  of  the  lines. 
The  line  b  b  b,  on  the  other  hand,  which  now  has 
relatively  a  much  lower  resistance,  will  allow  a  sufficient 
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quantity  of  current  to  pass  to  the  central  station  to  ring 
the  call  bell  there,  although  the  currents  in  the  auxiliary 
lines  will  not  be  sufficiently  strong  to  act  on  the  calls  at 
the  other  stations. 

In  order  to  obtain  good  practical  results  the 
resistances  are  connected  in  such  a  way  that  they  can  be 
short-circuited  by  simply  pressing  a  button,  whilst  the 
subscriber  sends  his  call  current,  and,  likewise,  that  the 
unhooking  of  the  telephone  for  the  purpose  of  conversa- 
tion removes  them  from  the  circuit. 
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Fig.  272. 

The  working  of  the  system  will  now  be  easily  under- 
stood by  reference  to  the  figures. 

Subscriber  No.  2,  for  instance,  wishes  to  call.  He 
presses  the  call  button,  and  in  doing  so  short-circuits 
his  resistance.  The  current  passes  through  g  d  s, 
rod  V  v^  axis  X  x,  spring  F,  line  b  b  b,  call  bell  S,  to 
the  earth  connection  of  the  switchboard  at  the  central 
station.  The  operator  brings  needle  B  on  contact  2,  the 
rod  V  V  leaves    the   contact  of  the  strips  r,  s,  t,  and 
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the    circuit  is  established  through  b  b  b,¥  B,  and  h'ne 
2xdg, 

If  subscriber  No.  2  wants  No.  3,  the  operator  at  the 
central  station  calls  this  latter  by  bringing  needle  B  on 
contact  3  and  sending  the  call  current  through  b'  bb,FJi 
and  line  3  ^  ^  A,  to  post  No  3.  In  this  position  the 
other  lines  are  disconnected,  and  the  call  current, 
passing  exclusively  to  line  3,  is  strong  enough  to  over- 
come the  resistance  R'",  This  is  the  mode  of  calling  a 
subscriber  in  all  cases.  To  complete  the  communica- 
tion with  No.  2,  the  current,  as  in  the  first  system,  is 
reversed  at  the  central  station,  so  as  to  make  it  act  on 
axis  Y  Y,  and  to  bring  needle  C  on  contact  2.  The  sub- 
scribers Nos.  2  and  3  will  now  be  able  to  communicate, 
having  short-circuited  their  respective  resistances  by 
unhooking  their  telephones,  and  the  clearing-out  signal 
can  be  given  to  the  central  station  when  their  conversation 
is  finished. 

The  contacts  0  0  serve,  as  in  the  first  system,  to  control 
from  a  distance  the  position  of  the  needles  by  means  of 
a  galvanometer. 

It  must  be  remarked  that  the  modifications  produced 
in  the  electrical  phenomena  consist,  not  only  in  makes  and 
breaks  of  the  circuit,  but  also  in  very  considerable 
variations  of  the  latter's  resistance.  Thus  the  position 
of  rest  gives  rise  to  a  very  strong  deflection  of  the 
galvanometer,  because  it  corresponds  to  a  shunting  of 
current  through  all  the  derived  lines. 

220.  It  should  be  noticed  also  that  with  either  system 
no  call  can  be  made  to  the  central  station  by  the  sub- 
scribers of  a  group  as  soon  as  one  of  the  stations  is 
in   communication. 

in  the  first  system,  the  subscriber,  who  is  made  aware 
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of  this  state  of  affairs  by  the  fact  of  his  call  bell  not 
being  rung  in  answer  to  his  call,  can  place  himself  into 
what  may  be  called  waiting  attitude  by  turning  the 
handle  of  his  switch  to  the  left.  If  now  the  operator  at 
the  central  station,  after  having  restored  all  the  appa- 
ratus to  their  state  of  rest,  sends  a  current  into  h'ne,  this 
current  will  act  on  the  waiting  subscriber's  call  bell,  and 
thus  inform  him  that  the  line  is  clear. 

In  the  second  system  the  same  result  can  be  obtained 
by  the  addition  at  each  office  of  an  annunciator-drop,  by 
means  of  which,  on  the  giving  of  the  signal,  the  sup- 
plementary resistance  is  short-circuited.  In  this  case, 
likewise,  a  current  sent  from  the  central  station,  after 
the  apparatus  has  been  restored  to  rest,  will  cause  the 
drop  to  fall. 

Finally,  we  may  mention  that  M.  Bartelous  is  now 
engaged  with  the  final  details  of  a  system  even  more 
complete  than  the  preceding  ones.  This  system  contains 
three  or  four  wires  between  the  central  station  and  the 
automatic  switchboard.  Of  these  four  wires  one  is  the 
working  line,  the  second  is  a  call  line,  to  which  all  the 
subscribers'  offices  are  connected  in  a  state  of  rest  As 
regards  the  communications,  they  are  established  by 
means  of  a  third  wire,  or  by  means  of  the  third  and 
fourth  wire.  In  the  latter  case  two  distinct  communi- 
cations can  be  established  simultaneously.  The 
details  and  sketches  of  this  system  have  not  yet  been 
published. 

M.  Bartelous'  automatic  switchboard  has  been 
adopted  by  the  Belgian  Telephone  Company.  At 
Brussels,  the  length  of  the  connecting  lines  with  the 
central  station  is  7  kilometres,  with  a  resistance  of 
350  ohms.     Nineteen  subscribers  are  grouped  together, 
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the  supplementary  resistance  amounting  to  2,000  ohms. 
With  shorter  distances  and  less  resistance  as  many  as 
twenty-five  might  be  grouped  together. 

It  is  particularly  applicable  in  outlying  districts^ 
where  the  number  of  subscribers  is  not  sufficiently  large 
to  pay  for  the  expense  of  an  ordinary  exchange,  and 
for  Sunday  and  night  service  in  larger  branch 
exchanges. 


(b,)— SINCLAIR'S  AUTOMATIC  SWITCHBOARD.^ 

This  instrument,  designed  by  Mr.  D.  Sinclair,  of  the 
National  Telephone  Company,  Glasgow,  performs  the 
same  functions,  viz  :— those  of  switching  any  subscriber 
on  the  branch  exchange,  on  which  it  is  placed,  into 
connection  with  any  other  subscriber  on  the  same 
instrument,  or  with  any  other  subscriber  on  the  whole 
system,  in  a  similar  way. 

A  step-by-step  sender  is  employed  at  a  central 
exchange  to  transmit  electric  currents  to  the  automatic 
instrument  which  is  placed  in  the  branch  exchange,  and 
each  impulse  passes  through  the  coils  of  an  electro- 
magnet or  relay,  which  acts  on  the  escapement  of  a 
train  of  wheels,  and  thereby  intermittently  turns  a 
spindle  on  which  a  pointer  is  carried.  In  an  instrument 
arranged  to  work  six  subscribers'  lines— such  as  is  illus- 
trated— the  pointer  has  seven  stops  in  the  revolution, 
and  seven  impulses  from  the  central  exchange  are 
required  to  send  the  pointer  once  round,  a  stop  being 
made    at  each    of    the  seven  points.       At   each  of 

1 "  Engineering,"  i8th  February,  1887. 
2  E 
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these  points  there  is  fitted  a  spring  with  a  terminal, 
which    is    connected  to   a   subscriber's   line,   and   the 


{  j     w 
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pointer  on  the  spindle  makes  contact  with  the  terminal 
opposite  which  it  stops,  as  it  is  sent  round  by  the 
impulses  from  the  central  exchange. 
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Figs.  273  and  274  show  the  apparatus  in  perspective 
and  in  section. 

The  wires  from  each  subscriber's  instrument  are  led 
to  separate  indicators  A  A,  which  are  fitted  in  a  row  in 
front  of  a  reciprocating  notched  bar,  B.  On  the  drops, 
^,  a  of  the  indicators  are  fitted  projecting  arms,  a' 
a\  which,  in  the  normal  position  of  rest  of  the  recipro- 
cating bar,  extend  over  inclined  notches,  V  b\  formed  in 
the  bar.  When  any  subscriber  rings  up  the  exchange, 
the  projecting  arm  ci^  on  the  corresponding  indicator 
drop  «,  falls  into  the  notch  ^,  and  makes  contact  with  the 
notched  bar  B,  which  is  electrically  connected  with  the 
central  exchange.  In  this  way  the  exchange  operator 
is  called  up.  The  connection  between  the  central 
exchange  and  the  reciprocating  bar  B  is  made  through 
the  trunk  wire  w,  the  coils  of  a  relay  electro-magnet 
R,  the  wire  w'  W',  and  the  terminal  and  spring  C 
bearing  on  the  bar  B.  At  the  same  time  the  current 
passes  through  the  notched  bar  B  by  means  of  a 
spring  D  and  the  wire  w^  to  the  coils  of  an  electro- 
magnet E  (similar  to  one  of  the  subscriber's  indicators), 
the  armature  E'  of  which  is  fitted  with  an  escapement 
device  F',  arranged  to  set  free  the  clockwork  F,  which 
acts  through  a  lever  G  on  the  notched  bar,  and  moves  it 
in  one  direction  to  such  an  extent  that  the  arm  a'  on  the 
indicator  drop  is  pressed  into  the  inclined  notch  so  as  to 
remain  in  electrical  contact  with  the  bar,  while  the  other 
notches  are  no  longer  directly  under  the  arms  on  the 
remaining  subscribers'  drops.  These  drops  now  rest 
on  or  lie  over  small  pieces  of  ebonite,  so  that  these 
subscribers  cannot  for  the  time  being  ring  up  either  the 
exchange,  or  each  other. 

The  notched  reciprocating  bar  is  also  connected  by 
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means  of  lever  H  to  a  rod  ^  t  on  the  opposite  side  of  the 
indicators.    This  rod  being  connected  to  earth  by  the 
wire  W*,  and  serving  as  an  earth  wire  for  the  subscribers* 
lines    through    the    indicators,   the  movement  of  the 
notched  bar  traversing  this  earth  rod  to  a  certain  extent, 
brings  under  the  contact   springs   Ai   of  each   of  the 
indicators  a  small  piece  of  ebonite  on  the  rod,  whereby  the 
earth  connection  is  cut  off ;  and,  as  the  subscribers  are 
unable  to  ring  their  call  bells,  they  understand  that  the 
trunk  wire  is  engaged.     Connection  between  the  central 
exchange  and  each  subscriber  on  the  branch  exchange 
is  made  through  a  finger  or  pointer  j\  on  a  spindle  i 
coming  in  contact  with  one  of  a  series  of  springs  k  k^ 
to  which  the  subscribers  are  connected.    The  spindle  I 
is  rotated  to  such  an  extent  as  to  bring  the  finger  or 
pointer^  into  contact  with  the  spring  ky  connected  to 
any  of  the  subscribers  on  the  exchange  by  means  of  clock- 
work M  and  an  escapement  M^  operated  directly  by  an 
electro-magnet  M^,  which  is  brought  into  action  by  the 
relay  R  when  a  current  is  sent  along  the  main  wire.  The 
pointer  is  also  employed  to  make  a  momentary  contact 
between  a  spring  L  and  a  stud  L',  thereby  closing  the 
circuit  x  through  a  local  battery  and  through  the  electro- 
magnet E,  which  acts  on  the  escapement  F',  controlling 
the  action  of  the  clockwork  F  employed  for  actuating 
the  notched  reciprocating  bar  B,  as   previously  men- 
tioned.    When  the  electro- magnet  is  thus  momentarily 
brought  into  action,  the  escapement  F'  is  attracted  and 
releases  the  clockwork  F,  so  that  it  again  moves  the 
notched  bar,  but  this  time  in  the  reverse  direction,  by 
which  means  the  arm  on  the  subscriber's  indicator-drop 
is  raised  out  of  the  inclined  notch,  and  all  the  notches 
are  again   immediately  brought  under  the  projecting 
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arms  of  the  indicator-drops.  This  motion  of  the  bar  B 
is  accompanied  by  a  like  motion  of  the  rod  i  f,  which, 
on  being  moved,  brings  every  subscriber's  line  in  con- 
nection with  the  earth  wire,  so  that  any  subscriber  may 
ring,  and  the  same  cycle  of  operations  be  repeated. 

The  return  movement  of  the  notched  bar  from  the 
position  which  it  assumes  after  a  subscriber  calls  up  the 
exchange  is  effected  in  the  following  way.  The  operator 
at  the  central  exchange  sends  as  many  currents  as 
may  be  requisite  to  bring  the  pointer  round  to  the 
position  in  which  it  makes  contact  between  the  spring 
L  and  the  stud  L',  which  does  the  local  battery  circuit 
X  through  the  coils  of  the  electro-magnet  E,  and  thus 
actuates  the  escapement  which  releases  the  clock- 
work. 

In  order  to  effect  communication  between  the  central 
exchange  attendants  and  the  subscribers,  the  following 
mode  of  operating  is  resorted  to : — The  exchange  opera- 
tor sends  a  battery  current  through  the  trunk  wire  W, 
through  the  coils  of  the  electro-magnet  or  relay  R,  to 
the  reciprocating  bar  B,  through  the  electro-magnet 
E,  and  thence  to  earth.  In  its  passage  the  current  closes 
the  armature  R',  of  the  relay,  and  then  closes  the  local 
battery  circuit  x,  and  effects  by  means  of  the  clockwork 
M  one  forward  step  of  the  pointer,  from  zero  to  first 
spring  k,  connected  to  the  subscriber's  wire  w.  At  the 
same  time,  by  acting  on  the  armature  of  the  electro- 
magnet E,  the  clockwork  effects  a  movement  of  the 
reciprocating  bar,  which  cuts  off  the  earth  connection 
from  the  subscribers  and  also  from  the  electro-magnet 
acting  on  the  clockwork.  The  succeeding  current  sent 
by  the  exchange  operator  passing  through  the  relay  R, 
closes  the  local  circuit  as  before,  actuating  the  spindle 
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and  finding  its  earth  through  the  subscriber's  spring  k 
and  wire  w,  with  which  the  pointer  is  in  contact.  Each 
succeeding  current  acts  in  like  manner  until  the  pointer 
rests  on  the  spring  of  the  subscriber  wanted.  The 
exchange  operator  is  then   in   direct  communication 


Fig.  274. 

with  the  subscriber.  When  the  conversation  is  at  an 
end  the  operator  again  sends  currents  until  the  pointer 
reaches  zero. 

In  making  its  last  step  to  zero  the  pointer  presses  the 
spring  to  make  contact,  and  closes  the  local  battery 
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circuit  through  the  electro-magnet  acting  on  the  clock- 
work F,  and  thereby  moves  the  bar  B  back  to  its 
normal  position,  when  the  subscribers  will  be  connected 
to  earth,  and  the  exchange  trunk  line  will  find  its 
earth  through  the  relay  R,  the  bar  B,  the  spring  D,  and 
the  electro-magnet  E. 

The  wire  W*,  from  the  spring  C  to  spring  C',  which  is 
requisite  to  give  the  connection  with  the  spring  D,  is 
disconnected  from  the  reciprocating  bar  B  B,  and  the 
connection  thus  given  depends  upon  the  position 
occupied  by  the  pointer  j.  It  should  be  noted  that 
when  the  pointer  is  brought  round  so  as  to  make 
connection  between  the  exchange  and  the  subscriber 
wanted  a  magneto  current  is  used  to  ring  up  the 
subscriber,  and  this  intermittent  current  does  not 
actuate  the  relay. 

Sinclair's  apparatus  has  several  points  in  common 
with  Connolly  &  MacTighe's :  in  the  latter  a  notched 
wheel  is  used  instead  of  the  notched  reciprocating  bar  ; 
an  electro-magnetic  escapement  and  clockwork,  and 
relays,  likewise  form  part  of  the  instrument.  It  was 
exhibited  at  the  Paris  Electrical  Exhibition  of  1881. 


(c.)— ERICSSON  AND  CEDERGRENS  AUTOMATIC 
SWITCHBOARD, 

221.  This,  switchboard  is  used  by  the  Swedish 
Telephone  Company.  It  is  represented  in  the  diagram, 
Fig-  275,  is  intended  for  five  subscribers,  and  works 
entirely  automatically  at  the  spot  where  the  subscribers' 
wires  radiate  off  from  the  single  line  wire.  Apart  from 
accidents,  it  requires  no  attention  beyond  the  occasional 
cleaning  of  the  points  of  contact. 
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The  apparatus  consists  of— 

I.  A  dial  V,  whose  centre  is  at  c.    The  needle  which 
moves  over    this    dial  is,  for  the  sake    of  clearness. 


omitted  from  the  diagram.  In  a  vertical  line  above 
the  centre  c  are  five  points  of  contact,  i — S,  which, 
when  the  needle  is  in  a  position  of  rest  (vertical),  all 
make  contact  with  it,  and  consequently  also  with 
point  c.  On  the  circumference  of  the  dial  are  likewise 
five  contacts,  i — 5,  connected  with  the  subscribers* 
lines. 

2.  An   electro-magnet  E,  whose   two   coils    have  a 
resistance   of  200    ohms.     When  the    armature    a    is 


Digitized  by  VjOOQIC 


SEVERAL  SUBSCRIBERS  PLACED  ON  ONE  CIRCUIT,  425 

attracted,  it  leaves  the  stop  b  and  breaks  the  circuit 
at  that  point. 

3.  An  electro-magnet  R,  which  is  similar  in  every 
respect  to  the  electro-magnet  E. 

4.  A  galvanometer  G,  whose  coil  has  only  25  ohms 
resistance.  The  magnetised  needle  of  this  galvano- 
meter is  in  permanent  connection  with  earth,  and 
by  its  oscillation  to  the  right  and  left  makes  contact 
with  the  stops  d  or  g. 

5.  Five  polarised  electro-magnets,  of  which  two 
only,  Ui  and  u,,  are  shown  in  the  diagram,  the  three 
others   being    omitted.     Three    wires    lead    to     each 

,  polarised  electro-magnet,  two  coming  from  the  points 
of  the  dial  carrying  the  same  numbers,  and  one  coming 
from  the  axis  c  of  the  needle  and  connected  with  the 
armatures  of  all.  The  two  coils  of  each  electro-magnet 
have  together  a  resistance  of  1,750  ohms.  The  position 
of  rest  is  indicated  by  Uj,  the  position  of  work  by  U, 
There  is  still  a  third  position,  of  which  we  shall  speak 
further  on.  y  is  a  contact  lever  pivoted  at  0,  At  n  is  an 
insulated  stop  which  arrests  the  armature  in  its  position 
of  rest  and  insulates  it  from  the  lever  /,  and  which, 
when  the  apparatus  is  at  work,  prevents  the  return  of 
the  armature  to  its  original  position.  A  spring,  not 
shown  in  the  figure,  places  the  lever  f  in  its  working 
position  ;  h  is  another  two-armed  lever,  whose  axis 
is  at  X.  The  levers  h  of  all  the  five  polarised  electro- 
magnets have  the  same  common  axis,  so  that  when 
one  of  the  levers  h  passes  from  position  Ui  to  that 
of  U2,  the  four  other  levers  must  follow  the  same 
movement. 

The  central  station  calls  either  of  the  five  subscribers 
in  the  following  way  :  To  call,  for  instance,  subscriber 
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No.  I,  the  operator  at  the  central  station  sends  a  positive 
current  into  line.     This  current  enters  the  automatic 
switch   through    L,    traverses  the  indicator   G,  passes 
through  ^1^1  ab\.o  the  centre  ^  of  the  dial,  and  from  thence 
into  the  needle  which  rests  on   the  five  contacts  i  to  5. 
From  this  point  the  current  branches  off  through  the  five 
polarised  electro-magnets   to   the  different  subscribers, 
where  it  goes  to  earth.     The  current  being  positive,  so 
far  from  disturbing  the  position  of  rest  of  the  arma- 
ture of  the  electro-magnets  u  rather  confirms  it ;  nor 
can  it  ring  the  subscribers'  bells,  because   these  bells 
are     only    actuated     by  reversed    currents,    such     as 
emanate  from    magnetos ;  this  positive  current  there- 
fore, in  its  whole  course,  only  influences  the  needle  of  the 
galvanometer    G.      This   needle  is  very  heavy;   it  is 
composed  of  three  rods  of  magnet  steel,  and  is  main- 
tained in  neutral  position  by  a  strong  directing  magnet 
and  a  brush  of  badger-hair  rubbing  against  a  steel  rake. 
Its  motions  are,  therefore,  relatively  slow,  and  in  return- 
ing to  its  position  of  rest  it  is  scarcely  deflected  beyond 
it,  being  gently  arrested  by  the  brush.    Moreover,  having 
reached  the  abutments  d  or  g^  it  remains  in  contact  with 
them   for     about  one    second.      The   positive  current 
deflects  it  towards  rf,  and  by  means  of  this  contact  a  new 
route  of  much  less  resistance  is  opened  to  the  current 
through  the  electro-magnet  E  to  earth.     The  armature 
a,  which   is   connected   with    a   ratchet   wheel   of  the 
needle  of  dial   V,  is  attracted,  and  causes  this  needle 
to  advance  by  one  step,  so  that  it  comes  to  place  itself 
against  the  point  i,  which  is  in  connection  with  the  first 
subscriber. 

Now  the  road  is  clear  between  the  central  station  and 
the    first    subscriber,  through  L,  bx  ^1,  a  b  Cy   and  the 


Digitized  by  VjOOQIC 


SEVERAL  SUBSCRIBERS  PLACED  ON  ONE  CIRCUIT,  427 

needle  of  the  dial ;  none  of  the  electro-magnets  are  any 
longer  in  circuit.  The  central  station  and  subscriber 
No.  I  can  call  one  another  by  means  of  the  magneto 
without  disturbing  anybody,  for  the  galvanometer  is 
not  actuated  by  these  reversed  currents.  The  four 
remaining  subscribers  are  disconnected  and  can  neither 
disturb  the  established  conversation  nor  overhear  it 

If,  instead  of  the  first  subscriber  the  central  station 
wishes  to  call  another — No.  4,  for  instance — the  operator 
sends  four  positive  currents  into  line,  and  the  needle 
comes  to  place  itself  on  point  4,  which  is  in  connection 
with  the  subscriber's  wire  of  the  same  number. 

As  soon  as  the  clearing-out  signal  has  been  given, 
the  operator  sends  a  negative  current  of  about  two  to 
four  seconds*  duration.  The  needle  G  is  deflected  in  the 
other  direction  and  abuts  against  gy  so  that  the  current 
passes  into  the  electro-magnet  R,  and  thence  to  earth. 
At  the  moment  when  the  armature  a^  of  the  electro- 
magnet leaves  the  stop  ^1  the  subscriber's  line  is 
broken,  and  the  entire  current  passes  through  R.  By 
the  attraction  of  armature  a^  the  ratchet  wheel  of  the 
needle  V  is  released,  and  this  latter  returns  to  its 
position  of  zero  by  means  of  a  spring  which  has  been 
wound  up  by  the  advance  of  the  needle.  Thus  the 
whole  apparatus  returns  to  its  position  of  rest. 

In  the  calls  of  the  subscribers  by  the  central  station, 
the  polarised  electro- magnets  U  take  no  part,  their 
functions  being  confined  to  the  subscribers  calling  the 
central  station.  Let  us  suppose  that  subscriber  No.  i 
wishes  to  call  the  central  station  :  He  rings  as  if  he  were 
the  only  subscriber  on  the  line ;  the  alternating  currents 
pass  through  i  into  lever  /  of  Ui,  spring  ?,  the  coils 
of    the   electro- magnet,  and   through     the    combined 
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contacts  i  to  S,  and  finally  through  c  b  a  a^  bito 
line.  It  is  true,  these  currents  find,  through  the  com- 
bined contacts  I  to  5,  four  other  routes  to  the  subscribers 
2  to  4,  but  only  during  an  excessively  short  time ;  for 
the  armature  of  electro-magnet  Ui  is  immediately 
brought  to  the  position  indicated  by  U„  and  arrested  in 
this  position  by  the  stop  «.  The  entire  connections  are 
changed  by  this  movement  The  armature  makes  con- 
tact with  lever  /,  and  the  contact  of  this  latter 
with  spring  i  is  broken  ;  the  lever  is  pulled  by 
the  action  of  the  spring,  and,  by  doing  so,  repels  the 
lever  A,  which  lowers  the  spring  i.  All  the  five  levers  A, 
however,  having  common  action,  the  others,  too,  have 
depressed  the  respective  springs  i;  all  the  other  electro- 
magnets are,  therefore,  out  of  circuit,  and  the  current  of 
subscriber  i,  entering  the  armature  through^  and  going 
thence  to  needle  V  has  only  one  route  left,  namely — the 
route  to  the  central  station,  where  it  passes  through  an 
electro-magnet.  The  needle  G  does  not  move,  and 
connection  is  made  between  the  subscriber  and  the 
central  station  without  needle  V  having  left  its  position 
of  rest.  When  the  conversation  is  finished,  the  central 
station  sends  a  negative  current  into  line,  which  actuates 
the  electro-magnet  R.  The  armature  ax  being  attracted, 
has  not  to  bring  back  the  needle  V  to  zero,  but  restores 
the  levers  A,  which  are  in  the  position  Uz,  to  their  position 
of  rest,  indicated  by  U„  and  the  armature  of  u,  under 
the  action  of  the  spring,  thus  takes  up  again  its  original 
position. 

When  a  subscriber  wishes  to  speak  with  another 
subscriber  whose  line  branches  off  from  the  same 
automatic  switch,  if,  for  instance.  No.  3  asks  for  No.  5, 
the  central  station,  called  by  subscriber  No.  3,  sends  five 
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positive  currents  to  line,  and  thus  places  needle  V  on  5. 
The  two  subscribers,  No.  3  and  No.  S,  and  the  central 
station  are  now  connected  together.  In  order  to  restore 
the  whole  system  to  its  state  of  rest,  on  the  termination 
of  the  conversation  the  central  station  sends  a  negative 
current,  and  the  armature  of  electro-magnet  R  now  fulfils 
two  functions:  in  the  first  place,  it  brings  back  the 
needle  V  to  zero ;  and,  secondly,  it  gives  to  the  levers  h 
the  position  of  rest,  indicated  by  Ui. 

If  less  than  five  subscribers  have  to  be  connected 
with  the  central  station,  the  terminals  which  are  not 
utilised  are  connected  to  earth  through  an  artificial 
resistance  of  1 10  ohms. 


(d,)—OESTERREICirs  AUTOMATIC  SWITCHBOARDS 

222.  The  automatic  station  represented  in  Fig.  276 
consists  of  the  switch  properly  speaking,  a  polarised 
relay  r',  and  as  many  ordinary  relays,  Ri  R2  R3,  as  there 
are  subscribers  connected  to  the  switch.  The  switch  of 
Fig.  276  is  arranged  for  three  subscribers,  whose  lines  are 
marked  i,  2,  and  3.  A  battery,  P,  and  a  resistance,  R, 
complete  the  arrangement.  The  switch,  properly  speaking 
is  not  visible  in  the  diagram,  but  its  functions  will  be 
understood  from  the  following  :  It  consists  of  a  cylinder 
movable  round  a  horizontal  axis.  On  this  cylinder, 
which  IS  of  insulating  material,  are  eight  rows  of  con- 
tact pieces,  shown  in  plan  projection  at  Y,  with  their 
respective  spring  plates,  t^  to  r^^. 

The  cylinder  is  actuated  from  the  central  station  by 
means  of  electric  currents,  which  traverse  the  electro- 

^  "Journal  T<?HgTaphique,"  No  8,  1887. 
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magnet  C,  whose  armature,  ending  in  an  escapement 
pushes  the  cylinder  forward  by  one  tooth  at  each  closing 
of  the  circuit.  Instead  of  causing  the  cylinder  to  rotate 
by  means  of  electricity,  this  can  be  effected  by  a  weight  ; 
in  this  case  the  electrical  impulses  only  release  the 
escapement  wheel    by    one    tooth.     The    weight,    on 


,U]_j4y4J 
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Fig.  276. 

arriving  at  the  bottom,  closes  the  circuit  of  an  alarm 
bell,  which  continues  ringing  until  the  attendant  has 
wound  up  the  weight. 

The  cylinder  can  take  up  eight  different  positions 
corresponding  to  the  eight  rows  of  contacts,  I — 8. 
When  the  position  of  the  cylinder  is  such  that  the 
contact    pieces    of  row  i  touch  the  springs,   there  is 
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electric  connection  between  the  springs  r^  and  y*,  and 
between  r*,  f  ^  r®,  t^,  and  r"^.  When,  by  an  electric  current 
passing  through  electro-magnet  C,  the  cylinder  advances 
by  one  tooth,  it  is  the  second  row  of  contacts  which 
come  to  press  against  the  ten  plates  r,  and  connection 
is  made  between  the  springs  r*,  f^^  r^,  and  r^. 

Thus,  for  each  of  the  eight  positions  of  the  cylinder, 
the  electric  connections  established  thereby  can  easily 
be  ascertained. 

The  switch  is  in  its  state  of  rest  when  the  contacts  of 
row  I  touch  the  springs.  Eachof  the  three  subscribers 
can  then  call  the  central  station  without  disturbing 
the  others.  If,  for  instance,  subscriber  2  calls,  the 
current  takes  the  following  path:  Through  2  it 
traverses  the  relay  R9  (for  in  the  direction  of  spring  r^ 
there  is  a  break  of  contact),  and  through  the  springs 
r^  and  r^  it  reaches  earth ;  but  the  passage  of  the 
current  attracts  the  armature  of  relay  Ra  and  so 
opens  to  the  current  another  route  to  earth  through 
contact  aa.  There  is,  at  the  same  time,  a  second 
contact  established  through  the  movement  of  the 
armature;  an  insulated  piece  fixed  to  the  armature 
abuts  against  d,  and  a  current  from  battery  P  can 
pass  through  r„  R^  c,  and  line  L,  to  the  central 
station,  and  thence  return  through  earth  to  P.  This 
current  has  not  the  proper  direction  to  move  the  arma- 
ture of  the  polarised  relay  R^  nor  sufficient  strength  to 
actuate  the  relay  c  ;  it  therefore  has  no  other  effect 
but  to  call  the  central  station.  This  station  sends  a 
current  strong  enough  to  cause  the  cylinder  to  advance 
by  one  tooth,  and  thus  position  II.  is  established.  The 
latter  current  passes  through  L,  C,  k\  r^  r\  and 
an   artificial   resistance,   R,  to  earth,   the  armature  of 
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the  polarised  relay  R  touches  the  stop  «,  and  thus 
opens  to  the  current  a  more  direct  route  to  earth. 
Position  II.  of  the  cylindrical  switch  having  been 
obtained,  the  telephonic  communication  between 
the  calling  subscriber  and  the  central  station  can 
commence. 

In  this  position  II.  the  other  subscribers  can  take 
part  in  the  conversation ;  they  can  also  call,  but  this 
produces  only  a  very  short  and  faint  click  for  the 
conversing  subscribers,  who  from  this  fact  know  that 
another  subscriber  wants  the  central  station.  The 
three  subscribers  conversing  at  the  time  can  then 
agree  which  two  are  to  have  the  preference. 

To  establish  communication  through  the  central 
station  with  the  subscriber  of  another  line,  the  central 
station  gives  to  the  cylindrical  switch  the  position  III.,  if 
the  calling  subscriber  is  i ;  position  IV.,  if  subscriber 
2  has  called  ;  and  position  V.  for  a  call  made  by 
subscriber  3, 

In  case  a  subscriber  asks  for  another  on  the 
same  wire,  positions  VI.,  VII.,  and  VIII.  are  given. 
By  means  of  VI.,  subscriber  i  is  connected  to  2 ;  by 
means  of  VII.,  subscriber  i  with  3 ;  and  by  means 
of  VIII.,  subscriber  2  with  3.  The  current  path  in 
each  special  case  is  easily  followed.  In  position  VI. 
for  instance,  where  subscriber  i  is  connected  with  2, 
the  current  arriving  from  i  passes,  without  traversing 
the  relay  R^,  through  spring  r«  to  the  springs  f*  and  t^ ; 
through  r«  the  current  arrives  at  subscriber  2,  through  r* 
it  reaches  the  central  station,  which  is  connected 
up  in  such  a  way  as  to  receive  the  clearing-out  signal. 

At  the  end  of  a  conversation  the  central  station 
operator  always  brings  back  the  cylindrical  switch  to  its 
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original  position,  but  he  must  make  sure  this  position 
has  actually  been  reached.  For  this  purpose  there  is 
between  the  contact  rows  8  and  i  a  contact,  which  cor- 
responds to  spring  r*,  and  is  connected  with  one  pole  of 
battery  p,  and  the  two  last  contacts  of  row  i  are  pro- 
longed towards  row  8.  When  the  cylinder  passes  from 
position  VIII.  to  position  I.,  spring  r*  for  one  moment 
glides  over  the  contact,  which  is  connected  to  one  pole 
of  battery  P,  whilst  the  other  pole  is  connected  through 
springs  r®  and  r^^  to  earth ;  a  momentary  current 
therefore  reaches  the  central  station,  and  there  gives  the 
signal  on  a  galvanometer,  indicating  that  the  cylinder 
has  been  restored  to  its  original  position. 

If  the  operator  at  the  central  station  wishes  to  call 
a  subscriber,  he  has  only  to  move  the  cylinder  of 
the  automatic  switch  to  the  required  position.  For 
instance,  when  subscriber  3  calls,  the  operator  moves 
the  cylinder  until  row  5  of  the  contacts  at  Y  arrives 
beneath  the  springs  r. 


2  F 
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CHAPTER  XXVII. 

SEVERAL  SUBSCRIBERS  PLACED  ON  ONE  CIRCUIT  {lll.)» 

223.  In  the  preceding  descriptions  of  automatic  switch- 
boards a  number  of  stations  were  served  by  one  line 
wire,  and  an  automatic  apparatus  was  installed  at  the 
point  where  the  branch  wires  leading  to  a  limited  num- 
ber of  subscribers  radiated  off  from  the  single  line  wire. 
This  system,  which  we  may  call  radial,  has  the  one 
great  drawback,  that  it  can  with  advantage  be  applied 
only  to  a  limited  number  of  subscribers  living  within 
a  short  distance  of  each  other.  The  automatic  switch- 
board, if  constructed  for  a  large  number  of  subscribers* 
would  become  exceedingly  complicated,  expensive,  and 
liable  to  get  out   of  order,  and  the  advantages  of  the 

system,   which   consist   mainly   in   doing  away  with  a 
paid  official,  would  thereby  disappear. 

It  is,  therefore,  in  many  cases,  more  convenient  to 

connect  the  subscribers  by  one  wire,  in  series,  after  the 

manner  of  telegraph  stations. 

Various  solutions  of  this  problem  have  been  proposed. 
Mr.  Elsasser^  has  modified  Wittmer  and  Wetzer's 

individual  call  system  for  telegraph  offices  *  in  such  a 

way  that  it  adapts  itself  to  telephone  stations  arranged 

on  one  and  the  same  wire. 

^  "  Electrotf chnischc  Zeitschrifl,'*vol.  iv.,  p.  161. 

"Zeitschrift  fur  Angewandte  Elektricitatslehre/' vol.  iii.,  p.  439. 
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224.  Professor  Zetsche^  has  further  modified  this  arrange- 
ment, and  has,  besides,  published  two  other  solutions  for 
the  series  connection  of  subscribers,  which  are  of 
interest. 

In  the  first  of  those  systems  each  subscriber's  station 
is  provided,  in  addition  to  the  usual  telephonic  appa- 
ratus, with  two  polarised  relays,  a  call-bell  with  local 
battery,  a  call  button,  a  line  battery  and  a  rheostat. 
The  central  station  must  be  able  to  send  at  will 
currents  of  different  strengths,  as  many  different  currents 
as  there  are  stations  placed  on  the  line.  The  current  of 
unit  strength  only  actuates  the  first  relay  of  the  first 
station  ;  the  current  of  double  strength  the  second  relay 
of  the  first  station  and  the  first  relay  of  the  second 
station,  and  so  on  ;  so  that  for  station  71  a  current  n  times 
stronger  than  the  first  one  is  required,  and  this  current 
actuates  the  first  relay  of  station  n  and  both  the  relays  of 
the  preceding  stations.  The  attraction  of  the  armature 
of  the  first  relay  of  any  station  breaks  the  line  leading 
to  the  following  stations,  and  closes  the  local  circuit 
of  the  call-bell,  which  rings  until  the  telephone  is 
unKooked.  The  attraction  of  the  armatures  of  both 
relays  opens  a  route  through  the  station  to  the  exclusion 
of  the  telephonic  apparatus ;  the  uncalled  stations  are 
thus  put  out  of  circuit  during  the  conversation  of  the 
called  station.  At  the  end  of  the  conversation  the 
central  station  sends  a  current  to  line  of  force  «,  and 
of  opposite  direction,  which  restores  all  the  armatures  to 
their  state  of  rest.  When  one  of  the  subscribers  wishes 
to  call  the  central  station  he  has  only  to  press  his 
call-button  and  a  current  which  does  not  influence 
the    relays,    and  consequently  cannot    interfere    with 

*  *' Electrotechnische  ZciUchrift,"  vol.iv.,  p.  257. 
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the  other  subscribers'  stations,  causes  the  annunciator 
of  the  central  station  to  drop. 

The  second  arrangement  only  requires  one  polarised 
relay  for  each  subscriber's  station.  All  the  electro- 
magnets and  call-bells  of  the  subscribers  are,  in  the  state 
of  rest,  placed  in  the  line  circuit ;  if,  therefore,  the 
central  station  calls  (by  currents  which  do  not  influence 
the  relay  armatures),  all  the  call-bells  ring  at  the  same 
time,  and  a  special  signal  is  required  for  each  subscriber, 
as  in  telegraphy.  The  operator  at  the  central  station, 
by  unhooking  his  telephone,  excludes  all  subscribers 
situated  beyond  the  central  station,  but  he  must  also 
exclude  those  subscribers  who  are  situated  between 
the  central  station  and  the  called  station,  and  this  he 
does  by  sending  a  current  to  line  which  influences  the 
armatures  of  the  polarised  relays.  At  the  end  of 
the  conversation  the  relays  are  of  course  brought  back 
to  their  original  positions. 

225.  Hartmann  and  Braun,  of  Bockenheim,  have 
constructed  an  apparatus  which  seems  to  present  a 
more  complete  solution  of  the  problem.  The  apparatus 
readily  adapts  itself  to  the  different  telephonic  systems 
with  magneto  or  battery  call.  Externally  it  has  the 
appearance  of  a  magneto  call-box.  On  its  front,  at  the 
bottom,  is  the  mouthpiece  of  the  microphone,  and  higher 
up  are  two  dials,  the  one  on  the  left  with  a  handle  and 
carrying  the  inscriptions,  "  put  to  rest "  {abstellen)y  **  put 
on  call  *'  {einstellen)y "  call "  {aurufen)^  and  "  conversation  " 
(sprechen) ;  the  one  on  the  right  with  a  needle,  and  as 
many  numbers  on  the  periphery  as  there  are  stations  on 
the  line.  The  telephone  receivers,  the  handle  of  the 
magneto  and  the  call-bell  complete  the  external  fittings. 

Within   the  box   the   most  important  part   of  the 
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system  is  an  axis  carrying  the  needle  of  the  right-hand 
dial  mentioned  above.  This  axis,  which  fulfils  several 
functions,  is  represented  in  Fig.  277  : — C  is  the  outside 
dial,  whose  needle  is  at  zero  in  a  state  of  rest,  and  can 
occupy  five  other  positions  corresponding  to  five  sub- 
scribers placed  on  the  line.  Behind  the  cylinder  a  is  a 
second  cylinder,  r,  which  can,  by  means  of  lever  d^  be 
moved  forward  or  backward  on  the  axis.  On  the  axis 
is  a  small  cam  e,  which,  in  a  state  of  rest,  fits  exactly  into 
a  hollow  of  cylinder  r.  Still  further  behind  is  a  ratchet 
wheel  r,  with  an  escapement  /,  and  finally,  a  spring 
plate  /  presses  on  the  axis  and  makes  contact  with 
it.  On  the  cylinder  a  is  fixed  an  insulating  segment, «, 
which  at  each  station  will  be  found  on  a  different  part 
of  the  cylinder. 
At  the  station  No, 
I  the  segment  is 
placed  in  such  a 
way  that  it  is 
beneath  the  spring 
b  when  the  needle 
IS  on  the  number 

I  ;  at  the  station  No.  2  this  will  be  the  case  when  the 
needle  is  on  2,  and  so  on. 

When  all  the  needles  are  upon  zero,  the  line  circuit  at 
each  subscriber's  station  passes  through  spring  6,  cylin- 
der a^  the  axis,  the  spring  /,  and  a  polarised  electro- 
magnet, whose  armature  is  attached  to  the  escapement 
/.  Nothing,  therefore,  is  placed  in  circuit  except  these 
electro-magnets  at  the  several  stations.  If,  now, 
currents  of  the  right  description  are  sent  to  line, 
these  currents  actuate  the  armatures  of  the  polarised 
electro-magnets,  the  escapement  /  enters  into  action. 
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the  escapement  wheel  r  begins  to  turn,  and  with  it  the 
dial  needle,  which  passes  successively  over  the  different 
numbers  on  the  dial.  Each  station,  as  mentioned  above, 
has  a  magneto  to  produce  these  alternating  currents, 
but  this  magneto  is  not  placed  in  circuit.  If  a  subscriber 
wishes  to  call  another  subscriber  or  the  central  station, 
he  must  place  the  handle  of  the  left-hand  dial  to  "  put 
on  call."  By  this  movement  of  the  handle  the  lever  d 
is  pushed  to  the  right,  and  the  cylinder  c  passes  over 
cam  e ;  this  latter  then  appears  on  the  left  of  cylinder 
c^  and  the  axis  is  now  again  free.  If  the  subscriber 
now  turns  his  magneto,  he  moves  the  needles  of  all 
the  subscribers,  his  own  included.  To  call,  for  instance, 
subscriber  4,  he  turns  the  handle  of  the  magneto  until 
the  needle  has  arrived  at  number  4.  At  station  4, 
the  insulating  segment  n  of  the  cylinder  a  has  now 
arrived  under  the  spring  b,  and  the  current  can  no  longer 
pass  through  the  axis,  but  traverses  the  electro-magnet 
of  a  call-bell.  The  calling  subscriber  then  places  the 
handle  of  the  left-hand  dial  on  **  call,"  and  hereby  changes 
the  alternating  currents  of  the  magneto  into  a  direct 
current,  which  cannot  influence  the  polarised  relays, 
but  rings  the  call- bell  of  subscriber  4.  By  unhooking 
their  telephones  the  two  subscribers  can  now  converse, 
since  by  the  movement  of  the  hook  the  micro-telephone 
is  placed  in  circuit  instead  of  the  call-bell ;  but  the 
other  subscribers  cannot  overhear  the  conversation, 
because  their  telephone  is  not  in  circuit,  and  because 
cylinder  c  cannot  pass  to  the  other  side  of  cam  e^  since 
this  latter  no  longer  corresponds  to  the  gap  in  cylinder  r. 
The  conversation  being  finished,  the  needle  is  brought 
back  to  zero,  and  the  cylinder  c  to  its  position  of  rest.  The 
central  station  is  treated  like  any  other  subscriber,  and 
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proceeds  to  call  in  the  same  way.  If  the  subscriber 
forgets  to  bring  his  needle  back  to  zero,  the  central 
station  can  do  it  for  him. 

226.  Mr..  Johnston  Stephen  applies  to  his  system  the 
principle  of  pendulums  of  different  length,  which  Bizot  had 
at  one  time  proposed  for  the  individual  call  of  telegraph 
stations.  In  Fig.  278  we  give  a  diagram  of  this  system, 
showing  the  complete  arrangement  of  a  subscriber's 
station,  placed  with  a  certain  number  of  similar  stations 
on  a  single  wire  :— T^  is  the  micro-telephonic  apparatus, 


Fig.  278. 

Kthe  call-button, and  B  the  call-bell;  M  is  a  polarised  elec- 
tro-magnet, whose  armature  can  take  up  two  positions  : 
the  position  of  rest,  rf,  when  a  positive  current  circulates 
through  line  L  Li,  in  the  direction  of  the  arrows,  and  the 
position  d^,  when  this  current  is  of  opposite  direction;  Sj  isa 
lever,  the  two  arms  /and  A  of  which  are  insulated  from  one 
another ;  the  insulated  springs  n  and  «i  make  contact  with 
them  in  a  state  of  rest.  The  axis  of  lever  vSi  is  at  y,  and 
its  upper  arm  is  pulled  to  the  right  by  the  spiral  spring 
nr,  but  kept  in  a  vertical  position  by  the  two  hooks  c  and  Ci. 
The  pendulum /i  has  a  different  length,  and  therefore  a 
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diflFerent  rate  of  vibration,  at  each  subscriber's  station ; 
it  oscillates  about  the  point  o,  and  carries  the  forked 
lever  e  along  with  it ;  m  is  an  ordinary  electro-magnet. 

To  understand  the  working  of  this  apparatus,  we  will 
first  of  all  explain  the  call  of  the  central  station  by  a 
subscriber,  and  the  mode  of  connecting  this  subscriber 
with  another  placed  on  the  same  or  another  wire.  Six 
different  stages  may  be  noted  in  this  operation. 

1st  stage. — ^The  subscriber  calls  the  central  station 
(situated  on  the  left  of  Fig.  278)  by  pressing  call-button 
K.  The  current  passes  through  j^,  a^  and  electro-magnet 
M,  into  line  L,  and  returns  through  earth  ;  in  the  sub- 
scriber's stations,  which  are  between  the  calling  and  the 
central  station,  the  current  traverses  the  electro-magnets 
m  and  M,  but  only  produces  a  very  slight  oscillation  of  the 
pendulum  p.  It  cannot  alter  the  position  of  the  arma- 
ture a,  because  it  has  not  the  proper  direction.  The 
communication  between  the  central  station  and  the  sub- 
scribers situated  on  the  right  of  Fig.  278  is  interrupted 
so  long  as  the  button  K  is  depressed. 

2nd  stage. — The  subscriber  unhooks  his  telephone  and 
informs  the  central  station  of  the  subscriber's  number 
with  whom  he  wants  to  speak ;  after  this  he  again 
suspends  his  telephone. 

3rd  stage. — The  operator  at  the  central  station  singles 
out  the  called  subscriber.  For  this  purpose  he  has  a 
sort  of  metronome  to  which  he  can  impart  the  rate  of 
oscillation  of  the  pendulum  of  any  subscriber.  This 
metronome,  in  performing  its  oscillations,  sends  posi- 
tive currents  to  line,  which  do  not  affect  the  armatures 
tf,  but  influence  all  the  pendulums//  that  one  only  of 
the  pendulums,  however,  whose  rate  of  oscillation 
corresponds   to  that  of  the  currents,  gradually  attains 
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sufficient  amplitude  to  raise  the  hooks  c  and  a,  thereby 
causing  the  lever  Si,  in  its  lower  part,  to  incline  to  the 
left  The  intermittent  current  from  the  central  station 
passes  now  to  the  station  thus  singled  out  through  M,  a^ 
Si,  K,  S,  «i,  ^1,  and  call-bell  B. 

4th  stage. — The  called  subscriber  unhooks  his  tele- 
phone, and  is  informed  by  the  central  station  that  a 
certain  other  subscriber  wishes  to  speak  with  him.  After 
this  communication  the  telephone  is  again  suspended. 

5th  stage. — The  operator  at  the  central  station  singles 
out  the  calling  subscriber  by  the  same  method  he  has 
employed  in  the  third  stage. 

6th  stage. — The  central  station  sends  a  negative  cur- 
rent to  line  (or  to  the  lines  if  the  calling  and  the  called 
subscribers  are  on  different  lines).  All  the  armatures  a 
hereby  take  up  the  position  rfj,  contact  is  made  with 
spring  Sty  and  both  at  the  calling  and  called  stations  the 
hook  c  again  gpps  the  upper  arm  of  the  double  lever  Sj. 

Through  this  movement  of  the  armature  a,  the  disc  d 
becomes  visible,  and  indicates  at  all  the  stations  that  the 
line  or  lines  are  engaged.  At  the  calling  and  called 
stations  the  call-bell  B  begins  to  ring,  and  at  all  the 
other  subscribers'  stations  the  current  passes  through 
M,  a,  s%,  n,  and  consequently  the  telephone  T,  as  well  as 
the  button  K,  are  put  out  of  circuit,  and  it  is  impossible 
for  any  of  these  subscribers  either  to  interfere  with  the 
conversing  subscribers  or  to  overhear  their  conversation. 

When  the  two  subscribers  have  finished  their  con- 
versation, one  of  them  sends,  by  means  of  button  K,  a 
negative  current  to  the  central  station,  thus  informing 
the  operator  that  he  can  restore  the  line  or  lines  to 
the  state  of  rest.  The  operator  thereupon  sends  a 
positive  current  to   line,  which   brings   back    all   the 
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armatures  a  to  the  position  indicated  in  Fig.  278.  At  the 
stations  of  the  subscribers  who  have  been  in  communica- 
tion, the  hook  c  at  the  same  time  brings  back  the  lever 
Si  to  the  position  of  rest  indicated  in  the  figure. 

227.  An  individual  call  system,  devised  by  Messrs, 
Brown  &  Saunders,  has  been  found  very  efficient  in 
England.  It  is  based  upon  the  principle  of  the  pendu- 
lum, as  in  the  case  of  Mr.  Johnston  Stephen's  apparatus. 

Each  signaller  consists  of  two  pendulums,  the  bob  of 
the  inner  being  fixed,  and  the  rod  attached  to  the 
armature  of  an  electro-magnet.  The  outer  pendulum 
has  an  adjustable  bob  sliding  on  the  rod,  which  is 
graduated,  and  is  arranged  to  send  two  currents  for  each 
complete  vibration.  The  inner  pendulum  responds  only 
to  vibrations  the  rate  of  which  corresponds  with  its 
adjustment,  When  it  attains  its  full  amplitude  it  opens 
the  circuit  of  the  call-bell,  so  that  the  line  currents  flow 
through  it,  and  cause  it  to  ring. 

The  system  is  applied  in  order  to  call  only  the  office 
required  ;  the  bells  at  the  other  offices  are  not  actuated. 

228.  A  very  simple  and  efficient  system,  which  pro- 
vides for  absolute  secrecy  in  communication  between  any 
two  offices  on  a  circuit,  is  in  use  by  the  British  Post  Office. 

Each  office  is  provided  with  a  complete  Gower-Bell- 
telephone  (5  35)  with  specially-arranged  connections,  a 
relay,  and  an  electro-magnetic  switch.  The  latter  instru- 
ment is  actually  a  relay,  with  two  levers  actuated  simul- 
taneously, and  moving  between  independent  contacts. 

The  battery  for  each  office,  where  six  offices  are  on  the 
circuit,  consists  of  twenty-four  Leclanch^  cells,  and  these 
are  so  arranged  that  the  current  is  always  in  the  same 
direction.  In  the  calling  circuit  at  each  office  is 
placed  a  resistance  of  450"  to  reduce  the  calling  current. 
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In  the  normal  condition  the  coils  of  both  relay  and 
electro-magnetic  switch  are  in  circuit  at  each  office.  The 
relay  local  circuit  is  for  ringing  the  call-bell,  and  the 
electro-magnetic  switch  normally  places  the  telephone 
instrument  in  circuit,  and,  when  the  armatures  are 
attracted,  nothing  but  the  coils  of  the  switch  can  be  in 
circuit.  The  connections  of  the  telephone  are  such  that 
on  removing  the  tubes  for  speaking,  a  current  is  sent  to 
line  from  the  calling  battery  without  the  450'*  resistance 
in  circuit.  Pre-arranged  signals  are  used  for  calling  each 
office. 

If,  now,  in  the  normal  condition  any  subscriber 
depresses  the  press-button  of  his  telephone,  the  reduced 
currents  from  the  calling  battery  pass  to  line,  and  actuate 
the  relay  at  each  office.  The  electro-magnetic  switches 
are  adjusted  so  as  not  to  be  actuated  by  the  ringing 
current. 

After  replying,  the  required  correspondent  removes 
the  tubes  from  the  switch  rests,  and  so  also  does  the 
caller  ;  and,  consequently,  a  current  due  to  the  full  force 
of  forty-eight  cells  is  placed  on  the  line.  This  current 
(more  than  double  the  ringing  current)  actuates  the 
electro-magnetic  switches  at  every  office  except  those 
from  which  the  current  emanates,  and  so  cuts  all  out  of 
circuit.  It  is  thus  absolutely  impossible  for  a  third  party 
to  intervene,  as  the  first  two  who  lift  the  telephone  tubes 
at  once  cut  out  all  other  offices. 

On  the  tubes  being  replaced  in  the  rests,  the  normal 
condition  of  the  circuit  is  automatically  restored. 

An  intermediate  switch  (§  119)  can  also  be  provided 
at  any  office,  so  that  the  circuit  may  be  divided  at  that 
point,  and  any  two  offices  on  each  side  of  the  switch  can 
communicate  simultaneously. 


Digitized  by  VjOOQIC 


THR  TELEPHONE. 


CHAPTER   XXVIII. 

APPLICATION  OF  THE  TELEPHONE  TO   THE 
TELEGRAPH  SERVICE. 

229.  The  credit  of  having  utilised  the  extreme 
simph'city  of  this  application  belongs  to  the  Adminis- 
tration of  the  German  telegraphs,  and  there  are  at  the 
present  moment  more  than  4,000  telegraph  stations  in 
Germany  making  use  of  the  telephone.  No  other  cor- 
poration, either  private  or  public,  can  boast  of  a  similar 
development  of  telephony  in  this  direction.  The  fears 
which  were  expressed  at  one  time,  that  the  extension 
of  telephony  must  necessarily  injure  telegraphy,  have 
been  completely  set  at  rest  by  this  intimate  fusion  of 
the  two  services,  and  it  has  been  found  that  the  two 
supplement  each  other.  In  Germany  the  telephone  is 
paramount  for  short  distances,  where  the  telegraph  cannot 
compete  with  it ;  but  as  soon  as  the  distances  increase 
the  value  of  the  telephone  is  diminished,  and  it  is  finally 
the  telegraph  which  exerts  its  uncontested  claim.  On 
the  other  hand,  the  telephone,  combined  with  the  tele- 
graph, can  penetrate  into  localities  which  are  either  too 
limited  in  size  or  too  poor  to  support  a  telegraph  station 
properly  speaking.  The  installation  of  a  telephone 
station  is  very  simple  and  very  inexpensive,  the  manipu- 
lation of  the  apparatus  does  not  require  any  lengthened 
apprenticeship,  and  a  telephone  station  can  therefore  be 
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established  under  much  more  favourable  conditions  than 
a  telegraph  office.  In  Switzerland,  for  instance,  the  only 
country  besides  Germany  where  the  above  application 
has  been  extensively  adopted,  any  commune  that  wishes 
to  be  connected  to  the  nearest  telegraph  station  by  a 
telephone  line  has  to  bear  half  the  cost  of  construction 
of  this  line  ;  it  has,  besides,  to  provide  an  office,  to  pay  for 
the  heating  and  lighting  of  the  same,  and  to  appoint 
and  pay  the  officials.  All  the  remainder,  the  installation 
and  keeping  in  repair  of  the  apparatus  and  of  the  line, 
and  the  whole  of  the  expenses  of  the  transmitting  station, 
are  borne  by  the  central  administration. 

In  England  the  ABC  instrument,  which  requires 
practically  no  attention,  is  worked  entirely  by  magneto 
currents,  calls  for  very  little  skill  on  the  part  of  the 
operator,  and  needs  no  privacy  or  silence,  has  so  far  held 
its  place  as  the  instrument  for  unimportant  local  circuits. 

The  combination  of  a  telephone  line  with  a  telegraph 
office  is  most  simple.  Telephone  and  telegraph  are 
independent  of  one  another,  and  the  oral  message  has 
only  to  be  reproduced  on  a  sheet  of  paper,  and  this 
document  will  serve  as  an  original  telegram  for  tele- 
graphic transmission,  and  vice  versd.  The  telephone, 
however,  requires  a  private  room,  and  cannot  be  fixed  in 
an  open  shop. 

230.  Sometimes  a  special  line  for  the  telephone  station 
can  be  dispensed  with,  and  the  latter  is  placed  in 
circuit  on  a  telegraph  wire.  This  arrangement  is 
usually  adopted  where  the  telephone  station  lies  on 
the  route  of  the  telegraph  wire,  and  where  telegrams  are 
not  too  numerous.  The  call  system  in  use  in  Switzer- 
land allows  of  this  interpolation  without  much  diffi- 
culty, and  we  give,  in  Fig.  279,  a  diagram  of  such  an 


Digitized  by  VjOOQIC 


446 


THM  TELEPHONE, 


installation  : — L  L^  is  the  telegraph  wire,  A  the  telegraph 
office,  by  the  help  of  which  the  communications  from  the 
telephone  station,  B,  are  transmitted  on  the  telegraph 
network,  and  vice  versd  ;  M  is  the  Morse  apparatus,  T 
tlie  key,  and  p  the  battery.  The  micro-telephonic 
system  of  each  station  is,  for  the  sake  of  simplicity, 
represented  by  the  telephone  t ;  c  and  q  are  switches 
for  putting  on  earth  when  telephoning  between  A  and  B ; 
G  are  the  magnetos ;  s  and  s^  alternating  current  call- 
bells;  b  the  needle  galvanometer  of  the  telephone 
station.  When  the  line  L  Li  is  being  used  for 
telegraphy,  the  earth  connection  is  broken  at  c  and  ^i. 


Fig.  279. 

the  telegraphic  currents  pass  through  the  call-bells  s 
and  Ji,  but  do  not  actuate  them,  because  they  are  not 
alternating.  The  direction  of  these  telegraphic  currents 
must  be  such  as  to  strengthen  the  permanent 
magnets  of  these  call-bells,  not  to  weaken  them. 
The  magnetos,  G,  are,  as  usual,  out  of  the 
line,  circuit  when  not  in  action.  If  the  station  B 
wishes  to  transmit  telephonically  a  telegram  to  A,  the 
operator  first  ascertains  whether  the  needle  b  is  at  rest ; 
that  is  to  say,  whether  the  line  is  free.  If  such  is  the 
case,  he  establishes  the  earth  connection  at  c  and  rings. 
The  call-bells  s  and  s^  begin  to  ring,  and  the  telegraph 
offices  on   the  right  of  B  hear  a  feeble   click  of  the 
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armature  of  their  receiver,  which  indicates  the  nature 
of  the  call.  Station  A,  after  having  established  earth 
connection  at  c^^  replies  by  means  of  the  magneto,  and 
the  conversation  can  commence  without  any  possibility 
of  disturbance  on  the  part  of  the  telegraph  stations. 
During  all  this  time  the  line  LLi  can  be  utilised  by 
the  telegraph  on  the  left  of  L,  as  far  as  the  last 
office,  and  on  the  right  of  Lj,  as  far  as  A.  The  same 
arrangement  can  also  serve  when  the  telegraph  line 
is  worked  by  the  continuous  current  system. 

231.  Another  arrangement  for  working  telephone  and 
telegraph  stations  placed  on  one  wire  with  continuous 
currents  has  been  suggested  by  M.  Zetsche.i  When 
there  are  telephone  stations  on  either  side  of  the  tele- 
graph office  which  serves  as  an  intermediary,  it  is 
above  all  things  necessary  to  avoid  currents  which  might 
weaken  the  magnetisation  of  the  telephone. 

Fig.  280  represents  the  telegraph  office  serving  as  an 
intermediary  between  the  tele- 
phone stations  placed  on  the 
lines  Li  Li,  on  the  right  and 
left : — A  is  the  Morse  appa- 
ratus, M  the  key,/  the  battery, 
T  the  micro-telephonic  appa- 
ratus, C  a  plug-switchboard 
with  5  strips,  4  of  which  are 

cut  in  the  middle.  As  a  rule,  the  plugs  are  inserted 
in  the  plug-holes  i,  3,  5  and  7,  the  current  circulates 
in  the  direction  of  the  arrows  and  strengthens  the 
magnet  of  the  telephone. 

The  telephone  is  placed  in  the  line  circuit,  so  that  the 

*  **  Electrotcchnischc  Zcitschrift,'*  vol.  v.,  p.  211. 
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telephone  stations  may  be  able  to  call.  In  order  to  tele- 
phone with  a  station  on  the  left  of  the  intermediar>'  office, 
an  additional  plug  is  inserted  in  either  of  the  two  plug- 
holes 9  or  10.  The  line  L,  is  then  independent  of  the 
line  Li,  and  the  direction  of  the  current  is  not  altered* 
If,  on  the  contrary,  the  telephone  T  has  to  enter 
into  communication  with  a  telephone  station  placed 
on  lineL,  the  plugs  must  be  inserted  in  the  plug-holes 
2,  4,  6,  and  8,  and  in  9  or  10. 

The  direction  of  the  current  in  the  telephone  will 
remain  the  same  in  this  case  also.  The  telephone  can 
also  be  put  out  of  circuit  by  inserting  plugs  in  the 
plug-holes  2,  4,  5,  and  7,  or  in  2  and  7  only. 
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CHAPTER  XXIX. 

THE  TELEPHONE  AS  A  MILITARY  INSTRUMENT. 

232.  The  use  of  the  telephone  in  mih'tary  operations 
is  not  so  extensive  as  might  at  first  sight  appear  likely. 
Indeed,  when  the  conditions  under  which  it  is  likely  to 
be  required  in  the  field  are  carefully  considered,  several 
serious  objections  to  its  employment  for  transmitting 
articulate  speech  to  any  distance  at  once  suggest  them- 
selves. 

It  is,  of  course,  highly  advantageous  to  an  army  to 
have  the  power  of  transmitting  intelligence  rapidly 
between  its  various  divisions,  outposts,  wings,  advanced 
and  rear  guards,  etc.,  but  the  intelligence  so  transmitted 
must  be  absolutely  correct,  and  the  consequences 
of  a  mistake  in  the  purport  of  a  message  may  be 
so  disastrous  as  to  outweight  any  advantage  due  to 
rapid  transmission. 

It  is  the  invariable  rule  in  the  British  army  that 
all  important  orders  must  be  delivered  in  writing, 
and  numerous  instances  are  on  record  of  fatal  blunders 
which  can  be  directly  traced  to  a  mistaken  compre- 
hension of  verbal  orders. 

Now  an  order  transmitted  by  telephone  is  worse  than 
a  verbal  order  delivered  from  one  officer  to  another, 
since  it  is  probably  transmitted   verbally   between  two 

2  G 
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clerks,  who  have  no  comprehension  of  its  meaning 
and  scope,  and  by  means  of  a  mechanism  which, 
though  a  marvellous  triumph  of  ingenuity,  is  far  less 
efficient  than  the  human  voice  addressed  directly  to 
the  human  ear. 

Instances  of  the  inaccurate  transmission  of  telephonic 
messages  are  probably  within  the  experience  of  all 
habitual  users  of  the  instrument ;  and  there  is  a  well- 
known  incident  which  happened  on  a  military  line, 
luckily  in  peace  time,  when  some  intelligence  as  to  the 
whereabouts  of  a  submarine  mine  case  at  the  Needles 
was  received  as  an  urgent  demand  for  a  case  of  needles. 

In  assessing  the  probable  frequency  of  mistakes  in 
transmission  in  the  field,  the  adverse  environment  of  the 
operators  at  the  two  ends  of  the  line  should  be  con- 
sidered. It  is  difficult  to  determine  whether  the  banging 
of  cannon  and  rattle  of  musketry  would  be  more  distress- 
ing at  the  sending  or  at  the  receiving  end  of  a  circuit. 
No  doubt  they  would  be  reproduced  by  the  transmitters 
with  too  much  fidelity.  When  to  this  is  added  the  effect 
of  the  presence  of  numerous  superior,  but  probably 
highly  excited,  staff  officers,  demanding  urgency  for 
their  respective  messages,  the  condition  of  the  nerves  of 
the  unfortunate  operator  may  be  faintly  imagined. 
lUi  robur  et  aes  triplex,  indeed,  if  he  keeps  his 
head. 

Another  objection  is  the  noise  and  publicity  insepar- 
able from  the  act  of  transmission.  A  general  may 
require  to  send  very  important  intelligence,  but  does  not 
as  a  rule,  care  to  have  it  slowly  and  distinctly  shouted  by 
the  stentorian  lungs  of  an  ordinary  soldier ;  while  at  the 
outposts  in  contact  with  the  enemy  the  procedure  would 
be  clearly  inadmissible.    Still,  although  telephony  proper 
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cannot  be  considered  generally  suitable  for  the  transmis- 
sion of  military  messages,  it  has  its  own  sphere  of  utility. 
233.  In  standing  camps,  and  even  in  temporary  ones, 
not  in  the  immediate  presence  of  the  enemy,  there  is 
vast  scope  for  its  employment  in  carrying  out  the  routine 
business  of  the  camp,  promulgating  orders,  requisitions, 
etc.  The  amount  of  correspondence  of  this  sort  in  a 
large  camp  is  very  considerable,  entailing,  where  the  use 
of  the  telephone  is  not  resorted  to,  the  constant  employ- 
ment of  a  large  number  of  orderlies,  and  the  loss  of  much 
time  between  the  asking  the  simplest  question — ^^.,  the 
number  of  rations  required  by  a  certain  regiment — ^and 
the  receipt  of  the  answer. 

All  this  kind  of  business  is  admirably  performed  by  the 
telephone.  No  definite  system  of  working  has  yet  been 
inaugurated,  but  it  is  probable  that  a  regular  exchange 
office  will  be  established  under  the  management  of  the 
Telegraph  Battalion  of  Royal  Engineers,  in  whose 
charge  will  be  the  necessary  equipment.  Each  corps 
and  department  will  have  its  own  instruments  and  suffi- 
cient line,  and  will  be  responsible  for  installing  its  own 
circuit.  The  system  can  by  this  means  be  got  into 
working  order  almost  as  soon  as  the  tents  are  pitched. 

An  instructional  exchange  system  has  been  working 
for  some  time  at  Chatham  for  the  training  of  the  clerks 
of  the  Telegraph  Battalion,  and  is  found  a  great 
convenience. 

234.  The  principal  use  of  the  telephone  in  military 
operations  is,  however,  as  a  telegraphic  receiver. 

As  soon  as  telephones  were  procurable,  efforts  were 
directed  to  employ  for  military  telegraphic  purposes 
an  instrument  in  which  the  feeblest  currents  could  pro* 
duce  an  audible  signal. 
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At  first  the  telephone  was  used  to  receive  currents  sent 
by  a  Morse  key  in  the  usual  way,  but  difficulties  were 
experienced  with  this.  The  sounds  produced  by  the 
make  and  break  of  the  current  were  so  similar  that  there 
was  a  tendency  on  the  part  of  the  clerks  to  read  the 
signals  reversed  ;  also  when  any  Morse  circuits  were 
being  worked  in  the  vicinity  the  induced  signals  caused 
interference. 

To  obviate  these  defects  a  system  of  sending  inter- 
mittent currents  was  introduced  with  great  advantage. 
The   intermittent  currents   produce  a   musical  note  in 


Fiu.  281. 
the   telephone  as   a  signal,  and   this  cannot  be   read 
reversed  or  be  interfered  with  by  any  ordinary  induced 
current.     Further,  greatly  increased   sensitiveness  was 
attained  with  less  expenditure  of  battery  power. 

This  system  was  practically  tried  by  Captain  Cardew, 
R.E.,  in  1 88 1.  The  arrangement  then  adopted  differs 
but  slightly  from  that  used  in  the  latest  pattern  of 
instruments  shown  in  Fig.  281. 

The  current  is  produced  from  a  few  battery  cells,  and 
passes  through  the  coils  of  an  electro-magnet  placed  in 
derived  circuit  with  the  line.  This  magnet  attracts  an 
armature  mounted  on  a  spring,  which  as  it  moves  breaks 
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the  battery  circuit,  falls  back  and  re-establishes  it  again, 
and  so  on,  exactly  as  an  ordinary  chattering  bell,  except 
that  the  moment  of  inertia  is  much  less,  and  the  vibra- 
tions consequently  more  rapid,  sufficiently  so,  in  fact, 
to  produce  a  musical  note. 

This  electro-magnet,  with  its  vibrating  armature,  is 
employed  at  the  sending  end  of  the  line  to  transform  the 
ordinary  battery  current  into  a  pulsating  current,  cap- 
able of  producing  a  musical  note  in  the  telephone ;  the 
signalling  being  effected  with  an  ordinary  Morse  key. 

The  telephone  on  which  the  signals  are  received  is 
inserted  in  the  line  and  not  on  the  back  contact  of  the 
key,  which  is  the  usual  Morse  connection.  The  reason 
for  this  is  that  the  telephone  at  the  sending  end  of  the 
circuit  performs  the  office  of  the  usual  galvanometer,  and 
informs  the  clerk  that  his  signals  are  going  out  to  line. 

It  will  be  observed  that  the  current  through  the 
vibrating  transmitter  is  practically  unaffected  by  the 
state  of  the  line,  even  if  broken  or  very  leaky,  since  the 
resistance  of  the  magnet  is  only  10  ohms.  This  is  of 
great  utility,  as  signalling  has  frequently  been  carried  on 
through  broken  wires,  the  ends  making  more  or  less 
earth,  and  also  through  wires  in  contact  with  earth 
throughout.  Naturally  the  current  to  line  in  the  latter 
case  is  greatly  increased,  and  the  work  tells  on  the 
battery.  It  will  also  be  observed  that  the  "extra 
currents  "  in  the  transmitter  increase  the  signal  to  line. 

In  the  latest  pattern  of  instruments  the  connections 
have  been  modified  to  enable  a  form  of  microphone  to 
be  used  for  speaking  when  required,  the  magnet  coil 
acting  as  an  induction  coil.  No  switching  is  necessary 
with  this  use  of  the  microphone,  except  a  contact-making 
switch  for  the  microphone    itself,  which   is  closed  by 
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the  action  of  the  hand  grasping  the  handle  of  the 
instrument. 

All  messages  sent  by  the  clerks  are,  however,  keyed  in 
Morse  characters  and  read  by  ear,  speaking  being  em- 
ployed only  for  direct  communication  between  officers. 

235.  This  vibrating  system  has  been  used  with  g^eat 
advantage  in  all  our  recent  wars,  including  the  various 
Egyptian  expeditions,  and  that  to  Bechuanaland,  and  it 
is  now  permanently  adopted  on  the  Egyptian  Telegraphs. 
Its  principal  use  has  been  for  working  through  hastily 
constructed  and  faulty  lines.  All  the  messages  from  the 
field  of  Tel-el-Kebir  were  sent  by  it ;  and  in  the  Nile 
Expedition  its  use  on  several  occasions  enabled  very 
important  work  to  be  got  through  portions  of  the  long 
line  which  were  unworkable  by  ordinary  instruments 
through  faults.  It  has  also  been  worked  successfully 
through  considerable  lengths  of  bare  wire  laid  on  the 
ground  and  absolutely  buried  in  places. 

Although  very  useful  in  field  telegraphy,  this  vibrating 
system  is  not  suitable  for  general  work  on  the  permanent 
telegraphs  of  the  country,  for  the  following  reasons  : — 

1.  The  note,  or  "  buzz,"  is  more  fatiguing  to  the  reader 
than  the  ordinary  Morse  sound  signals,  at  any  rate,  to 
clerks  used  to  the  latter. 

2.  It  is  taken  up  by  induction  on  parallel  wires, 
causing  interference. 

3.  It  is  much  enfeebled  by  all  kinds  of  induction. 
Current  induction  from  parallel  wires,  magnetic  induction 
in  passing  through  electro-magnets,  and  static  induction 
on  long  lines,  and  especially  on  underground  or  sub* 
marine  circuits. 

It  was,  however,  extensively  utilised  and  did  good 
service  on  the  postal  telegraphs  in  getting  through  on 
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the  broken  down  wires  after  the  great  snowstorm  of 
Christmas,  1886. 

The  advantages  of  the  system  for  field  work  may  be 
thus  summed  up  :— 

1.  Its  great  sensitiveness,  enabling  communication  to 
be  effected  through  faulty  lines,  uninsulated  wires  laid 
on  the  ground,  very  bad  joints,  earths,  etc. 

2.  The  great  saving  of  battery  power  effected  by  its 
use  :  10  cells  are  the  maximum  that  are  ever  used  with 
it,  and  it  works  with  even  one  cell ;  also  the  current,  being 
vibratory,  has  little  effect  in  polarising  the  battery.  Of 
course,  when  the  microphone  is  used,  there  is  a  greater 
expenditure  of  battery  power,  but  this  is  not  an  essential 
part  of  the  system. 

3.  The  fact  that  the  telephone  as  a  receiving  instru- 
ment never  requires  adjustment ;  this  frequently  saves 
much  time  in  rapidly  running  out  a  line  and  getting  into 
communication. 

4.  Speech  may  be  resorted  to  when  desired  without 
change  of.  connections  or  complication  of  instruments. 

5.  The  note,  or  "  buzzing ''  signals,  are  much  more 
easily  picked  up  by  signallers  trained  to  read  flag  and 
lamp  signals,  than  are  those  of  Morse  instruments. 


EMPLOYMENT  OF  THE  TELEPHONE  AT  RIFLE 
PRACTICE.! 

236.  Rifle  practice,  as  carried  on  in  Germany,  is 
intended  to  give  the  soldier  an  opportunity  not  only  of 
improving  his  shooting,  but  also  of  becoming  acquainted 
with  the  tactics  of  real  warfare.     For  this  purpose  a 

1 "  Electroteclmische  Zeitschrift,"  No.  8.  1881. 


Digitized  by  VjOOQIC 


456  THE  TELEPHONE. 

whole  company  fires  with  ball  cartridges  at  a  number 
of  targets  representing  the  enemy. 

To  reproduce  an  image  ofthe  appearance  or  disappear- 
ance of  the  enemy  in  the  field,  these  targets  are  made 
movable,  and  are  moreover  provided  with  percussion 
fuzes,  which  are  ignited  by  match-cords.  The  latter 
contrivance,  of  course,  represents  the  enemy  returning 
the  fire,  and  thus  completes  the  image  of  a  real  fight. 

Care  must  be  taken  to  insure  simultaneous  action  as 
regards  the  appearance  or  disappearance  of  the  targets, 
which  may  be  placed  at  the  most  varied  distances,  so  as 
to  produce  a  faithful  image  of  the  enemy's  tactics ;  and  it 
is  also  necessary  that  the  moment  of  appearance  or  dis- 
appearance of  the  targets,  as  well  as  their  entire  mani- 
pulation, should  depend  upon  the  judgment  of  the  oflScer 
in  command  of  the  practising  company.  A  means  of 
communication  must  therefore  be  provided  between  the 
officer  in  command  and  the  men  manipulating  the  targets. 

It  has  been  found,  after  various  experiments  with  other 
apparatus,  such  as  mirror  signals,  telegraphs,  etc.,  that 
the  telephone  is  admirably  adapted  to  this  purpose,  and 
Lieutenant  von  Laffert  has  fitted  up  the  necessary 
apparatus  in  the  following  way : — The  transmitter  and 
receiver  are  the  Siemens'  telephone,  with  special  call 
trumpet  (§  30) ;  the  metallic  circuit  consists  of  four  copper 
wires  of  8  mm.  diameter,  insulated  with  cotton  yarn  and 
indiarubber  twisted  together,  and  finally  protected  by  a 
braiding  of  waxed  cotton  yarn ;  500  m.  of  this  cable  are 
Wound  on  a  portable  reel  of  the  following  construction  :— 

On  each  side  of  a  hollow  tin  plate  cylinder,  '4  m. 
length  and  •12  m.  diameter,  is  screwed  a  strong  wooden 
disc  of  '32  m.  diameter.  The  interior  of  the  hollow 
cylinder  is  divided  by  a  partition  into  two  equal  parts, 
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each  of  which  serves  for  the  reception  of  a  telephone 
enclosed  in  a  tin  case.  On  both  sides  of  the  reel  a 
movable  handle  is  fitted,  and  on  the  extremity  of  one 
of  these  handles  a  crank  can  be  fitted  for  winding  up  the 
cable.  The  surface  of  the  hollow  cylinder  is  perforated 
by  a  small  hole  close  to  the  partition,  as  a  passage  for 
the  interior  extremity  of  the  cable.  To  one  of  the 
wooden  discs,  close  to  a  perforation  for  the  passage  of 
the  second  (exterior)  extremity  of  the  cable,  is  screwed  a 
pin  for  fastening  this  latter. 

One  end  of  the  cable  of  500  m.  length  is  inserted  in 
the  hole  of  the  hollow  cylinder,  to  a  distance  of  about 
2  m.,  and  there  held  fast  by  a  knot.  The  cable  is  then 
wound  upon  the  cylinder,  and  the  exterior  end  made  fast 
to  the  pin  just  mentioned.  The  reel  thus  fitted  up  can 
be  carried  by  one  man,  by  the  help  of  a  leather  strap 
fastened  to  a  lug  on  either  wooden  disc. 

One  of  the  telephones  is  fastened  to  one  end  of  the 
cable  penetrating  into  the  interior  of  the  hollow  cylinder. 
This  side  of  the  reel  is  marked  by  the  letter  E  (end),  the 
opposite  side  by  the  letter  A  {Anfang^  German  for 
beginning). 

To  lay  the  cable,  the  leather  strap  is  removed,  the 
tin  case  pulled  out  of  the  cylinder  on  the  side  marked  A, 
the  telephone  taken  out  from  the  case,  the  handles  fixed 
to  the  discs,  the  exterior  extremity  of  the  cable  untied 
from  the  pin,  and  fastened  to  some  fixed  object. 

One  man  establishes  the  sending  station  by  connecting 
the  telephone  to  the  line,  etc.,  while  two  other  men,  one 
with  his  right,  the  other  with  his  left  hand,  lay  hold  of  the 
reel  and  march  quickly  towards  the  locality  selected  for 
the  receiving  station,  or  for  the  junction  with  a  second 
length  of  cable;  one  of  these   two   men  also  carries  the 
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crank.  After  arriving  at  their  destination  the  handle  is 
removed  and  the  telephone,  which  had  previously  been 
connected  with  the  line,  taken  out  from  the  cylinder  on 
the  side  marked  E.  The  receiving  station  is  now  estab- 
lished,or,  if  the  line  has  to  be  continued,  the  end  A  of  the 
cable  of  a  second  reel  joined  to  the  end  of  the  first  cable 
(in  the  latter  case  the  telephone  must,  of  course,  be 
previously  disconnected). 

The  winding  up  of  the  cable  is  effected  by  means  of 
the  crank  ;  one  of  the  two  men  holds  with  his  left  hand 
the  handle  of  the  reel,  and  with  his  right  turns  the  crank. 

The  junction  of  two  cables  is  made  in  two  different 
ways.  Either  two  ordinary  double-binding  screws  are 
connected  up  in  such  a  way  that  the  places  of  junction 
of  the  outgoing  and  return  line,  in  order  to  keep  them 
insulated  from  each  other,  are  kept  several  centimetres 
apart,  or  a  special  connecting  piece  is  made  in  the 
following  way  ; — 

Two  double  binding  screws,  joined  together  but 
insulated  from  one  another  by  indiarubber  rings,  are 
placed  inside  a  wooden  protecting  pipe,  and  fastened 
to  it  by  means  of  a  wooden  pin. 

In  either  case  the  men  laying  the  cable  are  instructed 
not  to  place  the  junctions  on  the  bare  ground,  but  to  put 
some  wood,  stone,  etc.,  beneath  them,  so  as  to  prevent 
an  earth  in  case  of  wet  weather. 

The  laying  of  a  cable  of  500  m.  length  does  not  take 
more  than  five  to  six  minutes,  which  is  equivalent  to 
the  ordinary  speed  of  marching. 

The  somewhat  primitive  manner  of  joining  the  cables 
by  means  of  binding  screws  had,  besides  cheapness,  the 
further  advantage  that  the  unprepared  ends  of  a  cable 
that  had  been  either  purposely  cut,  or  accidentally  torn. 
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or  severed  by  bullets,  could  be  joined  together  without 
any  further  trouble. 

The  advantages  of  the  hollow  space  in  the  portable 
reel  are : — 

1.  The  cable,  being  wound  upon  a  reel  of  large 
diameter,  is  exposed  to  less  strain,  and  therefore  lasts 
longer. 

2.  The  convenient  transport  of  the  telephones. 

3.  The  possibility  of  an  uninterrupted  communication 
between  the  sending  station  and  the  men  laying  the 
cable,  even  when  they  are  beyond  range  of  hearing  and 
of  sight.  They  can  always  hear  inside  the  reel  a 
call  made  with  the  trumpet  at  the  sending  station.  In 
case  of  such  a  call,  the  men  have  only  to  stop,  take 
the  telephone  out  of  the  case,  and  enter  into  com- 
munication with  the  sending  station. 

At  the  terminal  station  the  cable  is  fixed  to  a  strong 
gimlet,  whose  handle  is  provided  with  a  binding  screw> 
and  the  gimlet  is  stuck  into  a  tree,  paling,  etc. 

Since  the  first  adoption,  in  i88i,ofthe  telephone  for 
the  above  purpose,  rifle  practice  has  been  greatly 
extended,  ranges  have  become  longer,  targets  more 
varied,  and  it  has  been  found  necessary,  in  order  to  make 
the  most  economical  use  of  a  given  cable,  to  introduce  a 
more  perfect  system  of  joining  the  different  lengths  of 
cable.  A  sort  of  small  splice-box  has  been  specially 
constructed  for  this  purpose,  into  which  the  previously 
prepared  cable  end  has  simply  to  be  pushed  and  fastened 
by  means  of  a  special  peg.  For  the  details  of  this 
contrivance,  we  refer  the  reader  to  the  "  Electrotech- 
nische  Zeitschrift,"    No.  III.,  1883,  p.  125. 
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CHAPTER  XXX. 

MISCELLANEOUS  APPLICATIONS. 

u- OPERA  TIC  AND  OTHER  MUSICAL  PERFORMANCES 
REPEATED  BY  THE  TELEPHONE. 

237.  In  the  very  earliest  days  of  the  telephone,  music 
played  at  Philadelphia  was  transmitted,  by  means  of 
Elisha  Gray's  musical  telephone,  to  New  York.  Similar 
applications  have  since  frequently  been  made,  and 
amongst  them  may  be  mentioned  some  which  attracted 
a  good  deal  of  attention  at  the  time.  We  refer  to  the 
repetition  of  theatrical  performances  during  the  Paris 
Exhibition  of  1881.  The  performances  at  the  Op^ra, 
Op^ra  Comique,  and  Theatre  Fran^ais  could  be  dis- 
tinctly heard  in  a  room  of  the  Exhibition  building  set 
apart  for  this  purpose.  Not  only  the  voices  of  the 
actors  and  actresses,  the  songs  and  the  orchestra,  but 
all  the  incidents  of  the  performance — the  applause  and 
laughter  of  the  audience,  and,  in  some  cases,  the 
voice  of  the  prompter,  too — were  faithfully  repeated,  and 
listened  to  with  intense  pleasure  by  a  never-tiring  crovi'd 
of  visitors. 

The  following  was  the  arrangement  for  the  telephonic 
repetition  of  the  performance  at  the  Opera : — ^ 

^  Du  Moncel,  La  Lumi^re  Electrique,  iv.,  p.  375. 
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The  conducting  wires  led  from  the  Exhibition  through 
the  sewers  to  the  stage  of  the  Opfera,  where  they  were 
connected  to  a  number  of  Ader  transmitters,  with 
multiple  contacts,  as  shown  in  Figs.  32  and  33,  p.  ^, 

There  were  10  transmitters  of  this  kind  at  the  Op^ra, 
which  were  placed  on  either  side  of  the  prompter's 
box,  along  the  footlights. 

The  receivers  placed  in  the  telephone  rooms  of  the 
Exhibition  were  Ader's  telephones,  described  on  p.  50, 
and  the  installation  of  the  batteries  for  the  working  of 
these  multiple  systems  had  nothing  peculiar  about  it. 
They  were  placed  wherever  there  was  room  for  them, 
generally  below  the  stage ;  but  as  polarisation  would 
take  place  to  a  serious  extent  if  their  circuit  remained 
closed  during  a  whole  performance,  they  had  to  be 
changed  every  quarter  of  an  hour,  and  a  switch  had  to  be 
so  arranged  as  to  effect  these  changes  instantaneously. 
This  switch  consisted  of  a  board  provided  with  as 
many  spring  plates  as  there  were  transmitters,  and 
which  allowed  the  switching  on  or  off  the  batteries 
working  the  microphones. 

The  greatest  difficulty  which  had  to  be  encountered 
was  to  render  the  transmitter  more  sensitive  to  the 
voices  of  the  singers  than  to  the  predominating  sounds 
of  the  orchestra.  This  difficulty  was  overcome  by  M. 
Ader  by  the  following  contrivance  : — 

Let  us  suppose  two  microphonic  transmitters  placed 
on  the  stage  at  T  and  t'  (Fig.  282),  and  these  transmitters 
separately  connected  by  two  distinct  wires  to  two  tele- 
phonic receivers,  R  and  R',  which  are  applied  to  both 
ears  to  hear  the  actor,  whom  we  will  suppose  to  be 
placed  at  a.  It  is  easy  to  understand  that,  the  distance 
of  this  actor  from  transmitter  T  being  less   than  that 
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from  transmitter  T',  his  song  will  be  more  distinctly 
reproduced  by  transmitter  T  than  by  t',  and  the  stronger 
impression  will  be  produced  on  the  left  ear.  If,  on  the 
contrary,  the  singer  changes  his  position  to  A',  the 
opposite  result  will  be  obtained,  and  the  right  ear  will 
receive  the   stronger  impression.     The  sensation    pro- 


^'♦' 


• 

• 

/ 

1 
1 
1 

/ 

1 
1 

1 

1 
f 

f 

1 

1 

1 

1 

• 
• 

Fig.  282. 
duced  will,  therefore,  be  a  change  of  sonorous  intensity 
from  one  ear  to  the  other,  consequent  upon  the  displace- 
ment of  the  sound  or  of  the  singer  from  right  to  left, 
and  the  same  will  be  the  case  for  several  actors  crossing 
one  another  on  the  stage. 

Now,  we  have  mentioned  that  on  each  side  of  the 
prompter's  box,  along  the  footlights,  five  transmitters  had 
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been  installed.  Each  of  these  transmitters  had  its 
separate  circuit,  and  consequently  its  underground  cable. 
On  arrival  at  the  audience  room,  each  of  the  cables  was 
connected  to  eight  receivers,  but  always  in  such  a  way 
that  for  each  listenerthe  effects  were  quite  distinct  for  each 
car.  Fig.  283  shows  the  arrangement  of  circuits  for  two 
transmitters,  and  it  will  be  similar  for  all  the  others.     It 

iMt| 
STAGE  OP  THE  OPERA 

iri    t;    t:^ 


TELEPHONE-ROOM 
Fig.  283. 

will  be  seen,  on  reference  to  Fig.  283,  that  on  each  board 
of  the  telephone  room  there  was  always  one  telephone, 
that  on  the  left,  which  corresponded  to  the  transmitters 
on  the  left  of  the  stage,  and  a  telephone  on  the  right, 
which  corresponded  to  the  transmitters  on  the  right. 
The  telephones  of  each  section  were  connected  in  series. 
These  telephonic  repetitions  have  since  been  frequently 
repeated,  not  only  at  the  Electrical  Exhibitions  of  Munich 
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and  Vienna,  but  also  in  London,  where  the  United 
Telephone  Company  have  frequently  conveyed  Sullivan 
and  Gilbert's  operas  to  the  Royal  Society,  and  to  several 
other  places. 

W.^APPLICATIONS   TO   MEDICAL  SCIENCE. 

238.  An  instrument  of  such  marvellous  sensitiveness 
as  the  telephone  was  bound  to  find,  and  has  already 
found,  several  applications  in  medicine  and  physiology. 

The  first  apparatus  of  the  kind  was 

{a.)—Ducretefs  Stethoscopic  Microphone. 
With  this  instrument  the  observer  can  hear  in  several 
telephones  at  the  same  time  the  faintest  pulsations, 


Fig.  284. 
beating  of  the  heart,  of  the  pulse,  and   the   arteries. 
Two  of  Marcy's  drums,  T  and  T  (Fig.  284),  are  connected 
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to  the  microphone.  The  one  acts  as  sounder,  and  the 
other  as  receiver.  The  microphone  is  connected  with 
a  lever  L,  whose  sensitiveness  can  be  regulated  by  the 
counterweight  P  O.  It  terminates  in  a  pencil,  C,  of  gas 
carbon  or  graphite,  which  rests  on  a  plate  of  the  same 
substance,  fixed  on  the  receiving  drum.  The  faintest 
motion  communicated  to  the  drum  t'  acts,  by  the  inter- 
medium of  the  connecting  indiarubber  tube,  on  the  drum 
T,  and  consequently  on  the  microphone.  The  whole  is 
joined  in  circuit  with  a  battery  of  from  one  to  three 
Daniell  or  Leclanche  cells  and  the  telephones  for 
hearing  the  beatings  of  the  sounding  drum  T'. 

(b) — Boiidcfs  Microphone  applied  to  Medicine, 

239.  A  small  and  slightly  concave  plate  of  hardened 
india-rubber,  5    cm.    by    2    cm.,    with    a  round    hole 


Fig.  285. 

in  its  centre,  forms  the  stand  of  the  apparatus  (Fig.  285). 
At  one  of  its  extremities  stands  a  vertical  rod,  A,  about 

2  H 
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3  cm.  high,  upon  which  a  very  small  copper 
waggon,  I,  is  made  to  slide  up  and  down  by  means  of  a 
regulating  screw  V.  A  carbon  cylinder,  D,  \\  cm. 
long  and  5  mm.  thick,  oscillates  on  a  transverse 
axis  between  the  uprights  of  the  waggon.  A 
small  horizontal  spring  E,  one  end  of  which  is  fixed 
to  the  opposite  extremity  of  the  caoutchouc  plate, 
has  fixed  at  its  free  end  a  carbon  button  H,  which  abuts 
against  the  carbon  cylinder.  Finally,  underneath  the 
first  spring,  and  parallel  to  it,  is  another  spring  F, 
terminating  in  a  sounding  button  K,  which  passes 
through  the  centre  opening  of  the  plate. 

The  least  pressure  exercised  on  the  button  K  is  trans- 
mitted by  means  of  the  springs  F  and  E  to  the  two 
carbon  contacts,  and  causes  a  variation  of  strength  in 
the  passing  current.  These  variations  are  received  by 
a  telephone,  which  the  observer  applies  to  his  ear.  The 
mobility  of  the  carbons  will  account  for  the  extreme 
sensitiveness  of  this  microphone.  It  is,  however, 
necessary  in  these  experiments  to  obtain  a  certain 
amount  of  initial  pressure.  This  can  partly  be  obtained 
by  means  of  the  regulating  screw,  which  can  press  the 
oscillating  carbon  cylinder  more  or  less  closely  against 
the  lower  carbon.  But  this  is  not  sufficient,  for,  on 
feeling  a  rather  quick  pulse,  the  motions  communicated 
to  the  springs  would  suddenly  raise  the  upper  carbon, 
and  cause  a  breaking  of  the  circuit. 

Boudet  has  obviated  this  inconvenience  by  placing 
in  the  waggon,  above  one  extremity  of  the  oscillating 
cylinder,  a  small  piece  of  paper,  bent  in  form  of  a  V, 
which  acts  as  a  spring.  The  addition  of  this  spring 
presents  several  advantages.  Paper  is  a  substance  of 
inferior   but  very  reh'able   elasticity.      It  lends   itself. 
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consequently,  much  more  readily  than  steel  and  caout- 
chouc to  the  successive  interruptions  and  approaches  of 
the  carbon  contacts,  or,  rather,  to  the  variations  oftheir 
reciprocal  pressure.  The  apparatus  thus  constructed, 
when  applied  to  an  artery,  indicates  all  the  murmurs 
that  take  place  inside  the  vessel,  and,  with  a  little  prac- 
'  tice,  the  observer  can  easily  distinguish  differences  of 
rhythm,  the  breath  sounds,  etc.  The  pulsation  is  very 
strongly  accentuated,  the  normal  dicrotism  becomes 
perceptible ;  in  one  word,  the  tracings  of  the  pulse  are 
heard,  such  as  they  are  registered  by  the  sphygmo- 
graph.  Applied  to  a  muscle,  the  same  instrument 
becomes  an  excellent  myophone.  It  indicates  the  nor- 
mal muscular  sound,  and  wh^n  contraction  takes  place  , 
the  characteristic  rumbling  noise  of  the  phenomenon  is 
distinctly  heard. 

Dr.  Boudet  has  constructed  a  number  of  apparatus 
of  the  most  ingenious  kind,  which  were  exhibited  at 
Vienna  in  1 883,  and  which  make  use  of  the  telephone 
for  physiological  research. 

240.  The  Myography  an  instrument  for  measuring  the 
nervous  sensibility,  consists  of  a  probe,  which  is  applied 
the  lower  part  of  the  arm  muscle,  and  an  elastic  to 
bandage,  which  is  fitted  to  the  upper  part.  The  probe 
as  well  as  the  bandage  are  connected  to  an  induction 
coil  provided  with  a  rheostat,  and  the  probe  is,  besides, 
in  connection  with  a  registering  apparatus.  This  latter 
consists  of  a  cylinder  covered  with  smoked  paper,  and 
is  set  in  motion  by  a  clockwork.  The  difference  of 
nervous  sensibility  between  the  two  parts  of  the  arm 
are  traced  on  the  blackened  paper  in  form  of  an 
irregular  curve,  or  can  be  heard  in  a  telephone  placed 
in  the  circuit.      If  now  a  certain  resistance  is  inserted 
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in  the  circuit,  this  irregularity  disappears,  and  the  more 
resistance  is  required  to  obtain  a  uniform  tracing,  or 
to  obtain  silence  in  the  telephone,  the  greater  is  the 
nervous  sensibility,  A  direct  measurement  of  the  latter 
is  therefore  obtained  by  registering  the  amount  of 
resistance  inserted  in  the  circuit. 

Another  apparatus  for  measuring  the  acuteness  of 
hearing  is  also  most  ingenious  and  interesting.  It  con- 
sists of  an  electric  tuning  fork  and  two  cords  in  unison 
with  it,  which  are  connected  with  one  another,  as  well  as 
with  a  Bunsen  element.  In  the  same  circuit  is  an  induc- 
tion coil  with  a  rheostat,  and  also  a  microphone,  with  an 
ordinary  Bell  receiver.  If  the  tuning  fork  and  the  two 
cords  vibrate  in  unison,  the  telephone  can  be  rendered 
silent  by  the  insertion  of  a  certain  amount  of  resistance. 
But  as  soon  as  one  of  the  cords  is  made  to  change  its 
vibrations  in  the  slightest  degree  a  noise  is  heard  in  the 
telephone,  and  this  noise  is  the  louder  the  greater  the 
variation  in  the  vibrations  of  the  cords.  In  order  to 
render  the  telephone  silent  a  fresh  amount  of  resistance, 
must  now  be  inserted,  and,  consequently,  the  more  resis- 
tance the  individual  observer  has  to  insert  in  the  circuit, 
in  order  to  hear  a  sound  in  the  telephone,  the  more  acute 
IS  his  hearing.  The  amount  of  resistance  inserted  again 
affords  a  direct  measurement  of  the  acuteness  of 
hearing. 

III.— HUGHES'  INDUCTION  BALANCE. 

241.  This  apparatus,  which  is  represented  in  Fig.  286, 
consists  of  two  tubes,  T  T',  each  provided  with  a  double 
induction  coil  A  B,  a'  b',  corresponding  to  two  distinct 
circuits,  in  which  are  placed,  on  the  one  hand,  an  inter- 
rupter (through  the  coils  B  B'),  and,  on  the  other  hand,  a 
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telephone,  which  can  be  replaced  by  a  sonometer  by 
means  of  a  commutator  X.  One  of  the  systems  has  an 
adjustable  lever  L,  which  regulates  the  distance  of  coil  A' 
from  coil  B',  so  as  to  obtain  two  equal  induction  effects. 
If  the  circuits  are  so  arranged  that  the  currents 
induced  in  the  coils  A  A'  are  of  contrary  sense,  it  is 
clear  that  the  interruptions  of  the  primary  current 
produced  at  /  will  give  no  sound  in  the  telephone  O ; 


Fig.  286. 

but  if  a  piece  of  metal  be  placed  at  P,  or  any  dis- 
turbance of  equilibrium  be  introduced,  the  case  will 
be  altered,  and  the  telephone  will  indicate  the  inductive 
disturbance  caused  by  the  disturbance  of  the  existing 
balance. 

Let  us  suppose  now  that,  instead  of  placing  the 
metallic  piece  at  P,  it  be  placed  above  A.  A  similar 
effect  will  be  obtained,  but  much  less  energetic ;  and  it 
will  be  easy  to  ascertain  the  distance  at  which  this 
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piece  has  been  placed  if,  above  the  second  system  of 
coils  a'  B',  a  similar  piece  is  placed,  and  is  moved 
about  until  the  sounds  have  died  away  in  the  telephone. 
If  the  two  pieces  are  well  in  the  axes  of  the  two  tubes 
T  t',  their  distance  from  the  coils  A  A'  will  be  equal, 
and  it  will  be  sufficient  to  measure  the  one  in  order  to 
know  the  other. 

242.  It  will  be  easily  understood  how  such  an 
apparatus  can,  for  instance,  be  arranged  for  finding 
a  bullet  which  has  gone  astray  in  the  interior  of 
the  human   body.     For  this  purpose  the  system  ab, 


Fig.  287. 

of  Fig.  286,  has  only  to  be  made  movable,  the  tube 
to  be  cut  at  the  level  of  the  coils,  and  the  con- 
necting wires  to  be  in  the  form  of  a  flexible  cord, 
so  as  to  avoid  any  change  of  condition  during  the 
unavoidable  displacement  of  the  movable  system. 
Care  must,  however,  be  taken  that  the  coils  of  this 
system  are  in  an  inverted  position  to  that  of  the  fixed 
system  A'  B',  since  the  action  takes  place  in  the  reverse 
or  upward  direction  if  the  body  on  which  the  operation 
has  to  be  performed  is  placed  horizontall3^  In  Fig.  287 
E  is  the  couple  of  movable  coils  which  the  operator  holds 
in  his  hand,  and  with  which  he  performs  his  exploration  ; 
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B  is  the  fixed  system  placed  on  a  table  near  the  inter- 
rupter I  of  battery  P ;  T  is  the  telephone,  which  the 
operator  applies  to  his  ear  during  the  whole  time  the 
operation  lasts. 

As  long  as  the  exploring  coils  are  not  near  the  bullet 
no  sound  is  produced  in  the  telephone,  but  as  soon  as 
they  approach  the  bullet,  warning  is  given  by  the 
sound  increasing  until  the  bullet  is  in  the  axis  of  the 
tube  of  the  system. 

The  direction  of  the  spot  at  which  the  bullet  is  lodged 
will  be  determined  by  a  greater  or  lesser  number  of 
trials.  For  determining  the  depth,  the  method  indi- 
cated above  for  the  metallic  pieces  placed  above  the 
coils  will  be  followed.  A  bullet  of  the  same  calibre  as 
the  one  which  is  supposed  to  be  lodged  in  the  body  of 
the  patient  is  placed  at  the  top  of  the  tube  of  the 
fixed  system,  and  is  withdrawn  from  the  upper  coil  or 
brought  nearer  to  it,  until  sound  is  no  longer  produced 
in  the  telephone.  The  distance  of  the  trial  bullet 
indicates  the  depth  at  which  the  bullet  is  lodged  in  the 
body. 

•  It  will  be  remembered  that  this  instrument  was  used 
by  Professor  Graham  Bell  in  the  treatment  of  the  wound 
of  the  late  President  Garfield. 

243.  A  most  interesting  application  of  the  principle 
of  the  induction  balance  has  been  made  by  Professor 
Hughes  in  his  recent  researches  On  tlie  self-induction 
of  an  electric  current  in  relation  to  t/ie  nature  and  form 
of  its  conductor} 

The  instrument  is  a  combination  of  the  "  induction 
balance,"  with  a  "  Wheatstone  Bridge,*'  and  is  called 

*  Journal  of  the  Society  of  Telegraph  Engineers,  vol.  xv.,  No.  60. 
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The  Induction  Bridge. 

The  resistance  of  the  wire  is  measured  and  balanced 
by  the  bridge;  the  induced  or  extra  currents  are 
measured  and  reduced  to  zero  by  an  equal  opposed 
induced  current  from  the  induction  balance. 

The  diagram,  Fig.  288,  shows  the  electrical  con- 
nections. The  bridge  consists  of  a  single  German 
silver  wire  A  K  B  (-25  mm.  diameter,  I  metre  in  length,  of 
4  ohms  resistance).  This  wire  is  supported  upon  two 
wooden  arms  articulated  at  K,   by  means  of  which  the 


Fig.  288. 

terminals  A  B  can  be  more  or  less  separated  as  desired. 
The  wire  (x)  to  be  tested  is  joined  to  A  and  B,  thus 
completing  the  closed  circuit  of  the  bridge. 

The  other  connections  are  as  shown  :  a  is  connected 
to  the  primary  coil  of  the  sonometer  E,  and  through 
It  to  the  spring  of  the  interrupter  or  rheotome  G,  the 
interrupting  wheel  being  connected  to  the  battery  H, 
and  thence  to  the  bridge  at  C.  The  wire  from  B  passes 
through  the  telephone  I  to  the  secondary  coil  F,  returning 
to  D. 

Great  care  has  to  be  taken  in  the  construction  of  the 
bridge,  so  that  it    shall  be  as  free  as   possible  from 
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induced  or  extra  currents  ;  and  for  this  reason  resist- 
ance coils  cannot  be  employed.  The  resistance  of  the 
wire  X  is  balanced  by  sliding  the  connections  D  and  C. 
It  is  evident  that  if  all  the  arms  of  this  bridge  are 
equal  in  resistance,  and  in  what  Professor  Hughes 
calls  inductive  capacity,  there  will  be  silence  on  the 
telephone;  but  if  A  B  (x)  be  slightly  stronger  or 
weaker  in  inductive  capacity,  then  we  may  be  able  to 
balance  its  resistance,  but  not  its  induction,  as  we  shall 
then  have  a  slight  or  a  loud  continuous  sound  due 
to  the  differential  extra  currents  in  the  arm  A  B.  These 
are  compensated  by  the  introduction  in  the  circuit  of  the 
telephone  of  an  equivalent  but  opposed  induced  current 
from  the  secondary  coil  of  the  sonometer  F,  the  degree 
of  angle  through  which  this  coil  has  turned  to  produce 
silence  being  a  measure  of  the  extra  current.  The 
induction  sonometer  consists  of  two  coils  only,  one 
of  which  is  smaller  and  turns  freely  in  the  centre  of  the 
outside  coil.  The  exterior  coil  being  stationary,  the 
inner  coil  turns  upon  an  axle  by  means  of  a  long  (20 
cm.)  arm,  or  pointer,  the  point  of  which  moves  over 
a  graduated  arc  or  circle.  Whenever  the  axis  of  the 
interior  coil  is  perpendicular  to  that  of  the  exterior  coil 
no  induction  takes  place,  and  we  have  perfect  zero ; 
by  turning  the  interior  coil  through  any  degree  we  have 
a  current  proportional  to  this  angle,  and  in  the  direc- 
tion in  which  it  is  turned.  The  value  of  the  induction 
current  for  each  sonometric  degree  was  ^Atf  the 
primary  current  which  passed  through  the  wire  under 
X  observation,  the  latter  being  variable  at  will  from  '001 
to  '250  ampere.  There  is  also  a  switch  (not  shown  in 
the  diagram)  used  to  place  the  interrupter  in  the  tele- 
phone circuit  and  close  the  battery  circuit  from  H  to  A  ; 
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the  conditions  then  giving  the  usual  connections  for 
ordinary  testing,  except  using  the  telephone  in  place 
of  a  galvanometer.  The  telephone,  being  exceedingly 
sensitive  and  rapid,  is  most  suitable,  whilst  a  galvano- 
meter would  be  too  slow,  and  in  fact  useless  for  such 
researches. 


\w,— DIVING  OPERATIONS  AND  DETECTION 
OF  TORPEDOES. 

244.  On  the  principle  of  Hughes*  induction  balance. 
Captain  McEvoy  has  constructed  an  apparatus  for 
detecting  the  existence  of  metal-cased  torpedoes, 
sunken  iron  hulls,  lost  cables,  anchors,  or  other  metal 
objects,  at  the  bottom  of  the  sea. 

The  principle  of  the  apparatus 
will  be  understood  from  Fig.  289, 
where  P  s  and  p'  S'  are  the  four 
coils  of  the  balance,  arranged  in 
pairs  separated  from  each  other 
and  connected  by  insulated  wires. 
The  coils  p  and  p'  are  joined 
together  through  a  battery  B  and  a 
key  or  interrupter  I,  thus  consti- 
tuting the  primary  circuit  of  the 
balance.  The  coils  S  and  S'  are 
connected  through  a  telephone 
T,  and  constitute  the  secondary 
circuit  of  the  balance.  The 
interrupter  I  may  be  worked  either  by  hand  or  auto- 
matically so  as  to  give  a  continuous  action.  When- 
ever the  primary  circuit  is  closed,  a  current  traverses 
the  primary  coils  P,  p',  and  induces  a  correspond- 
ing   current    in     the    secondary    coils    S,    s'.       This 


Fig.  289. 
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current  would,  of  course,  be  audible  in  the  telephone  T, 
were  it  not  that  one  of  the  secondary  coils,  say  s',  is 
reversed,  by  which  a  practically  perfect  balance 
between  the  two  induced  currents  is  effected,  and 
silence  obtained  in  the  telephone. 

This  is  done  by  making  the  two  primary  coils  and 

also  the  two  secondary  coils  alike  in  all  respects,  and 

placing  the  secondary  S  at  the  same  distance  from  P 

that  s'  is  from  P'.    The  final  adjustment  to  produce 

silence  in  the  telephone  can  be  made  by  altering  the 

distances   between  a  secondary  coil  and  its  primary, 

say  the  distance  of  s   from  P,  or  it  can  be  made  by 

means  of  a  small  piece  of  metal   adjusted  near    one 

pair  of  coils,  as  was  originally   shown  by    Professor 

Hughes.     To  employ  this  arrangement  for  detecting 

metal  masses,  it  is  only  necessary  to  obtain  a  sufficiently 

good  balance  in  this  way,  and  to  explore  the  field  where 

the  metal  is  supposed  to  lie  by  moving  about  the  pair 

of  coils  S',  P'.     Then,  if  these  coils  come  near  a  piece 

of  metal,  the  inductive  disturbance  which  its  presence 

creates    will    upset    the    existing    balance,    and    the 

telephone,  before    silent  or  nearly  so,   will   give  out 

distinctly  audible  sounds,  owing  to  the  predominance  of 

the   induced   currents  in  the  secondary  s'  over  those 

in  the  secondary  S. 

The  actual  apparatus  employed  is  shown  in  Fig.  290, 
where  A  is  a  portable  case  containing  the  adjustable  coils 
P  S  and  the  interrupter  i  of  Fig.  289  ;  B  is  a  voltaic  battery 
of  two  cells,  which  may  be  replaced  by  a  small  magneto- 
electric  machine  giving  alternate  currents  ;  T  is  the 
telephone  in  the  secondary  circuit ;  C  is  the  insulated 
cable  containing  the  wires  connecting  up  the  two  pairs 
of   coils ;  an4  D  is  the  detecting  or   exploring   case, 
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containing  the  two  secondary  coils  s'  P'  of  Fig.  289. 
The  coils  P  s  inside  the  box  A  are  separated  by  a  layer 
of  soft  indiarubber,  and  an  ivory  screw  passes  through 
both  coils  and  the  rubber  washer  between.  An  ebonite 
head  to  the  screw  is  adjusted  by  hand  so  as  to  press  the 


Fig.  290. 


coils  together  or  let  them  further  apart  by  regulating 
the  pressure  between  them  and  the  indiarubber.  This 
simple  device  adjusts  the  balance  of  induction  and 
reduces  the  telephone  to  silence,  or  (as  the  inventor 
prefers  it)  to  all  but  silence.     When  the  ear  has  a  slight 
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sound  to  guide  it,  the  notable  increase  of  loudness  in 
that  sound,  produced  by  the  approach  of  the  detecting 
case  D  to  a  metal  body,  is  perhaps  more  readily 
observed. 

The  interrupter  consists  of  a  small  iron  reed  or 
tongue  kept  in  vibration  by  a  small  double-poled 
electro-magnet,  and  thereby  interrupting  the  current  a 
certain  number  of  times  per  second,  so  as  to  give  out 
a  definite  note,  which  is  easily  recognizable  in  the 
telephone,  and  cannot  be  mistaken.  A  switch  E  at 
the  end  of  the  box  turns  the  current  from  the  .battery 
on  and  off  at  a  moment's  notice. 

The  battery  consists  of  two  Leclanche  cells  in  a 
portable  case  ;  a  substitute  for  the  battery  and 
interrupter  is  also  provided  in  the  shape  of  a  small 
magneto-electric  machine  such  as  are  used  in  the 
medical  applications  of  electricity. 

The  telephone  is  the  ordinary  Bell  receiver,  and  it, 
as  well  as  the  magneto  machine,  is  packed  inside  the 
box. 

The  cable  C  is  insulated  with  indiarubber  having  its 
pores  filled  up  with  ozokerit,  or  black  earth  wax,  forced 
in  under  pressure  when  in  a  hot  fluid  state.  It  is  further 
protected  with  an  outer  braided  sheathing,  and  is  fitted 
to  the  box  A  by  a  socket,  by  means  of  which  con- 
nection is  made  between  the  corresponding  primaries 
and  secondaries.  The  detector  case  D  is  made  of 
wood  soaked  in  paraffin  wax,  and  its  peculiar  powder- 
flask  shape  as  well  as  its  material  were  only  arrived 
at  after  many  trials.  It  is  water-tight,  and  contains 
the  two  exploring  coils.  When  it  is  lowered  into 
the  water  by  cable  c,  and  moved  about  or  dragged 
over  the  bottom,  the  instant  it  comes  against  a  piece 
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of  metal,  such  as  a  torpedo-case,  a  chain,  or  a  submarine 
cable,  the  balance  is  disturbed,  and  the  noise  heard 
in  the  telephone  very  faintly  until  now,  becomes 
unmistakably  loud  and  clear. 


v.— LOCALISING  FAULTS  IN  CABLES, 

245.  The  methods  employed  for  localising  faults  in  an 
underground  or  submarine  cable  require  a  practised  and 
competent  electrician,  and  in  many  cases  do  not  allow 
of  an  accurate  determination  of  the  locality  of  the  fault. 
It  is  difficult,  for  instance,  to  determine  an  earth  contact 
in  an  underground  telegraph  cable  with  an  approximation 
exceeding  one  hundredth  of  the  length  of  the  cable ;  so 
that,  if  the  line  is  one  kilometre  long,  it  becomes 
necessary  to  dig  trenches  over  a  distance  of  about  ten 
metres  to  get  at  the  faulty  part.  The  measurements  are 
even  more  difficult,  and  the  results  still  less  accurate, 
when  the  conductors  have  a  large  cross-section,  as  is  the 
case  with  electric  light  cables.  In  the  latter  case  a  fault 
can  only  be  localised  by  arranging  a  large  number  of 
openings  all  along  the  line,  so  as  to  be  able  to  test  the 
cable  in  sections. 

Mr.  Eric  Gerard  proposes  to  use  telephonic  induc- 
tion for  the  purpose  of  localising  faults.  It  has 
been  repeatedly  stated  that  these  inductive  effects  are 
produced  when  the  telephone  circuit  is  close  to 
another  circuit  traversed  by  intermittent  currents,  and 
that  these  effects  are  the  chief  obstacle  to  telephonic 
communication  over  a  long  distance. 

The  ingenious  idea  of  utilizing  these  injurious  effects 
is  practically  carried  out  by  Mr.  Eric  Gerard  in  the 
following  way : — 
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One  of  the  extremities  of  the  cable  is  insulated, 
and  an  intermittent  current  sent  from  the  other  extremity 
by  a  battery,  one  of  whose  poles  is  to  earth.  The 
operator  then  follows  the  cable,  starting  from  the 
interrupter,  while  holding  in  one  hand  a  coil  whose  soft 
iron  core  preserves  a  direction  parallel  to  that  of  the 
cable,  and  with  the  other  hand  holding  to  the  ear  a 
telephone  connected  to  the  ends  of  the  coil.  The 
intermittent  currents  traversing  the  cable  between  the 
battery  and  the  faulty  section  produce  in  the  coil 
induced  currents,  which  are  distinctly  heard  in  the 
telephone.  At  the  moment  when  the  faulty  section  is 
reached  the  noise  suddenly  stops,  or  is  greatly  reduced, 
and  the  fault  can  thus  be  determined  with  surprising 
rapidity  and  distinctness. 

The  interrupter  used  \s  a  clockwork  mechanism 
whose  metallic  mass  communicates  with  the  cable  ;  an 
elastic  strip  connected  to  the  battery  works  over  the 
teeth  of  one  of  the  wheels,  and  causes  the  necessary 
interruptions.  The  resistance  of  the  telephones  used 
for  the  experiments  varied  between  100  and  200  ohms. 
The  soft-iron  core  of  the  coil  is  formed  of  a  bundle  of 
annealed  and  insulated  iron  wires.  The  coil  ought  to 
have  as  many  windings  as  possible,  and  its  resistance 
must  be  in  proportion  to  that  of  the  telephone  employed. 
The  mean  primary  current  was  observed  in  a  periodic 
galvanometer. 

w,— BRITISH  POST  OFFICE   WIRE-FINDER. 

246.  In  the  British  Post  Office  Telegraph  system 
instruments  based  on  the  same  principle  as  the 
foregoing    have    been    devised     for   picking   out   any 
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required  wire  upon  an  underground  line.  The  most 
approved  plan  is  arranged  in  the  following  way : — 

At  the  terminal  office  an  electro-magnet  with  an 
automatic  make  and  break  (called  a  "  buzzer  ")  is 
joined  up  with  a  battery,  and  the  two  ends  of  the  coil 
are  also  connected  respectively  to  earth  and  to  the  line 
to  be  traced.  The  "  extra  currents  "  from  the  electro- 
magnet thus  pass  to  the  line. 

The  "  wire-finder  "  itself  consists  of  a  coil  in  two 
sections  hinged  together  on  one  side,  so  that  it  can  be 
readily  clamped  around  a  line  wire,  and  the  ends  of  this 
coil  are  joined  to  a  telephone  receiver.  The  coil  is 
really  an  iron  cylinder  wound  longitudinally,  so  that 
the  convolutions  are  in  line  with  the  axis,  and, 
consequently,  when  a  wire  is  inserted  between  the 
sections,  currents  passing  in  the  wire  induce  secondary 
currents  in  the  coil,  which  produce  sounds  in  the 
telephone  receiver  attached.  The  wire  in  which  the 
characteristic  intermittent  currents  from  the  buzzer 
are  passing  can  thus  be  easily  picked  out  at  any  one 
of  the  flush  boxes  upon  the  underground  line. 
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APPENDIX. 
THE    TELEPHONE  IN    LONDON. 

The  United  Telephone  Company  is  the  parent  of 
all  the  Companies  in  England,  and  it  has  rigidly  and 
successfully  maintained  its  patent  rights  against  every 
attack.    Its  repressive  policy  has,  however,  been  severely 
condemned  by  some,  and  the  backwardness  of  telephony 
in  England   is  attributed  by  others  not  only  to  the 
monopoly  so  rigidly  maintained,  but  to  the  apparent  in- 
efficiency of  the  service  in  London,  and  to  the  supposed 
restrictions  of  the  Government,  which  has  the  temerity  to 
demand  a  tax  for  the  great  privilege  it  grants  the  Tele- 
phone Companies  of  carrying  on  a  lucrative  business 
with  rights  that  belong  exclusively  to  the  Post  Office. 
Telephony,  however,  flourishes  in  America,  where  taxes 
and  restrictions  are  far  greater,  where  the  service  is  often 
carried  out  no  better,  and  where  the  monopoly  is  as  strict. 
But  telephony  is  more  of  a  necessity  in  America  than  it 
is  in  England,  and  it  suits  the  climate  and  the  people. 
The  service  might  perhaps  be  better  performed,  but  the 
size  of  London  and  the  climate  of  England  greatly 
militate  against  good  work.    The  vastness  of  London 
and  the  difficulty  of  obtaining  wayleaves  make  it  next  to 
impossible  to  organise  a  complete  and  thorough  work- 
ing system.     It  is   a  congregation  of  cities,  and  must 

2    T 
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necessarily  possess  a  number  of  Exchanges,  which  have 
to  be  connected  together  by  means  of  trunk  wires. 
The  only  other  city  that  compares  with  it  is  New  York, 
but  there,  through  the  peculiar  geographical  structure 
of  the  country  around,  the  conditions  are  simple  com- 
pared with  London.  Nevertheless,  copper  wire,  metallic 
circuits,  underground  wires,  multiple  switchboards,  with 
centralization  of  Exchanges  and  modern  apparatus 
would  go  a  long  way  toward  making  telephone  work- 
ing in  London  all  that  could  be  desired. 

There  are  now  (November,  i888)Tin  London  4,900 
subscribers  with  5,150  instruments  in  connection  with 
Exchanges,  and  1,400  private  renters.  There  are 
twenty-one  Exchanges,  connected  by  550  trunk  wires. 
A  system  of  concentration  is  now  going  on  by  which 
the  number  of  Exchanges  in  use  will  be  reduced  to  a 
minimum.  At  several  of  the  Exchanges  multiple 
boards  are  being  used.  There  are  seven  fixed,  and 
four  are  now  in  hand.  The  magneto  call  system  is 
being  gradually  introduced  in  preference  to  the  battery 
which  previously  existed,  and  at  some  Exchanges  the 
subscribers  are  called  by  means  of  small  magneto 
machines  driven  by  hot-air  motors.  The  service  is  a 
day  and  night  one. 
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BRITISH  WIRE  GAUGE. 


Showing  Areas  of  Cross  Section  of  Round  Wire,  and   Resistance, 

Conductivity,  and  Weight  for  IRON  Wire. 

Diameter. 

Iron. 

No.  of 

British  Wire 

Gauge. 

!l^ 

1 

Weight, 

grammes 

per  metre. 

Density 

7"79- 

Ins. 

Cms. 

7/0 

•500 

1-270 

r267 

-00080 

1245*3 

9868 

7/0 

6/0 

•464 

1-178 

1-090 

•00093 

1071-8 

849-0 

6/0 

S/o 

•432 

1-097 

•945 

•00106 

9434 

7359 

5/0 

4/0 

•400 

I'0i6 

-8n 

•00125 

8oo-o 

63 '-3 

4/0 

3/0 

•372 

•945 

-701 

•00145 

689-7 

546-3 
477-8 

3/0 

2/0 

•348 

•884 

•613 

00166 

602-4 

5236 
448-4 

2/0 

0 

•324 

•823 

•532 

•0019X 

414^2 

0 

I 

•300 

•762 

■■'j& 

•00223 

355-5 

I 

2 

•276 

•701 

00264 

378^8 

300-5 
250-8 

a 

3 

'252 

-640 

•322 

•00316 

3165 

3 

4 

•232 

•589 

:l1 

•00373 

268-1 

212-8 

4 

5 

•212 

•538 

•00446 

2242 

177*4 

1 

6 

•192 

•488 

•187 

-00544 

1838 

1456 

6 

7 

•176 

•447 

•157 

-00648 

154*3 

122-4 

7 

8 

•160 

•406 

•130 

•00784 

127-6 

100-9 

8 

9 

•144 

•366 

•105 

•00968 

103-3 

82-0 

9 

10 

•128 

•325 

-0829 

•0122 

81-97 

64-6 

10 

II 

•116 

•295 

-0682 

•0149 

67-11 

531 

II 

12 

•104 

•264 

-0548 

•0185 
•0236 

54-05 

42-7 

12 

13 

'O92 

•234 

•0429 

42-37 
31-85 

33^4 

13 

14 

•080 

•203 

•0324 

•0314 

25*3 

14 

i| 

•072 

•183 

•0263 
•0208 

•0387 

2584 

20-5 

15 

16 

'064 

•163 

•0489 

20-45 

i6-2 

16 

17 

•056 

•142 

•0159 

•0642 

15-58 

12-3 

^l 

18 

•048 

'122 

-01 17 

•0873 

11-45 

910 

18 

19 

•040 

'IOI6 

-ooSii 

•125 

8-000 

629 

19 

20 

•036 

•0914 
•0813 

•00657 

•154 

6-493 

5^ii 

20 

21 

•032 

•00519 

•196 

5' 102 

404 

21 

22 

'O28 

•07 1 1 

•00397 

•256 

3-906 

3-10 

22 

23 

•024 

*o6io 

•00292 

'349 

2-865 

2-28 

23 

24 

•022 

•05SO 
•0508 

-00245 

'415 

2'4lO 

I-9I 

24 

25 

•020 

•00203 

•502 

1-992 

1-58 

?l 

26 

•018 

•0457 

-00164 
•00136 

•618 

1-618 

1-28 

26 

^Z 

•0164 

•0417 

•742 

1-348 

1-06 

H 

28 

•0148 

•0376 

•001 1 1 

•915 

1-093 

•865 

28 

29 

•0136 

•0345 

•000937 

1^087 

•9200 

•730 

29 

_22_ 

'OI24 

.jojis 

•000722. 

''3^7 

•7651 

•607 

_2S1. 

Gauges  31-50  omitted  from  above  Table. 
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BRITISH  WIRE  GAUGE; 

Showing  Areas  of  Cross  Section  of  Round   Wire;   and   Resistance, 
Conductivity,  and  Weight  for  COPPER  Wire. 


4i 

III 

Diameter. 

Copper  (Pure). 

m 

7/0 

1 

Weight, 

grammes 

per  metre. 

Density  8*90. 

Ins. 

Cms. 

Vf 

.500 

I  270 

1*267 

•000135 

7402^ 

"27'4 

6/0 

.464 

1-178 

1*090 

•000157 

6370- 

721*3 

6/0 

5/0 
4/0 

•432 
•400 

1097 
I -016 

'^\ 

•000181 
•0002 1 1 

5521- 
4736- 

S/o 

4/0 

3/0 

•372 

•F 

•701 

•000244 

4098- 

624-2 

3/0 

a/o 

•348 

•613 

•000279 

3584- 

545*9 

2/C 

0 

•324 

•823 

•532 

•000322 

3107* 

473"3 

0 

I 
2 
3 

•300 
•276 
•252 

•762 
•701 

•322 

•OCC375 
•000444 
•000532 

2666* 

406-1 

I 

2 

3 

4 

•232 

"589 

'^VA 

•000628 

1592- 

242*5 

4 

5 

•212 

•488 

•000751 

1331- 

2027 

5 

6 

•192 

•187 

•000916 

1092* 

166-3 
139-8 

6 

I 

'^ 

•447 

•157 

•00109 

917-8 

7 

8 

*i6o 

•406 

•130 

•00132 

757-2 

"5*3 

8 

9 

•144 

•366 

•IDS 

•00163 

614-9 

937 
73'8 

9 

10 

•128 

•325 

•0829 

•00206 

484-6 

10 

II 

•116 

•295 

•0682 

•00251 

398-3 

65-7 

II 

12 

•104 

•264 

•0548 

•00312 

320-3 

48-8 

12 

13 

X 

•234 

•0429 

•00398 

250-6 

38-2 

13 

14 

•203 

•0324 

•00528 

189-5 

28-9 

14 

15 

16 

X 

•183 
•163 

•0263 
•0208 

•00651 
•00824 

1535 

121*3 

2y4 
i8'5 

li 

% 

•056 

•142 

•0159 

'0108 

927 

i4'i 

17 

18 

•048 

•122 

•01 17 

•0147 

68-2 

10*4 

18 

19 

•040 

•1016 

•0081 1 

•0211 

47-4 

7*19 

19 

20 

•036 

•0914 

•00657 

.0260 

38-4 

5-84 

20 

21 

•032 

•0813 

•00519 

•0330 

30-3 

4-62 

21 

22 

•028 

•07 1 1 

•00397 

•0587 

232 

3*54 

22 

23 

•024 

•0610 

*00292 

17*05 

260 

23 

24 

•022 

•0559 

•00245 

•0698 

1432 
11-84 

218 

24 

^1 

•020 

•0508 

•00203 

•0845 

r8o 

2S 

26 

•018 

•0457 

•00164 

•104 

9-59 

1*46 

26 

*2 

•0164 

•0417 

•00136 

•125 

797 

1^21 

27 

28 

'OI48 

'0376 

•001 I I 

'^54 

648 

0988 

28 

29 

•0136 

•0345 

•000937 

•183 

5-46 

•834 

29 

30 

'01 24 

•0315 

•000779 

•220 

3-9i 

•693 

30 

-2L 

•01 16 

-  '""^i 

•000682 

•^5' 

•^?„„. 

-3.1 

Digitized  by  VjOOQIC 


48s 
BRITISH  WIRE  GAUGE  {Coutd.). 


No.  of      -| 

British  Wire      1 

Gauge.          1 

Diametef. 

41 

Copper  (Pure). 

32 

Ill 

1 

Weight, 

grammes 

per  metre. 

Density  8-90. 

Ins. 

Cms- 

3« 

'OIO8 

•0274 

•000591 

•290 

2*96 

•526 

33 

•0100 

•0254 

•000507 

•338 

'*V 

33 

34 

•0092 

•0234 

•000429 

•398 

251 

•382 

34 

11 

•0084 
•0076 

•0213 
•0193 

•000358 
•000293 

:?? 

2-09 

I-7I 

:|^ 

■]i 

g 

'0068 
0060 

•0173 
•0152 

•000234 
•0001S2 

730 

■•1 

ro6 

•208 
•162 

s 

39 

•0052 

•0132 

»oooi37 

•801 

•122 

39 

40 

'0048 

'OI22 

'000117    • 

1-466 

•682 

•1038 

40 

41 

•0044 

•01 1 2 

•0000982 

1-742 

•574 

•0874 

41 

42 

'OO40 

•0102 

•00008 I I 

2' 109 

•474 

•072: 

42 

43 

•0036 

•00914 
•00813 

•0000656 

2*6ll 

•383 

•0584 

43 

44 

•0032 

*oooo5i9 

3-300 

•303 

•0462 

44 

45 

•0328 

•0071 1 

•0000397 

^1^2 

•232 

•0353 

^1 

46 

•0024 

•00610 

•0000292 

5-848 

8-475 

'^^l 

•0260 

46 

47 

•0020 

•00508 

'0000203 

•118 

•0180 

47 

4« 

•0016 

•00406 

•0000129 

1323 

•076 

■OII5 

48 

49 

'OOI2 

•00305 

•0000073 

23-42 

•043 

-00650 

49 

•0010 

•00254 

•0000050 

3378 

•030 

•00451 

50 

Area  in  square  cms. 
Ohms  per  metre 
Metres  per  ohm 
Grammes  per  metre 

Length  in  millimetres 
„  „  centimetres 
n        „  metres 

it  ft  M 

M        „  kilometres 
Weight  in  grammes 
,,       „  kilogrammes 


•155 
•305 
3-28 
•000672 
•01075 
4-7 

•03937 

•3937 

3-2809 

1-0936 

•62138 

X  15-432 

X    2-2 


area  in  square  ins. 
ohms  per  foot, 
feet  per  ohm. 
lbs.  per  foot. 


:s 


length  in  inches. 


„       „  feet. 

„  yards. 
„        „  miles, 
weight  in  grains  Troy. 
„       ,,  lbs.  Avoirdupois. 
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Abdank's  Magneto  Call,  187 

Abr^zot's  Tests  of  Efficiency  of 
Transmitters,  119 

Acoustics,  7 

Action  of  Bell  Telephone,  27 

of  Microphone,  46 

of  Light  on  Selenium,  Prof. 

Adams  on,  104 

on  Tellurium,  Prof.  Adams 

on,  106 

Ader's  Over-exciter,  50 

Receiver,  50 

Transmitter,  66 

Experiments  on  the  Theory 

of  the  Telephone,  42 

Sjrstem  for  Several  Sub- 
scribers on  One  Telephone 
Qrcuit,  395 

Aerial  Cables,  148,  149 

Air  Lines,  127 

Electrostatic    Capacity  of, 

130 

Air  and  Service  Lines,  special  In- 
sulator for,  144 

Albany  and  Fosteria,  Telephony 
between,  390 

Alternating  Magneto  Call  Bell,  179 

■  Currents  for  Bells,    Swiss 

Apparatus  for  producing, 
281 

Amplitude,  9 

Amsterdam  Cable,  152 

Application  of  Telephony  to 
Medical  Science,  464 


Application  of  Telephony  to  Diving 
Purposes,  474 

of  Telephony  for  Finding 

Torpedoes,  474 

of  Telephony  for  Localising 

Faults  in  Cables,  47^ 

Arrester-board,  Lightning,  333 

Accessories  of  a  Switchboard,  332 

Automatic  Cut-out  Call  Bell,  I77 

Call  Box,  371 

Connection  Register,  Mil- 
ler's, 374 

Automatic  Switchboard,  Sinclair's, 

417 
Connolly&MacTighe's, 

Oesterreiech  s,  429 

Ericsson's    and   Ceder- 

gren's,  423 
Automatic  Telephone  Switches,  189 
Auto  -  reversible  Tele-radiophone, 

Mercadier's  Multiple,  109 


Bartelous'  Belgian  Switch  System, 

416 
Battery  Galvanometer,  293 
Battery  Testing  in  Switzerland,  293 
Bell,  Graham,  4,  5,  6,  24,  104 

Telephone,  21 

Action  of,  27 

Field  of,  41 

Preece's  determination  of 

Smallest  Current  for,  29, 30 
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Bell  Telephone,  Werner  Siemens' 
experiments  on  Sensitiveness 
of,  29,  30 

Stroh  on,  46 

of  Swiss  Administra- 
tion, 60,  119 

Bell  &  Tainter's  Photophone,  104 
Bell's  Selenium  Celb,  105 
Explanation  of  Radiaphone, 

108 
Bells,  Trembling,  174 
with  Annunciator  Drop, 

176 

Alternating      Magneto, 

179 

with    Automatic  Cut-out, 

177 
Belgium,  Lassance  Switch  for  In- 
termediate stations,  212 

Bartelous'  Switch  System, 

416 

Bennett's  Trunk  Line   System  of 

Translators,  356 
Berliner's  Transmitter,  74 

Universal  Transmitter,  88 

Berthon's  Transmitter,  272 

Direct    Call    System    in 

Paris,  254 

Berthoud-Borel  Cable,  170 

Bert  &  D'Arsonval's  Transmitter, 

68 
Berzelius'  discovery  of  Selenium, 

103 
Beux    &    Grasse's    System     for 

several  Subscribers  on  One 

Telephone  Circuit,  399 
Bidwell,  Shelford,  on  Carbon  for 

Microphones,  45 
Bizot's  Telegraph  Call,  439 
Blake,  6 

Transmitters,  70 

Bord,  Berthoud-Cable,  170 
BOttcher's  Telephone,  59 
Boudet's  Microphone,  92,  465 
Bourseul,    on    Transmission    of 

Speech,  3 
Braun's,     Hartmann    &,    Switch 

System     for    Intermediate 

Stations,  214 
— — ^  Systems   for   several    Sub- 
scribers on  One  Telephone 

Circuit,  436 


Br^;ttet's  Experiments  on  the 
Theory  of  the  Telephone,  43 

— ^—  Mercury  Telephone,  loi 

Breaking  Weight  of  Copper  Tele- 
^oneWire,  132 

Bridge,  Hughes'  Induction,  472 

Bridge-  Intermediate  Switch,  203 

Britannia  Joints,  133 

British  P.  O.  Cable,  151 

Receiver,  50 

.Switch  System  for  Inter- 
mediate Stations,  200 

Tests  on  Copper  Tele- 
phone Wire,  132 

Exchange  System,  216 

Indicator  of,  217 

Intermediate  Offices  of. 


224 


Management  of,  228 

Switchboard  of,  216 

Special    Switchboards, 

223 

Trunk  Wires,  227 

Working  of,  218 

System  of  several  Sub- 
scribers on  One  Telephone 
Circuit,  442 

Wire  Finder,  479 

Underground  Cable,  160 

Brooks'  Cables,  168 

Brown  &  Saunders'  Individual  Cal 

System,  442 
Bullet  in  a  Body,  Hughes  Method 

of  Finding,  470 
Burnley's  Transmitter,  76 
Button  Telephone,  iii 


Cables,  Aerial,  148,  149 

Amsterdam,  152 

Berthoud-Borel,  170 

British  P.O.,  151 

Brooks',  168 


-  Crawford,  153 

-  Efficiency  of  Lead-covered, 
149 

-  Felten  &  Guilleaume,  152 

-  Formula  forFindingStrength 
of  Suspenders  for,  1 58 

-  Hangers  for,  158,  164 
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Cables,    Jointing      Lead-covered| 

153 

Localising  Faults  in,  478 

Manchester  Switch,  343 

Paterson  Lead-covered,  161 

Preece*s  Method  of  getting 

rid  of  Induction  in,  148 
Reduction     of     Inductive 

Effects  in,  148 

Running,  156 

Underground,  148,  160 

Waring  Lead-covered,  164 

Cabling  of  Switchboards,  342 
Call  Bells,  174 

with  Annunciator  Drop,  1 76 

Alternating  Magneto,  179 

Automatic  Cut-out,  177 

Call.  Bizot's  Individual  Telegraph, 

439 

Box,  Automatic,  371 

System,    Berthon  s    direct, 

246 

Wittmer  and  Wetzer*s,  435 

Signals,  Magneto,  183 

Calling    in     German     Telephone 

System,  232 
Call  Apparatus,  Rothen's,  284 
Call  Signal,  Siemen's,  56 

Gower*s,  49 

Calls  in  Public  Stations,  367 
Capacity,  Electrostatic,  of  Copper 

Wire,  129 

of  Air  Lines,  130 

Inductive,    Hughes   on,   of 

Coppfcr  and  Iron  Wire,  129 
Carbon  for  Microphones,  Shelford 

Bidwell  on,  45 
Resistance  under  Pressure, 

Du  Moncel  on,  32 

Transmitters,  4 

Edison's,  6,  33 

Function  of,  34 

Theory  of,  45 

Cardew's  System  of  Military  Tele- 
phony, 452 

in  Recent  Wars,  454 

System    of    Telephony 

and   Telegraphy  combined, 

393 

Cecil,  4 

Cedergren's  and  Ericsson's  Auto- 
matic Switchboard,  423 


Charges,   Rental,  Lancashire   and 
Cheshire  Co.'s,  292 

in  Switzerland,  292 

United  Telephone    Co.'s, 

292 

Cheshire,   Lancashire    and,    Co.'s 

System,  355 
Chinnock's  Exchange  System,  323 
Chicago  and  New  York,  Telephony 

between,  390 
Co-efficient  of  Self-induction,  20 
Coil,  Induction,  18 
Energy  of   Current   in, 

18    - 

Swiss,  121 

in  Transmitter,  119 

Ruhmkorff,  19 

Combination  of  Partisds,  7,  8 
Commutator,  Swiss,  314,  323 
Connection     Roister,   Automatic, 

423 
Connections,  Earth,  in  Telephone 
Wires,  146 

Use  of    Gaspipes  for, 

146 
Contacts,  Time,  20 
Contact,  loose,  in  Transmitter,  6 

and    Resistance,     Hughes 

on  Variation  of,  46 

Copper  Wire,  128 

Electrostatic  Capacity    of, 

129 

Joints  for,  133 

Breakii^  Weight  of,  133 

British  P.O.  Tests,  132 

Preece*s    Experiments    on 

Iron  and,  129 

Dynamometer  for,  137,  139 

Crossley's  Transmitter,  67 
Cross's  Tests  on  the  Efficiency  of 

Transmitters,  118 
Cross-connecting  Board,  333,  338 
Currents,  Energy  of,  in  Induction 

Coil,  18 

Pellat's    Experiments    on 

Small  Telephone,  30 

Intermittent,  13 

Magnetic  Properties  of,  1$ 

Periodic,  in  Telephones,  28 

Positive,  15 

Responded  to  by  Bell  Tele- 
phone, 29,  30 
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Currents,  Pulsatory,  14 

Relation   of,    in   Magnetic 

Field,  16 

Direction  of  Secondary,  17 

Relation    of   Primary   and 

Secondary,  18 

in  Musical  Telephone,  14 

Undulatory,  14,  28 

Induction,  17 

Curves,  Sinusoidal,  9 
of  Vibration,  9,  10 


D. 

Daniell  Cell,  15 
D'Arsonval's  Telephone,  52 

Bert  &,  Transmitter,  68 

De  la  Rive,  3 

Deflection,  Magnetic,  16,  17 
De  Jongh's  Transmitter,  84 
Diaphragm,  ii 

'—  Mercadier  on  the,  44 

Difference  of  Timbre,  12 

Dips  in  Wires,  Rothen*s  Table  of,  140 

British  P.O.  Tables  of,  137, 

Direct  Call  System  in  Pans,  255 
Distance,  Limiting,  for  Speaking, 

122,  126 

Sir  W.  Thomson  on,  122 

Preece  on,  121 

on  Van   Rysselburghe*s 

system,  390 
Distribution   of  Time,  Apparatus 

for,  375      ,      , 
Distance  between  Insulators,  136 
Diving,  Application  of  Telephony 

to,  474 
Ducretet's     Stethoscopic     Micro- 
phone, 464 
Dundee,  Switches  at,  308 
Dummy  Stations,  291 
Dynamometer  for  Copper  Telephone 

Wire,  137,  139 
Du  Moncel  on  Carbon  Resistance 

under  Pressure,  32 

on  Theory  of  Telephone,  43 

and  the  Carbon  Transmitter, 

Sir  W.  Thomson  on,  33 


E. 

Earth    Connection    for  Telephone 

Wires,  146 
Use  of   Gaspipes   for, 

146 
Edison's  Electromotograph,  98 

Phonograph,  113 

Transmitter,  6,  33 

Combined  Telegraphy  and 

Telephony,  392 
Effect  of  Insulation,  134 
Efficiency  of  Transmitters,  Abrezol 

on,  119 

Cross  on,  1 18 

Preece  on,  121,  126 

of  Lead-covered  Cables,  149 

Elasticity,  Limit  of,  1 33 
Electrification,  151  (note) 
Electrical  Transmission  of  Speech, 

Bourseul  on,  3 
of  Harmonic  Vibrations, 

14 

Electro-Magnetic  Induction,  17 
Electric  Currents,    Magnetic   Pro- 
perties of,  18 
Electro-dynamic  Induction,  17 
Electro-magnetic  Inertia,  19,  202 
Electro  Magnets,  Nicklft's,  53 
Electrostatic  Capacity  of  Air  Lines, 

130 
Elsasser^s  System  of  Several  Sub- 
scribers on  One   Telephone 
Circuit,  399 

of  Translatdrs,  360 

Energy  of  Currents  in   Induction 

Coils,  18 
Ericsson's  Transmitter,  78 
Ericsson  &  Cedergren's  Automatic 

Switchboard,  423 
Exciter,  Adei'sOver-,  50 
Exchanges,      Telephone,      British 
P.O.,  216 

Chinnock's,  3«3 

French,  245 

German,  232 

Gilliland's,  310 

Law's,  298 

Manchester,  334 

Mann's,  302 
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Exchanges,  Telephone,  New  York 
Metropolitan,  323 

Multiple  Switches,  324 

— Naglo  Bros.,  317 

Swiss,  276 

Paris,  246 


F. 

Faraday  on  Magnetic  Field,  15 
Faults  inCables,  Application  offele- 

phony  for  localising,  478 
Gerard's  Method  of  Find- 
ing, 478 
Felten  &  Guilleaume  Cable,  152, 1 53 
First  Practical  Magneto  Telephone, 

Sir  W.  Thomson  on,  4 

Telephone  in  England,  Ex- 
hibition by  Preece  at  Ply- 
mouth of,  5 

Forbes*  Red-hot  Telephone  Trans- 
mitter, 116 

Fosteria  and  Albany,  Telephony 
between,  390 


•  and  New  York,  Telephony 
between,  390 

Frame  for    Supporting   Telephone 
Wires,  143 

Freeman's  Transmitter,  79 

French  Physicists  on  the  Theory  of 
the  Telephone,  42 
. System    of  Telephone  Ex- 
changes, 245 


Galvanised  Iron  Wire,  128 
Galvanometer,  Battery,  293 
Gaspipes  as  E^th  Connection,  Use 

of,  ,146 
Gassiot  on  Magnetic  Tick,  3 
Garnier's  Telephone,  4 
Gower's  Arrangement  for  Calling 

Attention,  49 

Telephone,  48 

Genest's  Transmitter,  Mix  &,  85 
Generator,  Power,  333 
Geraldi  on  Theory  of  Telephone,  44 
Gerard's     Method    of    Localising 

Cable  Faults,  478 


German  Lightning  Protectors,  192 

Switch    System    for  Inter  - 

mediate  Stations,  205 

Telephone  Exchanges^  232 

System  of  combined  Tele- 
phone and  Telegraph  Ser- 
vice, 444 
Gilliland*s  Exchange  System,  310 


-Magneto,  185 

Goloubitzkrs  Telephone,  58 

Grassi  &  Beux's  System  of  Several 
Subscribers  onOne  Telephone 
Circuit,  399 

Gray's  Telephone,  4 

Musical  Telephone,  35 

Hand  Receiver,  97 

Gray  on  Telegraphy  and  Tele- 
phony, 392 

Guilleaume  Cable,Felten&,  152,153 


H. 

Hand  as  Telephone  Receiver,  97 
Hangers  for  Cables,  156,  164 
Harmonic  Curve,  Simple,  9,  10 
Vibrations,  Electrical  Trans- 
mission of,  14 
Hartmann  &  Braun's  Switch  System 
for  Intermediate  Stations,2i4 
System  of  Several  Subscri- 
bers on  One  Circuit,  436 
Hdmholto's    Theory     of     Vocal 

Sounds,  12 
Hipp*s  Transmitter,  91 
Hooke's  String  Telephone,  i,  4 
Hughes*  Induction  Balance,  468 

Mode  of  Finding  Bullet 

by»47o 

Induction  Bridge,  172 

On  Induction,  135,  171 

On   Inductive  Capacity  of 

Copper  and  Iron  Wire,  129 

Microphone,  6,  36 

Reversible       Microphonic 

Transmitter,  116 

on  Variation  of  Resistance 

of  Contact,  46 
Hunning's  Transmitter,  6,  87 
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Indicator  of  British  P.O.  Telephone 

Exchange,  217 
Induction,  Electro-dynamic,  17 

Coil,  18,  119,  121 

Current,  17 

Hughes  on,  135,  471 

Balance,  Hughes',  468 

Bridge,  Hughes',  472 

Magneto-electric,  17 

Co-efficient  of  Self-,  20 

in  Telephones,  Effect  of,  19 

Eflfects  in  Telephone  Cable, 

Reduction  of,  148 
Preece's  Method  of  Re- 
ducing, 148 

Mode  of  getting  rid  of, 

172 
Inductive  Capacity,  Hughes  on,  129 
Inertia,  Electro-magnetic,  19,  202 
Insulation  of  Telephone  Lines,  134 
Insulators,  Distance  between,  136 
— — ^  for  Air  and  Service  Wires, 

144 
Intercommunication  between  Tele- 
phone Networks,  355 
Intermittent  Currents  graphically 

represented,  13 
Intermediate  Offices,  British  P.O. 
200,  224 

Swiss  Exchange,  283 

German,  205 

Hartmann&Braun's,298 

Lassance,  212 

Shaw's  Law  System,  298 

Iron  and  Copper  Wire,  Comparison 

of,  129 
Isochronism,  9 


Jacob's  Multiplex  Telephony,  380 

Joint,  Britannia,  133 
ointing  a  Lead  Cable,  153,  166 
Joints  for  Copper  Wires,  133 
Junction  of  Cable  with  Openwork, 
156 


Kotyra's  Telephone,  51 


L. 

Labye's  Transmitter,  Locht-,  73 

Laflfert's  System  of  Telephony  at 
Rifle  Practice,  456 

Lampblack  Telephone,  Tainter's, 
106 

Lancashire  and  Cheshire  Co.,  355 

Rental  Charges,  292 

Lassance,  Switch  for  Intermediate 
Stations,  298 

Law's  System  of  Exchanges,  298 

Law  (Shaw'sJ  System  for  Inter- 
mediate Stations,  298 

Lead -covered  Cable,  Paterson,  161 

Waring,  164 

Leduc's  Arrangement  for  several 
Subscribers  on  One  Circuit, 
404 

Lenz'sLaw,  17 

Lightning  Arrester  Board,  333 

Protectors,  191 

Limiting  Distance  for  Speaking, 
Experiments  on,  121 

Preece  on,  121 

Sir  W.  Thomson  on,  122 

Limit  of  Elasticity,  133 

Lines,  Air,  123 

Electrostatic    Capacity    of 

Air,  133 

Insulation  of  Telephone,  134 

in    Switzerland,    Table  of 

Telephone,  296 

Trunk,  351 

Bennett's  Trunk,  356 

Localising  Faults  in  Cable,  Appli- 
cation of  Telephony,  478 

Gerard's  System,  478 

Locht-Labye's  Transmitter,  73 

Long-distance  Telephony,  382 

Van  Rysselberghe's  Sys- . 

tem  of,  297,  383 


M. 

Magneto  Bell,  179 

Call,  Gilliland's,  185 

Abdank's,   187 

Signals,  180 
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Magnetic  Field,  15 

Relation    qf     Currents 

in,  16 

Tick,  Gassiot  on,  3 

Properties  of  Electric  Cur- 
rents, 15 

Transmitter,  198 

Telephone,  First  Prac- 
tical, 25 

Magnets  in  Telephones,  Pierce  on, 
26 

Maiche's  Transmitter,  72,  74 

Manchester  Cable  for  Multiple 
Boards,  343 

Telephone  Exchange,  334 

Table  Switches,  349 

Testboard,  335 

Switchboard     Transmitter 

Support,  351 

Mann's  System  of  Exchanges,  302 

Marcy's  Drums,  464 

Marrian,  3 

McEvo/s  System  of  Telephony  for 
Submarine  Purposes,  474 

MacTighe  &  Connolly's  Automatic 
Switchboard,  417, 423 

Medical  Science,  Application  of  the 
Telephone  to,  464 

Mercadier  on  Diaphragms,  44 

on  the  Radiophone,  i04tio8 

Mercadier's  Multiple  Auto-reversi- 
ble Tele-radiophone,  109 

Mercury  Telephone,  Br^guet's,  loi 

Microphone,  o,  36 

Action  of,  46 

Theory  of,  45 

Boudet's    Transmitter,    92, 

Ducretet's  Stethoscopic,  464 

Hughes',  6,  36 

Pendulum,  74 

Moseley's,  135 

Shelford  Bidwell's  Experi- 
ment on,  46 

Shelford  Bidwell  on  Carbon 

for,  45 

Military  Telephony,  Cardew  »,  452 

Instrument,  Telephone   as, 

449 

Miller's  Automatic  Connection 
Register,  374 


Mix  &  Genest's  Transmitter,  85 

Moseley's  Microphone,  135 

Multiple  Auto-reversible  Tele-ra- 
diophone, Mercadier's,  109 

Switchboard,       Telephone 

Exchange,  324 

Multiplex  Telephony,  379 

in  America,  379 

Jacob's,  380 

Multipolar  Telephone,  44 

Musical  Telephone,  4 

Currents  in,  14 

Gray's,  35     ,     ,.    ^. 

Performances,    Apphcation 

of  the  Telephone  to,  460 

Myograph,  467 


N. 


Naglo   Bros.'   Exchange    System, 

317 
National  Telephone  Co.,  302,  355 

Time  Regulating  Co.,  37® 

Networks,  Intercommunication  be- 
tween Two  Telephone,  355 
New  England  Telephone  Co.,  378 
Neumayer's  Telephone,  57 
New  York  and  Chicago,  Telephone 
between,  390 

and  Albany,  Telephone 

between,  390 
Nicklfe's  Electro-magnets,  53 
Noises  in  Telephone  Wires,  131 
NystrSm's  Trunk  System,  358 


Oesterreich's  Automatic  Switch- 
board, 429 

Oram's  Apparatus  for  the  Distribu- 
tion of  Time,  375 

Oscillating  Body,  Curves  of  Vibra- 
tion of  an,  9 

Over-exciter,  Ader's,  50 
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Page's  Vibrations,  2 

Pollard,  4 

Paris  System  (Berthon)  of   Tele- 
phone Exchanges,  255 

Company,  Transmitter   of, 

81 

Paterson  Cable,  l6i 

Pellatt's    Experiments    on    Small 
Telephone  Currents,  30 

Pendulum  Microphone,  74 

Periodic  Currents    in   Telephone, 
28 

Pelrce  on  Small  Magnets  in  Tele- 
phone, 26 

Phonograph,  Edison's,  113 

Photophone,  103 

: — Bell-Tainter's,  104 

Positive  Currents,  15 

Post    Office,    British,   System    for 
Intermediate  Stations,  200 

Cable,  151 

Intermediate  Offices  of,  224 

Ordinary  Working  of,  218 

Receiver,  50 

Exchange  Switchboard,  216 

Exchange,  Indicator,  217 

Test  of  Copper  Telephone 

Wire,  132 

Trunk  Wires,  227 

-  Undergroiuid  Cable,  160 


Power  Generator,  333 

Preece,  Experiments  on  Copper  and 

Iron  Telephone  Wire,  139 
Experiments  on   Efficiency 

of  Transmitters,  121 
Determination  of  Smallest 

Current  Responded  to  by  Bell 

Receiver,  29,  30 
Exhibition  of   First  Tele- 
phone at  Plymouth  by,  5 

on  Radiophony,  108 

Ther  mo-Telephone,  115 

•  Method  of  Reducing  Induc- 


tion in  Telephone    Cables, 

148 
Primary  and  Secondary  Currents, 

Relation  of,  18 
Protectors,  Lightning,  191,  192 
Public  Stations,  366 


Public    Telephone      Stations      in 
Switzerland,  292 
-   Charges  in,  292 
Pulsatory  Currents,  14 


R. 

Radial  Arrangement  for  several 
Subscribers  on  One  Circuit, 

395.  434 

Radiophone,  104 

Bell's  Explanation  of,  108 

Mercadier  on,  104 

Preece  on,  108 

Tainter  on,  106 

Receiver  Telephone,  5,  21,  48 

Ader's,  50 

Bell,  60 

of  Swiss  Telephone  Ad- 
ministration, 60 

British   P.  O.,  50 

Hand  as,  97 

Gray's  Hand,  97 

Preece's  Determination  of 

Smallest  Current  Responded 
to  by,  29 

Red-hot  Telephone  Transmitter, 
Forbes',  1 16 

Reduction  of  Induction  in  Tele- 
phone Cables,  148 

Register,    Automatic  Connection, 

374 

Reis'  Telephone,  3,  94 

Rental  Charges,  Swiss  Telephone, 
292 

United    Telephone    Co., 

292 

Lancashire  &  Cheshire  Co  , 

292 

Resistance  of  Carbon  under  Pres- 
sure, Du  Moncel  on,  32 

of  Contact,  Hughes  on  the 

Variation  of,  46 

Spurious,  20 

in    Transmitter,   Variation 

of,  6 

Reversible  Microphonic  Trans- 
mitter, Hughes',  116 

Rifle  Practice,  Employment  of  the 
Telephone  at,  455 

Rive,  Dela,  3 
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Rothen's  Call  Apparatus,  284 

Table  of  Dips  in  Wires,  140 

Stress  in  Wires,  141 

RuhmkorflTs  Induction  Coil,  19 


Sags  of  Telephone  Wires,  Table  of, 

137,  140 

Saunders  &  Brown's  Pendulum 
Call,  442 

Secondary  Current,  Direction  of,  17 

Relation  of  Primary  and, 

18 

Selenium,  Prof.  Adams  on  the 
Action  of  Light  on,  104 

Cells,  Bell's,  105 

Berzelius  on,  103 

Self-induction,  19 

Co-efficient  of,  20 

^inTelephones,  Eflfect  of,  19 

Sensitiveness  of  Bell's  Telephone, 
29,30 

Preece  on,  29 

Siemens  on,  29 

Stroh  on,  46 

Shaw's  Law  System  for  Interme- 
diate Stations,  298 

Siemen's  Call  Signals,  56 

Telephone,  56 

Werner,     Experiments    on 

Sensitiveness  of  Bell's  Tele- 
phone, 29 

Signals,  Magneto  Call,  183 

Siemen's  Call,  56 

Simple  Harmonic  Curves,  9,  10 

Sinclair's  Automatic  Switchboard, 

417 

Sinusoidal  Curves,  9 

Smith,  Willoughby,  on  Photo- 
phone,  103 

Sonorous  Vibrations,  11,  12 

Sound,  7 

Sounds  from  Magnetic  Bar,  2 

Resultant,  7,  12 

SibiUnt,  12 

Helmhotr's      Theory      of 

Vowel,  12 

Speaking  Telephone,  4 

Experiments   on    Limiting 

Distance  for,  122,  126 


Speaking     Telephone,      Limiting 
Distance  of,  Preece's,  121 

Sir  W.  Thomson  on  Law 

of,  122 
Speech  and  Sound  Waves,  7 

Bourseul     on     Electrical 

Transmission  of,  3 
;   Spring  Switchboard,WiUiams',3i4 
j   Spurious  Resistance,  20 
I   Stations,  Dummy  Telephone,  291 

Public  Telephone,  292,  366 

Steel  Telephone  Wire,  128 
Stephens'  System  of  Several  Sub- 
scribers on  One  Circuit,  439 
Stethoscopic      Microphone,    Du- 

cretet's,  464 
Strain,    diflferencc  between  Stress 

and,  13^ 
Strands    for    Suspending   Cables, 

Fonnula  for  Finding,  158 
Stress,   difference   between  Strain 
and,  153 

in  Wires,  Rothen's  Table  of, 

141 

PostOffice,Tableof,  137 

String  Telephone,  Hooke's,  i,  4 
Stroh  on    Sensitiveness  of  Bell's 

Telephone,  46 
Submarine    Purposes,    Mc  Evoy*s 

Telephony  for,  474 
Subscribers,    Busy    Trunk,   Man- 
chester, 355 
Subscribers,  Several  on  One  Circuit, 
Ader's  System  of,  395 

Brit.  P.O.  System  of,  424 

Brown  &  Saunders,  442 

Elsassei's  System  of,  399 

Grassi  &  Beux's,  399 

Hartmann  &  Braun,  436 

Leduc's,  404 

Radial  Arrangement  of, 

395, 434     , 

Series  do.,  395,  434 

Stephen's  System  of,  439 

Zetsche's,  435 

Supporting  Telephone  Wires,Frame 

for,  143 
Suspending     Strand    for    Cables, 

Formula  for  Finding,  158 
Swiss  Induction  Coil,  121 
Swiss  Commutator,  314,  323 
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Switches, Telephone  Automatic,  189 
Switches  at  Dundee,  308 
-^— ; —  Manchester  Table,  349 
Switchboard,  Accessories  of,  332 

•  Cabling  of,  342 

Wiring  of,  342 

Connolly    &    MacTighe's 

Automatic,  423 

Ericsson    &    Cedergren's 

Automatic,  423 

Oesterreich*s  Automatic,  429 

Sinclair's  Automatic,  417 

British  P.  O.  Exchange,  216 

-  Manchester  Exchange,  334 


Williams'  Spring,  314 

Soci^t^  G^n^rale  des  TdW- 

phones,  258 
Western  Electric  Co.,  Mul- 

tiple,324 
bwitch    System    for    Intermediate 

Stations,  Belgian  Telephone 

Co.  (BartelousO,  416 

British  P.JO.,  200 

■  German,  205 

Hartmann  &  Braun's,  214 

Lassance,  212 

Shaw's  Law  System,  298 

Switzerland,  Telephone  Exchanges, 

276 

Intermediate  Offices,  283 

Transmission  of  Telegrams 

by  Telephone,  291 
Telephone  Rental  Charges, 

292 
Public  Telephone  Stations, 

292 

■ Battery  Testing,  293 

Table  of  Telephone  Lines, 

296 
Telephone  and   Tel^[raph 

Service,  445 
Syphon  Recorder,  Sir  W.  Thom- 
son's, 13 


T. 

Table  of  Dips  inWire8,Rothen's,  140 
■  Swiss  Telephone  Lines,  296 

—^- Sag  of  Telephone  Wire,  136 


Table  of  Stress  of  Telephone  Wire, 
137 

Stress  of  Wires,  Rothen's, 

141 

Wires  for  Telephony,  143 

Table  Switches,  Manchester,  349 
Tainter  on  Radiophony,  106 
Tainter's  Lampblack  Telephone,  106 

Photophone,  Bell  &,  104 

Telephone,  Bell,  Action  of,  21, 27 

Field  of,  41 

Werner   Siemens  on  Sen- 
sitiveness of,  29,  30 

Stroh'on  Sensitiveness  of,  46 

Bdttcher*s,  59 

Br^et's  Mercury,  loi 

Button,  III 

D'Arsonval's,  52 

First  Exhibition  of,  4 

First  Practical  Magneto,  25 

Forbes'  Red-hot,  116 

Gamier's,  4 

Gower's,  48 

Goloubitzky's,  58 

Gray's,  4 

Hooke's,  I,  4 

Kotyra,  51 

Lampblack  (Tainter's),  106 

Magneto,  28 

Multipolar,  44 

Military,  425 

Mercury,  loi 

Gray's  Musical,  35 

Neumayer*s,  57 

Portable  JThdler's), 

Preece's  Thermo,  115 

Receiver,  Hand  as,  97 

Reis',  3,  94 


Siemen's,  54 

Special,  94 

String,  Hooke's,  i,  4 

Swiss,  66,  149 

Telephone   Co.,    Lancashire    and 

Cheshire,  352 
New    York    Metropolitan, 

Co.  National,  355 

Soci^t^  G^n^rale  des  T^ld- 

phones,  245 
—  Co.,  Belgian,  416 
Co.,  United,  481 
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Telephone    Co.,    New     England, 

378 
Telephone  Exchange,  British  P.  O., 

216 

Chinnock's,  3^3 

French,  245 

German,  232 

Gilliland's,  310 

Law's,  298 

Manchester,  334 

Mann's,  302 

New     York  -Metropolitan 

Co.,  323 

Multiple  Switches,  324 

Naglo  Bros.,  317 

Paris,  246 

■  Swiss,  276 


Telephone,  Function  of,  13 

Self-Induction  in,  19 

Lines,    Table    of    Swiss, 

296 
Networks,    Intercommuni- 
cation between  Two,  355 

Wires,  Noises  in,  131 

Stations,  Auxiliary  Appar- 
atus in,  174 

Dummy,  291 

Intermediate,  200 

Brit.  P.  O.  Switches  for, 

200 

German  Switch  for,  205 

Hartmann    &    Braun's, 

214 

Lassance,  212 

Shaw's    Law    System, 

298 

Public,  366 

Calls,  367 

in  Switzerland,  292 

Telephone,  Ader*s  Experiments  on, 
42 

Br^guet's  ditto,  43 

French  Physicists  on,  42 

Geraldi  on,  44 

Du  Moncel  on,  43 

Wires,  128 

Dynamometer  for  Cop- 
per, 137.  139 

Electrostatic  Capacity  of 

Copper,  129 

Insulation  of,  134 

Joints  for  Copper,  133 


Telephone  Wires,   Earth  Connec- 
tions of,  146 

Use  of  Gaspipes  for  Earth 

Connections,  146 

Brit.  P.  O.  Tests,  132 

Breaking  Weight  of,  133 

— —  Frame  for  Supporting,  143 

Noises  in,  131 

Preece's     Experiments   on 

Copper  and  Iron,  229 

Table  of,  143 

Steel,  128 

Telephones  in  Use,  Number  ot  i 

Telephony,  Application  of,  to  Div- 
ing, 474 

for    Localising   Faults     in 

Cables,  478 

Long  distance,  382 

Van  Rysselberghe's  System 

of  Longdistance,  297,  383 

between  Chicago  and  New 

York,  390,  391 

between  Fosteria  and  New 

York,  390 

between      Fosteria      and 

Albany,  391 

Application  of,  to  Medical 

Saence,  464 
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decent  anD  jFottticomtng:  IPutilications. 

Just  published.  Third  Edition,  Crown  8w,  Cloth,  6j. 

PRACTICAL  EDUCATION. 

A  WORK  ON 

PREPARING  THE  MEMORY,  DEVELOPING 

QUICKNESS  OF  PERCEPTION,  AND 

TRAINING  THE  CONSTRUC- 

TIVE  FACULTIES. 

By  CHARLES  G.  LELAND. 

Author  0/"  Tkt  Minor  Arts,"  "  Twehe  MantuUs  of  Art  IVorkr  "  T9u  Album 

<ifRepou*si  Work^*  IndtuirUU  Art  in  EducaiioH,  or  Citvnlar 

No.  4,  xSSa,"  **  Hints  on  Self-Edueation,"  etc 

Mr.  Lbland  was  the  first  person  to  introduce  Industrial  Art  9S  9.  branch  of 
•education  in  the  public  schools  of  America.  The  Bureau  of  Education  at  Wadk- 
ington.  obaerving  the  success  of  his  work,  employed  him  in  z86a  to  write  a  pam- 
Dhlet  snowing^  how  hand-work  could  be  taken  or  taught  in  schools  and  families. 
It  is  usual  to  issue  only  xSiOoo  of  these  pamphlets,  but  so  great  was  the  demand 
for  this  that  in  two  years  after  its  issue  more  than  6o,ooo  were  g[iven  to  applicants. 
This  work  will  be  found  greatly  enlarged  in  "  Practical  Education. "  Owing  to  it 
thousands  of  schools,  classes,  or  clubs  of  industrial  ait  were  estabiishjod  in  Eng- 
land, America  and  Austria.  As  at  present  a  great  demand  exists  for  informatiofi 
as  to  oiganizinjs  Technical  Education,  this  forma  the  first  part  of  the  work.  In  it 
the  author  indicates  that  all  the  confusion  and  diflTerenoe  of  opinion  which  at  ijre- 
sent  prevails  as  to  this  subject,  may  very  easily  be  obviated  by  simply  beginning 
by  teaching  the  youngest  the  easiest  arts  of  which  they  are  capable,  and  by 
thence  gradually  leading  them  on  to  more  advanced  work. 

**  The  basis  of  Mr.^  Leland's  theory,"  says  a  reviewer,  "is  that  before  learning, 
■cluldren  should  acquire  the  art  of  learning.  It  is  not  enough  to  fill  the  oiemory, 
memory  must  first  be  created.  By  training  children  to  merely  memorire^  extra- 
ordinary power  in  this  respect  is  to  be  attained  in  a  few  months.  With  this 
is  associated  exerdses  in  quickness  of  perception,  which  are  at  first  purely 
mfichanical,  and  range  firom  merely  training  the  eye  to  mental  arithmetic,  and 
problems  in  all  branches  of  education.  Memory  and  Quickness  of  perception 
blend  in  the  development  of  the  constructive  faculties  or  hand-work.  Attention 
or  interest  is  the  final  factor  in  this  system.'* 

" Mr.  LtUuutsbookwiU kav€  awide  circulation.  It  doalswiik  the  vtholo  sub- 
ject in  suck  a  downright  practical  fashion,  and  is  so  much  the  result  of  lour 
personal  experience  and  observation,  as  to  render  it  a  veritable  mine  ofvaluaiie 
xaMVw/ftMu.^'^BRiTiSH  Architbct. 

^^It  has  little  ^  the  dryness  usually  associated  with  such  books;  and  mo 
toucher  C€ui  re€ul  its  thoughtful  p«iges  without  imbibing  memyvaluaUe  idoas.*— 
Scottish  Educational  News. 

"  Strongly  to  be  recommended.'— CHmmcAt.  Nbws. 

"  This  valuable  little  wvfTft."— Liverpool  Daily  Post. 

"  Many  of  Mr.  LelatuCs  suggestions  might  be  carried  out  adoasUageously 
^mong  the  young  folks  in  our  lasge  towuns  and  villages.*' — Northern  Whig. 
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Now  publishing  in  parts,  is,  each, 

sS^tnor  :^rt0  and  3lntiu0trte0. 

A  SERIES  OF  ILLUSTRATED  AND  PRACTICAL  MANUALS  FOR 
SCHOOL  USE  AND  SELF-INSTRUCTION. 

Edited  by  CHARLES  G.   LELAND. 

This  series  of  manuals  on  "  The  Minor  Arts  and  Industries  '*  is 
•designed  on  the  lines  thus  laid  down.  It  will  be  found  that  each 
handbook  presents  the  subject  with  which  it  deals  in  a  thoroughly 
popular  ana  practical  manner ;  that  the  lessons  carry  the  student  on 
ihis  road  step  by  step  from  the  veriest  elements  to  the  point  where  the 
.most  advanced  works  fitly  find  their  place  in  his  course  of  study  ;  in 
•short  the  greatest  pains  have  been  taken  to  ensure  a  thorough  mas- 
tery of  the  rudiments  of  each  subject,  and  to  so  clearly  state  each 
lesson,  illustrating  it  where  necessary  by  plans  and  drawings,  that 
•even  very  young  children  may  be  interestea  in  and  trained  to  prac- 
tical work.  On  similar  grounds  the  self-taught  student  will  find  these 
(manuals  an  invaluable  aid  to  his  studies. 

Pari  I  now  ready ^  Paper  cover ^  is,  or  in  chth^  is.  6d, 

DRAWING  AND    DESIGNING: 

IN   A   SERIES   OF   LESSONS 
By  CHARLES  G.  LELAND,  M.A.,  F.R,L.S. 

Other  volumes  will  follow  at  short  intervals,  amongst  the  subjects  of 
•the  earlier  of  which  may  be  named — 

Wood  Carving.  Metal  Work. 

Embroidery.  Modelling. 

Leather  Work.  Carpentering. 

Agriculture.  Commerce,  etc. 

Housekeeping. 
Also  it  is  intended  to  include  in  time  all  branches  of  Art  and  Prac- 
tical Industrial  Science,  so  that  the  young  of  both  sexes  may  have 
practical  and  valuable  aid  in  preparii^  for  active  life  and  remunera- 
tive work. 
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CICERO'S    ORATIONS.      By    G.    Long,    M.A. 
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JUVENAL    AND    PERSIUS.      By  Rev.  A.  J. 
Macleane,  M.A.     6s. 

LUCAN.    The  Pharsalia.    By  C.  E.  Haskins,  M.A., 
and  W.  E.  Heitland,  M.A     14J. 

PLATO.     By  W.  H.  Thompson,  D.D.   2  vols.  5^.  each. 

SOPHOCLES.  Vol.  I.  By  Rev.  F.  H.  Blaydes,  M.  A.  Ss. 

Vol.  II.    Philoctetes — Electra — ^Ajax  and  Tra- 

chinia.     By  F.  A  Paley,  M.A     6j. 

TACITUS :  The  Annals.     By  the  Rev.  P.  Frost.     Ss. 

TERENCE.     By  E.  St.  J.  Parry,  M.A.     gs. 

VIRGIL.   By  J.  Conington,  M.A.   3  vols.  10s.  6d.  each» 
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(S^rammar  ®ct)ool  Classics* 

A  Series  of  Greek  and  Latin  Authors^  with  English  Notes, 
Fcap,  Svo, 

CJESAR:    DE    BELLO    GALLICO.      By  George 
Long,  M.A.     4J. 

Books  I.-III.     For  Junior  Classes.     By  George 

Long,  M.A,     IS.  6d. 

Books  IV.  and  V.  in  i  vol.     is,  6d, 

Books  VI.  and  VII.  in  i  vol     is,  6d, 


CATULLUS,  TIBULLUS,  AND  PROPER- 
TIUS.  Selected  Poems.  With  Life.  By  Rev.  A.  H. 
Wratislaw.     2s,  6d, 

CICERO:  DE  SENECTUTE,  DE  AMICITIA, 
and  SELECT  EPISTLES.    By  George  Lon&  M.A.    Jj. 

CORNELIUS  NEPOS.  By  Rev.  J.  F.  Mac- 
michael.    2s, 

HOMER:   ILIAD.    Books  I. -XII.    By  F.  A.  Paley, 

M.A.     4J.  6d, 

Books  L-VL,  2J.  ed, ;  Books  VILXIL,  2s,  6d. 

HORACE.  With  Life.  By  A.  J.  Macleane,  M.A. 
3^.  6d,     In  2  Parts  :  Odes,  2s.  ;  Satires  and  Epistles,  2s, 

JUVENAL:  SIXTEEN  SATIRES.  By  H.  Prior, 
M.A.     3J.  6d, 

MARTIAL:  SELECT  EPIGRAMS.  With  Life. 
By  F.  A.  Paley,  M.A.    4J.  6d, 

OVID  :  The  FASTI.    By  F.  A.  Paley,  M.A     3^.  6d. 

Books  I.  and  II.  in  i  vol.     is,  6d, 

Books  III.  and  IV.  in  i  vol.     is,  6d, 

Books  V.  and  VI.  in  i  vol.     is,  6d, 

SALLUST:  CATILINA  and  JUGURTHA.    With 

Life.     By  G.  Long,  M.  A. ,  and  J.  G.  Frazer.    3^.  (>d,    Catilina, 
2J.     Jugurtha,  2s, 

TACITUS:  GERMANIA  and  AGRICOLA.  By 
Rev.  P.  Frost.     2s.  td. 
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VIRGIL :  BUCOLICS,  GEORGICS,  and  iENEID, 
Books  I.-IV.    Abridged  from  Professor  Coningtoii*s  edition. 

iENEID,  Books  V.-XII.    4^.  6d. 

Also  in  9  separaU  volumes^  \s,  6d,  each. 

XENOPHON:    The  ANABASIS.    With  Life.     By^ 
Rev.  J.  F.  Macmichael.     y.  6d. 

Also  in  4  separate  volumes^  is,  6d.  each, 

The  CYROPiEDIA.    By  G.  M.  Gorham,  M.A* 

y.6d. 

— —  Books  I.  and  11.  in  i  voL     is,  6d, 

'  Books  V.  and  VI.  in  i  vol.     u.  6d, 

MEMORABILIA.      By  Percival  Frost,   M.A. 


A  GRAMMAR-SCHOOL  ATLAS  OF  CLAS- 
SICAL  GEOGRAPHY,  contftining  Ten  selected  Maps. 
Imperial  8vo.  31. 

Uniform  with  the  Series, 

THE  NEW  TESTAMENT,  in  Greek.  With 
English  Notes,  &c  By  Rev.  J.  F.  Macmichael..  4r.  6«/. 
Separate  parts,  St.  Matdi^w,  St.  Mark,  St.  Luke,  St.  John,. 
Acts,  (>d,  each,  sewed. 


CamtittDge  ^ceeft  anD  Hatin  Certs. 

These  Texts,  which  are  clearly  printed  at  the  Cambridge  Univer- 
sity Press,  on  good  paper,  and  bound  in  a  handy  form,  have  been 
reduced  in  price,  and  will  now  meet  the  requirements  of  masters 
who  wish  to  use  Text  and  Notes  separately. 

^SCHYLUS.     By  F.  A.  Paley,  M.A.     is. 

C-ffiSAR:    DE  BELLO  GALLICO.     By  G.  Long. 
M.A.     IX  6d, 

CICERO :  DE  SENECTUTE  et  DE  AMICITIA,  et 
EPISTOLiE  SELECTiE.     By  G.  Long,  M.A.     is,  6d, 

CICERONIS  ORATIONES.    Vol.  L  (in  Verrem.) 
By  G.  Long,  M.A.     2s,  6d, 
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HERODOTUS.    By  J.  G.  Blakesley,  B.D.     2  vols.^ 
each  2J.  6^« 

HOMERI    ILIAS.     I.-XII.     By  F.  A.  Paley,  M.A. 
If.  6d. 

HORATIUS.    By  A.  J.  Macleane,  M.A.     is.  Sd. 

JUVENAL  ET  PERSIUS.     By  A.  J.  Macleane, 
M.A.     IS,  6d. 

LUCRETIUS.    By  H.  A.  J.  Munro,  M.A.     2s. 

SALLUSTI    CRISPI    CATILINA     ET    JU- 

GURTHA.    By  G.  Long,  M.A     u.  6d, 

SOPHOCLES.    By  F.  A.  Paley,  M.A.     2s,  6d. 
TERENTI   COMCEDI^.     By  W.  Wagner,  Ph.D. 

2J. 

THUCYDIDES.    By  J.  G.  Donaldson,  D.D.    2  vols., 
each  zs, 

VERGILIUS.    By  J.  Conington,  MJL     2s. 

XENOPHONTIS    EXPEDITIO    CYRL      By 

J.  F.  Macmichael,  B.A.     ix.  6^. 

NOVUM    TESTAMENTUM     GRffiCE.     By 

F.  H.  Scrivener,  M.A.    4J.  6^.    An  edition  with  wide  maigin 
for  notes,  half  bound,  I2j. 
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CambriDge  Certs  \^\i^  iQotes. 

A  Selection  of  the  most  usually  read  of  the  Greek  and  Latin 
Authors,  Annotated  for  Schools,  Fcap.  Svo.  is.  6d, 
each,  with  exceptions. 

EURIPIDES.  ALCESTIS  —  MEDEA  —  HIPPO- 
LYTUS—HECUBA— BACCHifi— ION  (2j.  )— ORESTES— 
PHOENISSyE— TROADES-  HERCULES  FURENS— 
ANDROMACHE  — IPHIGENIA  IN  TAURIS— SUP- 
PLICES.     By  F.  A  Paley,  M.A,  LL.D. 

JESCHYLUS.  PROMETHEUS  VINCTUS— 
SEPTEM  CONTRA  THEBAS— AGAMEMNON— PERS^ 
— EUMENIDES— CHCEPHORCE.  By  F.  A.  Paley,  M.  A., 
LL.D. 

SOPHOCLES.  OEDIPUS  TYRANNUS—CEDIPUS 
COLONEUS— ANTIGONE— ELECTRA—AJAX.  By  F. 
A.  Paley.  M.A.,  LL.D. 

THUCYDIDES.  BOOK  IV.  By.  F.  A.  Paley, 
M.A.,  LL.D. 

XENOPHON.  HELLENICA.  BOOK  IL  By 
Rev.  L.  D.  Dowdall,  M.A. 

ANABASIS.     Edited  by  Rev.  J.  F.  MacmichaeL 

New  edition,  revised  by  T.  E.  Melhuish,  M.A.  In  6  vols. 
Book  I.  (with  Life,  Introduction,  Itinerary,  &c);  Books  II. 
and  III.  2x.  ;  Book  IV.,  Book  V,  Book  VI.,  Book  VIL 

HOMER  ILIAD.  BOOK  L  By  F.  A.  Paley, 
M.A.,  LL.D.     I  J. 

VI RGIL  (abridged  from  Conington's  edition).  BUCO- 
LICS :  GEORGICS,  2  parts  :  ^NEID,  9  parts. 

TERENCE.  ANDRIA— HAUTON  TIMORU- 
MENOS— PHORMIO— ADELPHOE.  By  Professor  Wag- 
ner, Ph.D. 

CICERO.  DE  SENECTUTE— DE  AMICITIA— 
EPISTOLiE  SELECTi€.     By  G.  Long,  M.A. 

OVID.     SELECTIONS.     By  A.  J.  Macleane,  M.A. 
Others  in  preparation. 

Critical  anD  annotateD  (ZEDition0. 

CICERO'S  MINOR  WORKS.  De  Officiis,  &c.  &c. 
With  English  Notes,  by  W.  C.  Tylor,  LL.D.  i2mo.  doth, 
3f.  6^. 
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VIRGIL'S  AENEID.  With  English  Notes,  by 
C.  Anthon,  LL.D.  Adapted  for  use  in  English  Schools  by  the 
Rev.  F.  Metcalfe,  M.  A     New  Edition,     i2mo.  7j.  (>d. 

BEATSON'S    PROGRESSIVE   EXERCISES   ON 

THE    COMPOSITION    OF  GREEK  IAMBIC  VERSE, 

i2mo.  cloth,  3J. 
iDAWSON'S   GREEK-ENGLISH    LEXICON    TO 

THE  NEW  TESTAMf:NT.     New  EdUion,  by  Dr.  Tylor. 

8vo.  cloth,  9J. 

NOVUM  TESTAMENTUM  GRffiCE.    Textus 

Stephanici,  1550.  Accedunt  varise  Lectiones  editionum  Bezse, 
Elzeviri,  Lachmanni,  Tischendorfii,  Tregellesii,  curante 
F.  H.  Scrivener,  M.A.  4f.  6d,  An  Edition  with  wide  margin 
for  MS.  Notes,  4to.  half-bound  morocco,  12s. 

Textiis  Stephanici,  a.d.  1550,  Cum  variis  Lec- 

tionibus  Editionum  Bezse,  Elzeviri,  Lachmanni,  Tischendorfii, 
Tregellesii,  Westcott-Hortii,  Versionis  Anglicanse  Emendato- 
rum,  Curante  F.  H.  A.  Scrivener,  A.M.,  D.C.L.,  LL.D., 
Accedunt  Parallela  S.  Scriptune  Loca.  Small  post  8vo.  cloth, 
pp.  xvi.-598,  7 J.  6d. 

Editio  Major  containing^  in  addition  to  the  matter  in  the 
other  Editiony  the  Capitula  {ntajora  et  minora)  and  the  Euseinan 
Canonsy  the  various  Readings  of  Westcott  and  Horty  and  those 
adopted  by  the  Revisers  ;  also  a  revised  and  much-enlarged  series 
of  Referenees, 

VALPVS.      For  the  use  of  Schools.     i2mo. 


cloth,  5/. 

Edited  by  Rev.    Macmichael.      See  Grammar 


School  Classics, 

^tuDentis'  (ZEDition0  of  tbe  (Gospels  anD 
tbe  act0. 

Crown  %fVO,  cloth. 

THE    GOSPEL    OF    S.    MATTHEW.     The 

Greek  Text,   with  Critical,   Grammatical,   and   Explanatory 
Notes,  &c.,  by  the  late  Rev.  W.  Trollope,  M.A,  re-edited  l^ 
the  Rev.  W.  H.  Rowlandson,  M.A.     5^. 
A  2 
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GOSPEL  OF  S.  MARK.  The  Greek  Text,  with 
Critical,  Grammatical,  and  Explanatory  Notes,  Prolegomena, 
&c.,  by  Rev.  W.  H.  Rowlandson,  M.A.     4J.  6d, 

GOSPEL  OF  S.  LUKE.  The  Greek  Text,  with 
Critical,  Grammatical,  and  Explanatory  Notes,  &c ,  by  the  late 
Rev.  W.  Trollope,  M.A.,  revised  and  re-edited  by  the  Rev. 
W.  H.  Rowlandson,  M.A.     5j. 

ACTS  OF  THE  APOSTLES.    The  Greek  Text, 

with  Critical,  Grammatical,  and  Explanatory  Notes,  and  Exami- 
nation Questions,  by  Rev.  W.  Trollope,  M.A.,  re-edited  and 
revised  by  the  Rev.  G.  F.  Browne,  M.A.     5j. 


iLatin« 

BEDFORD'S   PROPRIA  QUiE  MARIBUS;    or, 

Short  Rules  for  the  Genders  of  Latin  Nouns,  and  a  Latin 
Prosody.     i2mo.  \s, 

BOSSUT'S  LATIN  WORD  BOOK;  or,  First  Step 
to  the  Latin  Language.     i8mo.  u. 

LATIN  PHRASE  BOOK.     i8mo.  is. 

FLORILEGIUM   POETICUM.     A  Selection  of 
Elegiac  Extracts  from  Ovid  and  Tibullus.     New  edition^  greatly 
enlarged  with  English  Notes.    By  the  Rev.  P.  Frost,  M.A- 
Fcap.  8vo.  2x. 

GRADUS  AD  PARNASSUM ;  sive  novus  sinony- 
morum,  epithetorum,  versuum,  ac  phrasium  poeticarum, 
thesaurus.    Neiv  editum.     By  G.  Pyper.     i2mo.  doth,  ^s» 


BY  VALPY.     Whittaker's   Improved  edition. 

Latin  and  English.     New  edition.     Royal  i2mo.  7^.  6d, 

PENROSE'S  (REV.  JOHN)  Easy  Exercises  m 
Latin  Elegiac  Verse.     New  edition.     i2mo.  cloth,  zr. 

Key  to  ditto,  for  Tutors  only,  3X.  6d. 

STODDART'S  NEW  DELECTUS;  or,  Easy  Steps 
to  Latin  Construing.  For  the  use  of  Pupils  commencing  the 
Lan^age.  Adapted  to  the  best  Latin  Grammars,  with  a 
Dictionary  attached.     New  edition,     i2mo.  41. 


t 
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atlases^ 

LONG'S  ATLAS  OF  CLASSICAL  GEOGRAPHY. 

Contiining  Twenty-four  Maps.  .  Constructed  liy  William 
Hughes,  F.R.G.S.,  and  Edited  by  George  Long,  M.A.  New 
edition^  with  Coloured  Outlines,  and  an  Index  of  Places. 
Royal  8vo.  df. 
LONG'S  GRAMMAR  SCHOOL  ATLAS  OF  CLAS- 
SICAL  GEOGRAPHY.  Containing  Ten  Maps,  selected  froitt 
the  larger  Atlas.  Constructed  by  W.  Hughes,  F.R.G.S.,  and 
edited  by  George  Long,  M.A.  New  edition^  with  Coloured 
Outlines.     Roysd  8vo.  3j. 

^nglisf)  Language  anD  e^iscellaneous. 

ALLEN      AND      CORNWELL'S      SCHOOL 

GRAMMAR.     Cloth,  ix.  grf. 
GRAMMAR  FOR  BEGINNERS.     Cloth,  is. 

BELL'S  MODERN  READER  AND  SPEAKER.  A 
Selection  of  Poetry  and  Prose,  from  the  Writings  of  Eminent 
Authors.     i2mo.  3^.  6^. 

DUNCAN'S  ENGLISH  EXPOSITOR;  or, Explana- 
tory Spelling-book.  Containing  an  Alphabetical  Collection  of 
all  the  most  useful,  proper,  and  elegant  words  in  the  English 
language,  divided  into  Syllables,  and  properly  accented.  New 
edition,     i2mo.  u.  (kU 

LATHAM'S  (R.  G.)  DICTIONARY  OF  THE 
ENGLISH  LANGUAGE.  Abridged  and  condensed  into  one 
volume.     Svo.  cloth,  14J. 

MACKAY  (C.)  A  DICTIONARY  OF  LOWLAND 
SCOTCH.  By  Charles  Mackay,  LL.D.  With  an  Introduc- 
tory Chapter  on  the  Poetry,  Humour,  and  Literary  History  of 
the  Scottish  Language,  and  an  Appendix  of  Scottish  Proverbs^ 
Large  post  Svo.  cloth,  Ts,  6d,  half  tx)und,  &r.  6^. 

A  handy  and  original  Vocabulary  of  the  Scottish  Language. 
All  words  are  fully  explained,  and  their  various  uses  and  signifi- 
cance are  illustrated  by  ample  citations  from  old  ballads,  legends 
and  classic  authors,  from  Allan  Ramsay  to  Bums  and  Scott. 

SELECTED  POEMS  AND  SONGS  OF 

CHARLES  MACKAY,  LL.D.  With  a  Commendatory  and 
Critical  Introduction  by  Eminent  Writers.  Wide  foolscap  Svo. 
half  cloth  boards,  u.  6d,     Sewed,  is. 
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V^EBSTER'S  DICTIONARY  OF  THE  ENGLISH 
LANGUAGE.  Induding  Scientific  Tedurica],  and  Biblical 
Words  and  Tenns.  New  edition,  with  Supplement  of  over 
4,600  New  Words  and  Meanings.  4to.  cloth,  i/.  \s, ;  half-calf, 
I/.  lOr. 

With  Appendices.      New  edition,     410.  doth, 


£\  11/.  td,  ;  half-calf,  2/. 


SHAKESPEARE'S  PLAYS,  with  Text  and  Intro- 
duction in  English  and  German.  Edited  by  C.  Sachs,  Prof. 
Ph.  D.    8vo.  doth,  each  Play  or  Number,  \od. 

Now  Ready  : 
I.  Julius  Caesar.  1    10.  King  Richard  II. 

a.  Romeo  and  Juliet.  11.  King  Henry  IV.     I. 

3.  King  Henry  VIIL  12.         „         „  II. 

4.  King  Lear  ,   13.  King  Henry  V. 

5.  Othdlo.  14.  King  Richard  III. 


•6.  Hamlet. 

7.  A  Midsummer  Night's 

Dream. 
S.  Macbeth. 
9.  King  John. 


15.  Cymbeline. 

16.  Coriolanus. 

17.  Antony  and  Cleopatra. 

18.  Merchant  of  Venice. 


19.  Much  Ado  about  Nothing. 

Others  to  follow, 

''This  edition  will  be  quite  a  godsend  to  grown-up  students  of  either 
Un^UAge,  for  the  ordinary  class  reading  books  are  too  childish  to  arrest 
thev  attention.  The  parallel  paging  saves  the  labour  of  using  a  dictioaary, 
and  the  series  is  so  low  in  price  as  to  place  it  within  the  reach  of  alL" 

SahtftUg^  Rgviem. 

cSHAKESPEARE  REPRINTS,  i.  King  Lear. 
Parallel  Texts  of  Quarto  I  and  Folio  i.  Edited  by  Dr.  W. 
Victor,  of  Marburg.     Square  i6mo.  doth,  jx.  6d. 

TAe  texts  of  the  first  quarto  and  folio,  with  collaiions  from  the 
later  quartos  and  folios,  are  here  printed  in  a  compact  and  con- 
venient  volume,  intended  as  a  class-book  in  the  University, 


ai^t0ceUaneous!  €Ducational  iBoofts. 

BIBLIOGRAPHY  OF  EDUCATION.    Hints 

toward  a  Sdect  and  Descriptive  Bibli(^raphy  of  Education. 
Arranged  by  Topics,  and  Indexed  by  Authors.  By  G.  Stanley 
Hall,  Professor,  John  Hopkins  UniTersity,  and  John  M. 
Mansfield.     Post  Svo.  cloth,  pp.  xvi.-j09,  is,  6d, 
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CHEPMELL'S  (REV.  DR.)  SHORT  COURSE 
OF  GRECIAN,  ROMAN,  AND  ENGLISH  HISTORY. 
New  edition.     i2mo.  5^.     Questions  on,  i2mo.  \s, 

COLTON  (B.  P.)  ELEMENTARY  COURSE  OF 
PRACTICAL  ZOOLOGY.  By  B.  P.  Colton,  A.M. ,  Instructor 
in  Biology,  Ottawa  High  School.  Crown  8vo.  cloth,  pp.  xiv.- 
182,  4r.  6«/. 

CORN  WELL'S  SCHOOL  GEOGRAPHY.    3^.  6^. 

With  Thirty  Maps  on  Sted,  5^.  d^/. 

GEOGRAPHY    FOR     BEGINNERS.       \s. 


With  Questions,  \s,  4^. 

DURHAM  UNIVERSITY  CALENDAR,  with 
Almanack.     Cloth,  u.  (id,  [Published  annually, 

JOYCE  (P.  W.)  A  HANDBOOK  OF  SCHOOL 
MANAGEMENT  AND  METHODS  OF  TEACHING. 
By  P.  W.  Joyce,  LL.D.,  &c.  i  Uh  edition^  revised.  Cloth,  3^.  6</. 

NATURE    READERS.     Seaside    and    Wayside. 
No.  I.  By  Julia  McNair  Wright.  Cloth,  u.  6^.  [fust  published^ 
The  first  of  a  Series  of  Primary  Readers  for  young  children. 
It  treats  of  crabs,  wasps,  spiders,  bees,  and  some  univalve- 
molluscs. 

PINNOCK'S  HISTORY  OF  ENGLAND.  Froi» 
the  Invasion  of  Julius  Caesar.  With  a  Biographical  and  His- 
torical Dictionary.  Questions  for  Examination,  Genealogicall 
Tables,  Progress  of  Literature  and  the  Constitution,  &c.  Illus- 
ted.  Continued  by  the  Rev.  W.  H.  Pinnock,  LL.D.  New 
edition,    i2mo.  dr. 

' HISTORY  OF  GREECE.    With  an  Introduc- 

tion  on  the  Natural  and  Political  Geography  of  Greece,  Dic- 
tionary of  Difficult  Terms,  Questions  for  Examination,  Genea- 
logical Tables,  &c.  Illustrated.  By  Dr.  W.  C.  Taylor.  Neof 
editum,     i2mo.  5^*.  (id, 

HISTORY  OF  ROME.  With  an  Introduc- 
tion, the  Geography  of  the  Roman  Empire.  Notices  of  the 
Roman  Manners,  and  Illustrations,  Questions  for  Examination, 
Chronological  Index,  &c  Illustrated.  ^  Dr.  W.  C  Taylor. 
New  edition,     i2mo.  $s.  6d, 
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PINNOCK'S  CATECHISMS  OF  THE  ARTS, 
SCIENCES,  AND  LITERATURE.  Whittaker's  Improved 
Editions.  Illustrated  with  Maps,  Plates,  and  Woodcuts,  care- 
fully re-edited.     i8mo.  price  pi  each. 

HISTORY.— Modem— Ancient— Universal— Bible  and  Gos- 
pel — Scripture —  Chronology —  England — Scotland —  France- 
America — Rome — Greece — ^Jews. 

GEOGRAPHY.— Ancient— Modem,  Improved  Edition- 
Modem,  Original  Edition — Sacred — England  and  Wales— Use 
•of  the  Globes. 

GRAMMAR— English— French— German— Italian— Latin 
— Spanish — Greek:  Part  I.  Accidence.  Part  II.  Syntax  and 
Prosody — Hebrew. 

MATHEMATICS,  &c.— Algebra  (two  Parts)— Arithmetic 
— ^Gcometry — Navigation — Land  Surveying. 

RELIGION.— Religion— Natural  Theology— Scripture  His- 
tory— Bible  and  Gospel  History. 

FINE  ARTS,  &c— Architecture— Drawing— Perspective- 
Music — Singing. 

LITERATURE.—  Mythology—  Rhetoric—  Logic—  British 
Biography — Classical  Biography. 

MISCELLANEOUS.— First  Catechism— General  Know- 
ledge— Intellectual  Philosophy — Agriculture — English  Law- 
Heraldry — Medicine — Moral  and  Social  Duties — Trade  and 
Commerce. 

SCHLEYER'S  GRAMMAR,  with  Vocabularies  of 
Volapuk  (the  Language  of  the  World),  for  all  Speakers  of  the 
English  Language.  Second  (greatly  Revised)  Edition.  By 
W.  A.  Seret,  Certificated  Teacher  of  the  Universal  Language. 
Crown  8vo.  pp.  420,  sewed,  5^.  6d. ;  cloth,  6j.  6d. 

SHUMWAY(E.S.)  A  DAY  IN  ANCIENT  ROME. 

With  numerous  Illustrations.     By  Edgar  S.   Shumway,   Pro- 
fessor, Rutger's  College,  New  Brunswick.    Small  4to.  cloth,  51. 

WATTON'S  ORIGINAL  AIDS  TO  EDUCATION. 

Hand-series  of  Tablets,  in  Stiff  Covers,  yl.  each. 


Leading  Events  of  General  His- 
tory. 

Chief  Events  of  Old  Testament 
History. 


Chief  Evente  of  New  Testament 

History. 
Prophecies  and  other  Scripture 

Subjects. 
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•Chief  Events  of  Grecian  History. 
•Chief  Events  of  Roman  History. 
Chief  Events  of  Eastern  Empire. 
Chief  Events  of  German  History. 
Chief  Events  of  English  History. 
•  Chief  English  Battlesand  Results. 
•Chief  Events  of  Scottish  History. 
Chief  Events  of  French  History. 
Chief  Events  of  Prussian  History. 
Chief  Events  of  Russian  History. 
Eminent  Men  of  Modem  Times. 
Chief  Events  of  Church  History. 


The  Linnaean  System  of  Botany. 

Natural  History — Zoology. 

Natural  Philosophy. 

Principles  of  Grammatical  Analy- 
sis, with  Examples. 

Guide  to  English  Parsing,  with 
Examples. 

Abstract  of  Heathen  Mythology. 

Word  Formation — Saxon,  La- 
tin, and  Greek  Prefixes,  with 
Examples. 

Chief  Grecian  and  Roman  Battles 


.Natural  System  of  Botany.  and  Results. 

LARGE  TYPE  SERIES  OF  TABLETS 

.(20  by  23  inches),  embracing  Historical,  Geographical,  and  other 
Subjects,  4^/.  each,  for  suspension. 

WATTON'S  SKELETON  EXERCISE  BOOKS. 

For  History,  Geography,  Biography,  Analysis,  Parsing,  and 

Chronology,  with  Script  Headings  and  Specimen  Page.     Price 

regulated  by  the  thickness  of  the  books,  \s,  and  2s,  each. 

.Also  now  ready,  a  filled  Biographical  Exercise  Book,  2  Series,  each  \s. 

Charts  systematically  arranged  with  date  words,  60  pages, 

cloth,  I  J.     Selected  Descriptive  Poetry,  u. 

'Object  Lessons,  Nos.  i,  2,  3,  and  4,  32  p.,  in  stiff  covers,  2d,  each. 


^cliool  anD  Onitiersitp  analpses^ 

By  the  Rev.  Dr.  Pinnock. 

AN  ANALYSIS  OF  SCRIPTURE  HIS- 
TORY ;  Intended  for  Readers  of  Old  Testament  History,  and 
the  University  Examinations ;  with  Maps,  Copious  Index,  and 
Examination  Questions.     i8mo.  cloth,  3/.  dd, 

AN  ANALYSIS  OF  NEW  TESTAMENT 
HISTORY;  Embracing  the  Criticism  and  Interpretation  of 
the  original  Text;  with  Questions  for  Examination.^  i8mo. 
cloth,  4J. 

AN  ANALYSIS  OF  ECCLESIASTICAL 
HISTORY;  From  the  Birth  of  Christ,  to  the  Council  of 
Nice,  A.D.  325.     With  Examination  Questions.     i8mo.  cloth» 
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ANALYSIS  OF  ENGLISH  CHURCH  HIS- 

TORY  ;  comprising  the  Reformation  period,  and  subsequent 
events ;  with  Questions  of  Examination,  espedally  intended  for 
the  Universities  and  Divinity  Students  in  generaL  iSmo.  cloth, 

A    SHORT   ANALYSIS   OF   OLD   TESTA^ 

MENT  HISTORY.  With  Questions  for  Schools.  i8mo. 
cloth,  IS,  6d, 

A  SHORT  ANALYSIS  OF  NEW  TESTA- 
MENT HISTORY.  With  Questions  for  Schools.  i8mo. 
cloth,  IS.  6d, 

arithmetic. 

PINNOCK'S  ARITHMETICAL  TABLES  OF 
MONEY,  WEIGHTS,  AND  MEASURES.  With  Questions- 
for  Examination,  and  Explanatory  Notes,  &c.     l8mo.  3^. 

FIRST    CIPHERING    BOOK.      Containing 

Easy  Exercises  in  the  First  Rules  of  Arithmetic  4to.  sewed,  u . 

RYAN'S  CIVIL  SERVICE  ARITHMETICAL 
EXAMINATION  PAPERS,     By  L.  J.  Ryan.     Cloth,  2J. 

Key  to  Ditto,     is.  6d. 

SONNENSCHEIN         AND         NESBITT'S- 

ARITHMETIC.  The  Science  and  Art  of  Arithmetic  for  the 
use  of  Schools.  Post  8vo.  5x.  6d.  Or  separately,  Part  I. — 
Integral.  2s,  6d,  Parts  II.  and  III.— Fractional  and  Approxi- 
mate Calculations.  5^.  6d,  Answers  to  the  Exercises,  is.  6d. 
Exercises  separately.     Part  I.    ix. ,  Parts  II.  and  III.    u.  3/. 

A  B  C  OF  ARITHMETIC.    Teacher^s  Book^ 

Nos.  I  and  2,  each  u.     Exercise  Book,  Nos.  I  and  2,  each  41/. 

WALKINGAME'S  TUTOR  ASSISTANT 
(ERASER'S).  Being  a  Compendium  of  Arithmetic  and  a. 
Complete  Question  Book.     i2mo.  2s.     Key,  5^. 


EUCLID,  THE  FIRST  BOOK  OF.  With  an  In- 
troduction and  Collection  of  Problems  for  the  use  of  Schools*. 
By  J.  M.  Wilson,  M.  A.    2nd  edttion,  4to.  2x. 
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EUCLID,  THE  FIRST  SIX  BOOKS,  together  with . 
the  ELEVENTH  and  TWELFTH.      From  the  Text  of  Dr. 
Simson.    Ntw  edition ^  revised  and  corrected  by  S.  Maynard. 
iSmOb  4J. 


MODERN  LANGUAGES. 

BARRERE  (A.)  PROFESSOR,  R.M.A.  Woolwich. 
PRECIS  OF  COMPARATIVE  FRENCH  GRAMMAR 
AND  IDIOMS,  and  Guide  to  E^caminations.  Cloth.  Second 
edition^  revised^  y»  6d, 

JUNIOR  GRADUATED  FRENCH  COURSE 

affording  materials  for  Translation,  Grammar,  and  Conversa- 
tion. Being  an  introduction  to  the  Graduated  French  Course. 
Cloth,  IS.  6d. 

ELEMENTS    OF    FRENCH    GRAMMAR 

AND  FIRST  STEPS  IN  IDIOMS.  With  numerous 
Exercises  and  a  Vocabulary,  being  an  Introduction  to  the 
Precis  of  Comparative  Frencli  Grammar.  Crown  8vo.  cloth,  2j. 

BELLENGER'S  MODERN  FRENCH  CONVER- 
SATION. Containing  Elementary  Phrases  and  New  Easy 
Dialogues,  in  French  and  English,  on  the  most  familiar  sub- 
jects.    i2mo.  2x.  6d, 

BOSSUT'S  FRENCH  WORD   BOOK.    i8mo.  is. 

FRENCH   PHRASE  BOOK.     i8mo.  is. 

BOWER.  PUBLIC  EXAMINATION  FRENCH 
READER.     See  ExamimUicn  Series. 

DELILLE'S  FRENCH  GRAMMAR.  In  Two 
Parts.  I. — ^Accidence.  II. — Syntax,  written  in  French,  with 
Exercises  conducive  to  the  speaking  of  the  French  Language^. 
&c.     i2mo.  5^.  dd.    Key,  3^. 

EASY  FRENCH  POETRY  FOR  BEGIN- 
NERS ;  or,  Short  Selections  in  Verse  on  a  Graduated  Plan  for- 
the  Memory.    With  English  Notes.     i2mo.  2s. 
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DELILLE'S  MODELES  DE  POESIE  FRANCAIS. 
With  Treatise  on  French  Versification.  New  edition,  X2ido. 
dr. 

REPERTOIRE  DES  PROSATEURS  FRAN- 

CAIS.      With    Biographical    Sketches,    &c.      New   edttiw, 
i2mo.  dr.  6d. 

MANUEL  ETYMOLOGIQUE ;  or,  an  Inter- 

pretative  Index  of  the  most  recurrent  Words  in  the  French 
Language.     lamo.  2s,  6d, 

BEGINNERS     OWN     FRENCH     BOOK. 


Being  a  Practical  and  Easy  Method  of  Learning  the  Elements 
of  the  French  Language.     i2mo.  cloth,  2s,     Key,  2J, 

DES  CARRIERE'S  FRENCH  IDIOMATICAL 
PHRASES    AND    FAMILIAR    DIALOGUES.     Square, 

y.6d. 

HISTOIRE  DE  FRANCE,  DEPUIS 

L'ETABLISSEMENT  DE  LA  MONARCHIE.  Continuce 
jusqu'au  r^tablissement  de  TEmpire  sous  Napoleon  III.,  par 
C.  J.  Delille.    i2mo.  ys, 

DUVERGER'S  COMPARISON  BETWEEN  THE 
IDIOMS,  GENIUS,  AND  PHRASEOLOGY  OF  THE 
FRENCH  AND  ENGLISH  LANGUAGES.  New  edUi^m, 
i2mo.  4r.  (id, 

•GASC  (F.  E.  A.)  AN  IMPROVED  MODERN 
POCKET  DICTIONARY  OF  THE  FRENCH  AND 
ENGLISH  LANGUAGES.  New  ediiion,  i6mo.  doth, 
2s,  6d,    Also  in  2  vols,  in  neat  leatherette,  Ss,   - 

MODERN  FRENCH-ENGLISH  AND  ENG- 
LISH-FRENCH DICTIONARY.  New  edition,  revised. 
In  I  vol.  8vo.  lar.  (id, 

HAMEL'S  NEW  UNIVERSAL  FRENCH  GRAM- 
MAR.    New  Edition,     i2mo.  4/. 

GRAMMATICAL  EXERCISES  UPON  THE 

FRENCH  LANGUAGE.    New  edition,    i2mo.  4J.    Key,  y, 

FRENCH  GRAMMAR  AND  EXERCISES. 


New  edition,     i2mo.  55.  (>d,     Yjty,  4s, 

XEVIZAC'S  DICTIONARY  OF  THE  FRENCH 
AND  ENGLISH  LANGUAGES.  New  edition,  by  N.  Lam- 
bert.    i2mo.  dr.  dd. 
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MARVEL,  C.    HISTOIRE  ANECDOTIQUE  DE 

L'ANGLETERRE.     French  and  English  on  opposite  pages. 

2S. 

l^UGENT'S  POCKET  DICTIONARY  OF  THE 
FRENCH  AND  ENGLISH  LANGUAGES.  New  edition, 
revised  by  J.  C.  J.  Tarver,     Pearl  edition^  41.  M. 

OLLENDORFS  (Dr.  H.  G.)  NEW  METHOD 
OF  LEARNING  TO  READ,  WRITE,  AND  SPEAK 
A  LANGUAGE  IN  SIX  MONTHS.  Adapted  to  the 
French.     New  edition.     i2mo.  6j.  6^.     Key,  8vo.  yj. 

PRACTICAL  COMMERCIAL  CORRESPON- 

DENCE.    See  Miscellaneous. 


aaibittafeet's  (!Erammation  %zxm. 

THE   PUBLIC   EXAMINATION   FRENCH 

READER.    With  a  Vocabulary  to  every  extract,  suitable  for 

all  Students  who  are  preparing  for  a  French  Examination.     By 

A.   M.  Bower,  F.R.G.S.,  late  Master  in  University  College 

School,  &C.     Cloth,  3J.  (id. 

"  The  book  is  a  very  piactical  and  useful  one,  and*  it  must  prove  very  handy 

Yor  students  who  are  preparing  for  a  French  examination,  the  persons  for  whose 

special  aid  it  has  been  specially  provided.    It  would  also  serve  admirably  for  use 

•in  schools  as  a  class  boolc."-  S$hoolmaster. 


WL^\\x^t€%  JFrencb  Series!. 

For  the  use  of  Schools  and  Private  Students.  Edited  by 
.A.  Barr^re,  Prof.  R.M.A.  Woolwich,  &c.,  and  others.  Each 
number  with  a  literary  Introduction  and  Arguments  in  English, 
foot-notes  explaining  the  more  difficult  passages,  and  translations 
•of  the  idiomatic  expressions  into. the  corresponding  English  idioms. 

Fcap.  8vo.,  each  number,  sewed,  6^.  ;  cloth,  9</. 

Now  Ready : — 

1.  SCRIBE.     LE  VERRE  D'EAU.     Barr^re. 

2.  MOLIERE.     LE  BOURGEOIS  GENTILHOMME.    Gasc 

3.  MOLIERE.     L'AVARE.     Gasc. 

4.  SOUVESTRE.     SOUS  LA  TONNELLE.     Desages. 

5.  MOLIERE.     LE  MISANTHROPE.     Gasc. 
^.  GALLAND.     ALI   BABA,     Clare. 
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7.  CORNEILLE.    LE  CID.     Gasc. 

8,  9.  LAMARTINE.     JEANNE  D'ARC.     Barrere. 
10,  II.  PIRON.     LA  METROMANIE.    Delbos. 
12.  RACINE.     ANDROMAQUE.     Gasc. 

Others  to  follow. 


<2En0U0b  Botes. 

Fcap.  %vo.  cloth. 

AVENTURES  DE  TELEMAQUE.    Par  Ffo^ 
Ion.  Netti  edition.  Edited  and  revised  by  C  J.  Delille.  ».  6d. 

HISTOIRE  DE  CHARLES  XII.    Par  Voltaire. 

Niw  edUiou.    E^ted  and  revised  by  L.  Direy.     is,  6d, 

PICCIOLA.   ParX.  B.  Saintine.   New  edition.  Edited 
and  revised  by  Dr.  Dubuc.     is,  6d, 

SELECT  FABLES  OF  LA  FONTAINE.  New 

Litton,    Edited  by  F.  Gasc,  M.A.     is.  6d. 


Wibittakef^  Secies  of  a^oDern  iTrenc^^ 

9utI)OC0. 

fV/TIf  JNTRODUCIION  AND  NOTES. 
For  Beginners, 
LA  BELLE  NIVERNAISE.    Histoire  d'un  vieux 
bateau  et  de  son  Equipage.      By  Alphonse  Daudet.     With  6- 
illustrations.     Edited  by  James  Bolelle,  Senior  French  Master 
at  Dulwich  College.     2s,  6d,  [Ready, 

For  Advanced  Studenls. 
BUG   JARGAL.      By  Victor  Hugo.      Edited  by 
James  Bolelle,  Senior  French  Master  at  Dulwich  College,     ^s. 
Others  to  follow,  [Ready. 
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aecman. 

PLUGEL'S  COMPLETE  DICTIONARY  OF  THE 
GERMAN  AND  ENGLISH  LANGUAGES.  Comprising 
the  German  and  English,  and  English  and  German.  Adapted 
to  the  English  Student,  with  great  Additions  and  Improvements. 
By  C.  A.  Felling,  A.  Heimann,  and  J.  Oxenford.  New  edition. 
2  vols.  8vo.  i/.  is. 


ABRIDGED    GERMAN    AND    ENGLISH, 

AND  ENGLISH  AND  GERMAN  DICTIONARY. 
Carefully  compiled  from  the  London  Edition  of  Fliigers  larger 
Dictionary.  By  C.  A.  Felling  and  J.  Oxenford.  New  edition. 
Royal  i8mo.  dr. 

<jRENFELL'S  ELEMENTARY  GERMAN  EX- 
ERCISES. Part  I.  Adapted  to  the  Rugby  School  German 
Accidence.     i2mo.  u.  td, 

OLLENDORFF'S  (Dr.  H.  S.).  NEW  METHOD 
OF  LEARNING  TO  READ,  WRITE,  AND  SPEAK  A 
LANGUAGE  IN  SIX  MONTHS.  Adapted  to  the  German. 
New  edition.     Crown  8vo.  ys.    Key,  8vo.  js. 

^WHITTAKER'S    COURSE    OF     MODERN 

GERMAN.  By  F.  Lange,  Ph.D.,  Professor,  R.M.A  Wool- 
wich, Examiner  in  German  to  the  College  of  Preceptors,  London ; 
Examiner  in  German  at  the  Victoria  University,  Manchester, 
and  J.  F.  Davis,  M.  A.,  D.Lit.     Extra  fcap.  8vo.  cloth. 

[In  preparation. 

Jl  CONCISE  GERMAN  GRAMMAR.  With  especial  refe- 
rence to  Phonol(^,  Comparative  Philology,  English  and  Ger- 
man Correspondences,  and  Idioms.  By  Frz.  Lange,  Ph.D., 
Professor  at  the  Royal  Military  Academy,  Woolwich.  In  three 
Parts.     Part  I.,  Elementary,  2j. 

ELEMENTARY  GERMAN  READER.  A  Graduated  Col- 
lection  of  Readings  in  Prose  and  Poetry.  With  English  Notes 
and  a  Vocabulary.     By  F.  Lange,  Ph.D.     is,  6d. 

J^DVANCED  GERMAN  READER.  A  Graduated  Collection 
of  Readings  in  Prose  and  Poetry.  With  English  Notes  and  a 
Vocabulary.  By  F.  Lange,  Ph.D.  and  J.  F.  Davis,  M.A., 
D.Lit.  [Nearly  ready. 

PROGRESSIVE     GERMAN    EXAMINATION 

COURSE.     In  Three  Parts.     By  F.   Lange,   Ph.D.,   Prof. 

R.M.A,  Woolwich,  Examiner  in  German  to  the  Collie  of 

Preceptors. 

Comprising  the  Elements  of  German  Grammar,  an  Historical 
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Sketch  of  the  Teutonic  Languages,  English  and  German  Corre- 
spondences, Materials  for  Translation,  Dictation,  Extempore^ 
Conversation  and  complete  Vocabularies. 

1.  ELEMENTARY  COURSE.    Cloth,  2f. 

2.  INTERMEDLVTE  COURSE.     Cloth,  2J. 

3.  ADVANCED  COURSE.  Second  revised  edition.  Cloth^ 

"  We  cordially  commend  it  as  a  useful  help  to  examiners,  who  will  find  it  wel> 
adapted  to  their  n/o^&."— Practical  Teacher. 

In  Preparaium, 

GERMAN  CONVERSATIONAL  DICTION- 
ARY. A  Guide  to  Modern  German  Conversation.  For  the- 
Every-day  Purposes  of  Travellers  and  Students.  By  G.  May 
and  J.  F.  Davis,  M.A.,  D.Lit.  [In  press ^ 


Ci([lbittafcer^0  (i^erman  Classics,  tDit{» 
^nglisb  Botes^ 

Fcap,  Svo.  dotJi, 

GERMAN  BALLADS.  From  Uhland,  Goethe^ 
and  Schiller.  With  Introductions  to  each  Poem,  copious. 
Explanatory  Notes,  and  Biographical  Notices.   By  C.  Bielefeld. 

GOETHE'S    HERMANN      AND    DOROTHEA. 

With  Short  Introduction,  Argument,  and  Notes  Critical  and 
Explanatory.    By  Ernest  Bell  and  E.  Wolfel.     u.  6rf. 

SCHILLER'S  MAID  OF  ORLEANS.  With  Intro- 
duction and  Notes.    By  Dr.  Wagner,     u.  (yd. 


MARIA  STUART.      With   Introduction  and 


Notes.    By  V.  Kastner,  M.A.     u.  bd. 


WALLENSTEIN.  Complete  Text.  New- 
edition.  With  Notes,  Arguments,  and  an  Historical  and 
Critical  Introduction.  By  C.  A.  Buchheim,  Professor,  Ph.D.^ 
5J.  Or  separately— Part  I.— THE  LAGER  AND  DIE  PIC- 
COLOMINI.  2J.  6^.  Part  II.— WALLENSTEIN'S  TOD. 
^5,td. 
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SiQ^tttafcet^iS  ^ene0  of  a^ooetn  (S^etman 
aut^ots. 

With  Introduction  and  Notes,  Edited  by  F,  Lange,  Ph.D., 
Professor^  Royal  Military  Academy ^  Woolwich, 

The  attention  of  the  heads  of  Colleges  and  Schools  is  respectfully 
directed  to  this  new  Series  of  ''Modern  German  Authors'' 
which  is  intended  to  supply  the  much-felt  want  of  suitable  Reading 
Books  for  English  Students  of  German  who  have  passed  through 
the  preliminary  stages  of  fables  and  anecdotes. 

To  those  who  wish  to  extend  their  linguistic  and  grammatical' 
knowledge,  these  volumes  will  afford,  in  one  respect,  a  great 
advantage  over  those  of  an  earlier  period,  presenting,  as  they  do, 
the  compositions  of  the  best  living,  or  only  recently  deceased 
authors.  The  Notes,  besides  etymological  and  other  explanations, 
will  contain  many  useful  idiomatic  expressions  suggested  by  the  text, . 
and  worth  committing  to  memory. 

FIRST  SERIES. 

For  Beginners.  Edited,  with  a  Grammatical  Introduction,. 
Notes,  and  a  Vocabulary,  by  F.  Lange,  Ph.D.,  Professor,  R.M.A. 
Woolwich,  Examiner  in  German  to  the  College  of  Preceptors, 
and  H.  Hager,  Ph.D.,  Examiner  in  German  to  the  London, 
University. 

KEY'S  FABELN  FUR  KINDER.     Illustrated  by  O.  Speckter. 

Edited,  with  an  Introduction,  Grammatical  Summary,  Words, 

and  a  complete  Vocabulary.     By  F.  Lange,  Ph.D.,  Professor. 

is.6d. 
The  Same,  with  a  Phonetic  Introduction,  Phonetic  Transcription  of 

the  Text.    By  F.  Lange,  Professor,  Ph.D.     zs. 

BECHSTEIN'S  MARCHENBUCH.  Illustrated  by  L.  Richter. 
Edited  by  H.  Hager,  Ph.D.  [In  press. 

SECOND  SERIES. 

For  Intermediate  Students.  Edited,  with  a  Biogra- 
phical Introduction,  Notes,  and  a  complete  vocabulary,  by  F. 
Lange,  Ph.D.,  Professor,  and  H.  Hager,  Ph.D. 

DOKTOR  WESPE.  Lustspiel  in  funf  Aufzugen  von  JULIUS 
RODERICH  BENEDIX.  Edited  by  F.  Lange,  Ph.D., 
Professor.     2j.  6d, 

SCHILLER'S  JUGENDJAHRE.  Erzahlung  von  FRZ.  HOFF- 
MANN.    Edited  by  H.  Hager,  Ph.D.,  Professor.      [InprgM. 
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THIRD  SERIES. 

For  Advanced  Students.  Edited,  with  a  Literary  In- 
troduction and  Notes,  by  F.  Lange,  Ph.D.,  Professor,  R.M.A. 
Woolwich,  in  co-operation  with  F.  Storr,  RA.  ;  A.  A.  Mac- 
donell,  M.A. ;  H.  Hager,  Ph.D.  ;  C.  Neuhaus,  Ph  D.  and 
others. 

'MEISTER  MARTIN,  der  Kufncr.  Erahlung  von  R  T.  A.  Hoff- 
man. Edited  by  F.  Lange,  Ph.D.,  Professor,  Royal  Military 
Academy,  Woolwich,     is,  6d, 

HANS  LANGE.  Schauspiel  von  Paul  Heyse.  Edited  by  A.  A. 
Maodonell,  M.A.,  Ph.D.,  Taylorian  Teacher,  University, 
Oxford.    2J. 

AUFWACHE.   NovellevonBertholdAuerbach.  DER  GEFRO- 
RENE  KUSS.      Novelle  von  Otto  Roquette.      Edited  by  • 
A.  A.  Maodonell,  M.A.     2s. 

DER  BIBLIOTHEKAR.  Lustspiel  von  G.  von  Moser.  Edited 
by  F.  Lange,  Ph.D.     Second  revised  Edition.     2s. 

^INE  FRAGE.  Idyll  von  George  Ebers.  Edited  by  F.  Storr, 
B.A.,  Chief  Master  of  Modem  Subjects  in  Merchant  Taylor's 
School.     2f. 

DIE  JOURNALISTEN.  Lustspiel  von  Gustav  Freytag.  Edited 
by  Professor  F.  Lange,  Ph.  D.    Second  revised  Edition.    2s.6d. 

;ZOPF  UND  SCHWERT.  Lustspiel  von  Karl  Gutzkow.  Edited 
by  Professor  F.  Lange,  Ph.D.     2J.  6d. 

GERMAN  EPIC  TALES  IN  PROSE.  I.  Die  Nibelungen, 
von  A.  F.  C.  Vilmar. — II.  Walther  und  Hildegund,  von  Albert 
Richter.  Edited  by  Karl  Neuhaus,  Ph.D.,  the  International 
College,  Isleworth.     2s.  6d. 


Italian. 


SARETTI'S  DICTIONARY  OF  THE  ENGLISH 
AND  ITALIAN  LANGUAGES.  To  which  b  prefixed  an 
Italian  and  English  Grammar.  New  EdiHcn^  entirely  re- 
written. By  G.  Comelati  and  J.  Davenport.  2  vols.  8vo. 
i/.  IJ. 
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GRAGLIA'S  NEW  POCKET  DICTIONARY  OF 
THE  ITAUAN  AND  ENGLISH  LANGUAGES.  With 
considerable  Additions,  and  a  Compendious  Elementary  Italian 
Grammar.     i8mo.  \s.  6d. 

OLLENDORFF  (DR.  H.  G.)  NEW  METHOD 
OF  LEARNING  TO  READ,  WRITE,  AND  SPEAK  A 
LANGUAGE  IN  SIX  MONTHS.  Adapted  to  the  Italian. 
New  Edition.     Crown  8vo.  Ts.     Key,  8vo.  'js. 

SOAVE'S    NOVELLE    MORALI.      Ntw   Edition. 

i2mo.  4J. 

VENERONI'S  COMPLETE  ITALIAN  GRAM- 
MAR.     By  P.  Rosteri.     i2mo.  ts. 

VERGANI  AND  PIRANESI'S  ITALIAN  AND 
ENGLISH  GRAMMAR.  With  Exercises,  &c.  By  J. 
GuicheL  Niw  edition,  by  Signor  A.  Tonimasi.  I2ma  $s. 
Key,  3^. 


BENNETT'S    ENGLISH    AND    NORWEGIAN 
PHRASE  BOOK.    Cloth,  5j. 


LACERDA'S    PORTUGUESE    AND    ENGLISH 
DICTIONARY.     2  vob.  4to.  roan,  4/.  4J. 

VALDEZ.    PORTUGUESE  AND  ENGLISH  DIC- 
TIONARY.     2  vols,  post  8vo.  cloth,  21s. 

VIEYRA.     PORTUGUESE  AND  ENGLISH  DIC- 
TIONARY.   New  edition.    2  vols,  roan,  los. 


iau0iB;tan« 

DOLBESHOFF  (E.)    A  DICTIONARY  OF  THE 
RUSSIAN    AND    ENGLISH    LANGUAGES.      In    two 


Digitized  by  VjOOQIC 


26  Wkittaker  and  Co.'s  List  of 

volumes.  Vol.  I.  Russian-English.  Vol.  II.  English-Russian. 
Compiled  b^  E.  Dolbeshoff  in  co-operation  with  C.  E.  Turner^ 
Professor  of  English  Language  and  Literature  at  the  Univeisity^ 
St  Petersburg.  [Preparing^ 

DOLBESHOFF  (E.)  A  POCKET  DICTIONARY 
OF  THE  RUSSIAN  AND  ENGLISH  LANGUAGES. 
In  one  volume.  [Prepeuing^ 


NEUMAN  AND  BARETTPS  SPANISH  AND 
ENGLISH,  AND  ENGLISH  AND  SPANISH  DIG- 
TIONARY.  Revised  and  enlarged  by  M.  Seoane,  M.D. 
2  vols.  8vo.  I/.  8x. 


POCKET  DICTIONARY.    Spanish  and  Eng- 

lishf  and  English  and  Spanish.      Compiled  from  the  larger 
work.     i8mo.  5x. 

OLLENDORFF'S  (DR.  H.  G.)  NEW  METHOD 
OF  LEARNING  TO  READ,  WRITE,  AND  SPEAK  A 
LANGUAGE  IN  SIX  MONTHS.  Adapted  to  the  Spanish. 
New  edition,    8vo.  I2f.     Key,  8vo.  7x. 


Practical  anetcantile  Cotresponnence. 

A  Collection  of  Commercial  Letters  and  Forms,  with  Notes> 
Explanatory  and  Grammatical,  and  a  Vocabulary  of  Commercial 
Terms,  edited  by  L.  Simon,  Chr.  Vogel,  Ph.D.,  H.  P.  Skelton, 
W.  C.  Wrankmore,  Leland  Mason,  and  others.  Intended  as  Class 
Books  for  Schools  and  for  Self-Instruction. 

Now  Ready ^  crtmm  Svo.,  cloth : 

ENGLISH,  with  German  Notes,  3j. 
GERMAN,  with  English  Notes,  p. 
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ENGLISH,  with  Franch  Notes,  4/.  6d, 
FRENCH,  with  English  Notes,  4/.  td. 

Others  tofoUofw, 

This  new  CpUectioii  of  Model  Letters  and  Epistolary  Forms, 
embraces  the  whole  sphere  of  Commercial  Transactions.  Each 
example  is  provided  with  such  remarks  and  explanations,  that  any 
one  with  a  fair  grammatical  knowledge  of  the  particular  language - 
will  find  it  an  easy  matter  to  prepare  a  well-expressed  letter. 


A  New  Series  of  Handbooks  for  Students  and  Practical^ 
Engineers.     Crown  Bvo,     With  many  Illustrations, 

GAS  ENGINES.  Their  Theory  and  Management 
By  William  Macgregor.  With  7  Plates.  Crown  8vo.  pp.  245,. 
&.  6d. 

BALLOONING :  A  Concise  Sketch  of  its  History  and. 
Principles.     From  the  best  sources.  Continental  and  English. 
By  G.   May.     With  Illustrations.      Crown  8vo.   pp.  V1.-97,. 
2s.  6d, 

ELECTRIC  TRANSMISSION  OF  ENERGY,. 

and  its  Transformation,  Subdivision,  and  Distribution.  A 
Practical  Handbook  by  Gisbert  Kapp,  C.E.,  Associate  Member 
of  the  Institution  of  Civil  Engineezs,  &c.  With  119  Illustra- 
tions.    Crown  8vo.  pp.  xi.-33i.     ys.  6d. 

ARC  AND  GLOW  LAMPS.  A  Practical  Hand- 
book  on  Electric  Lighting.  By  Julius  Maier,  Ph.D.,  Assoc 
Soc.  Tel.  Eng.,  &c.  With  78  Illustrations.  Crown  8vo.  pp. 
viii.-376.     yx.  6d. 

ON  THE  CONVERSION   OF  HEAT  INTO 

WORK.  A  Practical  Handbook  on  Heat-Engines.  By 
William  Anderson,  M.  Inst.  C.E.  With  64  Illustrations. 
Pp.  viii.-254.    6s. 
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SEWAGE  TREATMENT,  PURIFICATION 

AND  UTILISATION  ;  A  Practical  Manual  for  the  Uscof 
Corporations,  Local  Boards,  Officers  of  Health,  Inspectors  of 
Nuisances,  Chemists,  Manufacturers,  Riparian  Owners,  Engi- 
neers and  Ratepayers.  By  J.  W.  Slater,  F.E.S.,  Editor  of 
"Journal  of  Science."    Crown  8vo.  cloth,  price  6s, 

THE  TELEPHONE.  By  W.  H.  Preece,  F.R.S., 
and  J.  Maier,  Ph.D.  "With  numerous  illustrations.  Cr.  8vo. 
I2s,  6d. 

In  preparation. 

-GALVANIC  BATTERIES.  By  Professor  George  Forbes, 
M.A. 

INDUCTION  COILS.  By  Professor  A.  J.  Fleming,  M.A., 
D.Sc 

MANURES.  By  Dr.  A.  B.  Griffiths,  F.R.S.Ed.,  F.C.S.,  Prin- 
cipal and  Lecturer  on  Chemistry  in  the  School  of  Science, 
Lincoln. 

HYDRAULIC  MOTORS.  By  George  R.  Bodmer,  Assoc 
M.InstC.E. 

THE  DYNAMO.     By  Guy  C.  Fricker. 

ALTERNATING     CURRENTS    OF    ELECTRICITY. 

By  Thomas  H.  Blakesley,  M.A.,  M.Inst.C.E. 

Others  to  follow. 


MAY  (G.)  A  BIBLIOGRAPHY  OF  ELECTRI- 
CITY AND  MAGNETISM,  i860  to  1883.  With  Special 
References  to  Electro-Technics.  Compiled  by  G.  May.  With 
an  Index  by  O.  Salle,  Ph.D.  Post  8vo.  cloth,  pp.  xii.-203, 
price  5j. 

NIPHER  (F.  E.)  THEORY  OF  MAGNETIC 
MEASUREMENTS,  WITH  AN  APPENDIX  ON  THE 
METHOD  OF  LEAST  SQUARES.  One  volume.  Crown 
8vo.  cloth,  5^. 

PLANTfe  (G.)  THE  STORAGE  OF  ELECTRI- 
CAL ENERGY,  and  Researches  in  the  Effects  created  by  Cnr- 
rents  combining  Quantity  with  High  Tension.  Translated  from 
the  French  by  Paul  Bedfonl  Elwell.  With  Portrait,  and  89 
Illustrations.     8vo.  pp.  vii.-268,  cloth,  I2J. 
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Small  crown  Svo,  doth.     With  many  Illustrations, 

CiQ^tttalet^s  iltbtatp  of  arts,  Sciences, 
a^anufactutes  anD  Slnnustttes. 

MANAGEMENT  OF  ACCUMULATORS 
AND  PRIVATE  ELECTRIC  LIGHT  INSTALLA- 
TIONS. A  Practical  Handbook  by  Sir  David  Salomons, 
Bart.,  M.A.  4th  Edition,  Revised  and  Enlarged,  with  32  Illus- 
trations.  Cloth,  5r. 

'*  To  say  that  this  book  is  the  best  of  its  kind  would  be  a  poor  compUment» 
as  it  is  practically  the  only  work  on  aocumulators  that  has  been  written."— 
Electrical  Review. 

ELECTRICAL     INSTRUMENT  -  MAKIN& 

FOR  AMATEURS.  A  Practical  Handbook.  By  S.  R. 
Bottone,  Author  of  ''  The  Dynamo,"  &c.  With  60  Illustrations. 
Second  edition.     Cloth,  31.  \jfust  published, 

ELECTRIC  BELLS.  By  S.  R.  Bottone.  With 
numerous  illustrations.  \Nearly  ready, 

THE  PROTECTION  OF  BUILDINGS  FROM 

LIGHTNING.  A  Treatise  on  the  Theory  of  Lightning 
Conductors  from  a  Modem  Point  of  View.  Being  the  substance  of 
two  lectures  delivered  before  the  Society  of  Arts  in  March,  1888. 
By  Oliver  J.  Lodge,  LL.D.,  D.Sc.  F.R.S.,  Professor  of  Phy- 
sics in  University  College,  Liverpool. 

Published  with  various  amplifications  and  additions,  with  the 
approval  of  the  Society  of  Arts.  [Shortly, 

ELECTRICAL  INFLUENCE  MACHINES: 

Containing  a  full  account  of  their  historical  development,  their 
modem  Forms,  and  their  Practical  Construction.  By  J.  Gray. 
B.Sc.  [In  press, 

ELECTRICAL  ENGINEERING  IN  OUR 
WORKSHOPS.  A  Practical  Handbook.  By  Sydney  F. 
Walker.  [/^eady  shortly. 

Others  in  preparation. 
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Cectinologtcal  Dicttonattes* 

ENGLISH  AND  GERMAN. 

WERSHOVEN  (F.  I.)  TECHNOLOGICAL 
DICTIONARY  OF  THE  PHYSICAL,  MECHANICAL, 
AND  CHEMICAL  SCIENCES.  English  and  German. 
2  vols,  cloth,  5f. 

ENGLISH— SPANISH. 

l>ONCE  DE  LEON.    TECHNOLOGICAL  DIC- 

TIONARY.  English-SiMuiish  and  Spanish-English.  Con- 
taining Terms  employed  in  the  Applied  Sciences,  Industrial 
Arts,  Mechanics,  Fine  Arts,  Metallurgy,  Machinery,  Commerce^ 
Ship-building  and  Navigation,  Civil  and  Military  Engineering, 
Agriculture,  Railway  Construction,  Electro-technics,  &c. 

Vol.  I. — English-Spanish.    8vo.  bound,  ^\  i6f. 

Vol.  II. — Spanish-English.  \In  preparation. 

Post  Bvo.  Bi4pp.  los.  6d. 

HOBLYN'S  DICTIONARY  OF  TERMS  USED 
IN  MEDICINE  AND  COLLATERAL  SCIENCES.  iiM 
edition.  Revised  throughout,  with  numerous  Additions.  By 
John  A  P.  Price,  B.A.,  M.D.  Oxon.,  Assistant- Surgeon  to  the 
Royal  Berkshire  Hospital. 

This  new  edition  has  undergone  complete  revision  and  emen- 
dation. Many  terms,  fallen  more  or  less  into  disuse,  have  been 
omitted ;  and  a  considerable  amount  of  fresh  matter  has  been 
introduced,  in  order  to  meet  the  requirements  of  the  present  day. 
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I  f  0/.  demy  4/0.  with  25  Double  and  40  Single  Plates^  £2  lOr. 

TECHMICAL  SCHOOL  AND  COLLEGE  BUILDIHG. 

Being  a  Treatise  on  the  Design  and  Construction  of 

Applied  Science  and  Art  Buildings^  and 

their  suitable  Fittings  and 

Sanitation, 

WITH  A  CHAPTER  ON   TECHNICAL  EDUCATION. 

By  EDWARD  COOKWORTHY  ROBINS,   F.S.A. 

Outline  of  Contents.— Introduction— English  and  Foreign 
Technical  Education — Analysis  of  the  Second  Report  of  the  Royal 
Commissioners  on  Technical  Education — Buildings  for  Applied 
Science  and  Art  Instruction,  with  examples  of  Foreign  and  English 
Buildings— Analpis  of  the  Fittings  necessary  for  these  Buildings — 
British  and  Foreign  Examples  of  the  Details  of  the  Fittings — Heat- 
ing and  Ventilation  generally — Heating  and  Ventilation  necessary 
for  Applied  Science  and  Instruction  Buildings — The  Planning  of 
Buildmgs  for  Middle  Class  Education — Sanitary  Science — ^Appendix. 

Full  prospectus  post  free  on  aptlicaiion, 

"It  will  prove  an  indispensable  work  of  reference  to  architects,  builders,  and 
managers  of  technical  v^t>!ocA%" —Spectator. 

"  A  most  valuable  contribution  to  architectural  littnimx^*'— British  Architect. 


Just  Published,  Large  post  8w,  cloth,  ys.  6d,  ;  or  half  bound,  %s,  6d, 

A  Companion  to  the  Works  op  Allan  Ramsay, 

R,  Burns,  Sir  W.  Scott,  and  all 

THE  Scottish  Poets, 

A  DICTIORART  OF  LOWLARD  SCOTCH. 

WITH  AN  INTRODUCTOKY  CHAPTBK  ON  THB  LITSaAKV  HISTOKY  AND  THE  POBTSY 
AND  HUMOUR  OF  THB  SCOTTISH  LANGUAGE, 

AND  AN  APPENDIX  OF  SCOTTISH  PROVERBS. 

BY 

CHARLES  MACKAY,  LL.D. 

A  handy  and  original  Vocabulary  of  the  Scottish  Language.     All 
words  are  fully  explained,  and  their  various  uses  and  significance  are 
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illustrated  by  ample  citations  from  old  ballads,  l^ends,  and  cUssic 
authors,  from  Allan  Ramsay  to  Burns  and  Scott. 

"  With  this  brief  preface  we  present  to  the  reader  this  treasaty  of  poetry  and  phi- 
lolosv,  illustntive  of  the  literature  and  nadve  humours  of  Scotland,  assuring  nin 
that  ne  will  find  it  a  most  trustworth;>'  guide  and  agreeable  comoanion  to  the 
anxious  and  characteristic  literature  which  owes  its  birth  to  the  *  north  of  Tweed.' " 
— Morning  Advertiser. 

"  A  good,  sotuid,  useful  l^iece  of  woric."  -Saturday  Review. 

**  An  interesting,  suggestive,  and  valuable  book,  which  is  sure  to  be  priied  both 
in  England  and  ^sothokd."*— Leeds  Mercury. 


Messrs,  Whiitaker  and  Coh  Complete  Lists  of  Recent 
and  Forthcoming  Works  will  be  sent  post-free  on  application^ 
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